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PREFACE 


Since the beginning of the twentieth century there has been a 
great increase of knowledge pertaining to the mechanics of fluids, 
and during this period some of the progress in all branches of 
engineering has been founded on or assisted by a better under- 
standing of fluid motion. This fact, coupled with the evident 
interest of engineering students in fluid flow, suggests that some 
of this new* knowiedge should, if possible, be made available to 
undergraduates. Much of the wrnrk in fluid mechanics has been 
of great mathematical complexity but it is believed that the 
material presented here is in such a form that it can be mastered 
by the average student having the usual foundation in physics, 
mathematics and mechanics. 

Since the fundamental principles governing flow are the same 
for both gaseous and liquid fluids it is logical to begin the study 
of flow’ of both types of fluids in one course. Furthermore such 
a treatment is economical of teaching time. In order to empha- 
size the universal character of fluid mechanics the problems dis- 
cussed in this book have been treated, w’herever practicable, from 
a rational point of view\ Purely empirical methods are men- 
tioned but briefly and in general are considered as a means for 
supplying necessary coefficients and exponents appearing in the 
equations developed. Tables of coefficients have been limited 
to the number necessary to illustrate discussions and solve 
representative problems. Rational methods have been empha- 
sized by the frequent use of the principles of dimensional analysis 
in developing theory. In the study of fluid motion, stress has 
been laid on the significance of the dimensionless parameters, 
Reynolds* number for viscous fluids, Mach’s number for compres- 
sible fluids, and Froude’s number for flow with a free surface. 

' The subject matter in the book naturally divides itself into 
statics and dynamics of fluids. The latter division contains 
discussions of flow r relative to the usual external boundaries, 
such as pipes and channels, but it differs from older treatments 
in that it also deals with flow’ relative to internal boundaries, 
that is, flow’ around objects such as airfoils and ship hulls. Most 
of the usual elementary hydraulics has been retained but it is 
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presented with emphasis on the fluid mechanics involved. The 
hook undoubtedly contains more material than can be covered 
in a single course, but the arrangement is such that the instructor 
can select those subjects which best fit the needs and interests 
of his students. In the case of the more advanced subjects the 
discussion here must be regarded as only an introduction to these 
extensive fields. For example, the treatment of the thermo- 
dynamics of compressible fluid flow- is sufficient to show the 
application of fluid mechanics but is not intended to be complete. 

In preparing this book the authors have drawn extensively 
upon technical literature. Credit is due to the authors, manu- 
facturers and professional societies wffio have kindly granted 
permission to use their material. References to publications 
are given in the text and it is hoped that the acknowledgments are 
complete, but the Xational Advisory Committee for Aeronautics 
deserves special mention in this connection. The name of 
Professor L. Prandtl of the University of Gottingen is referred 
to more frequently than any other. Because of his pioneering 
work and continued valuable contributions in the field of fluid 
mechanics, this will seem entirely natural to those wffio are 
familiar with the development of the science. Probably no 
single work has been drawn upon more freely than “ Applied 
Hydro- and Aero-Mechanics,” by Professor Prandtl and Dr. 0. 
G. Tiet jens, and we gladly recognize our indebtedness to these 
authors. 

It is also a pleasure to express our thanks for the valuable aid 
of our colleagues and associates in the College of Engineering of 
the University of Michigan. In particular we acknowledge the 
many suggestions made by Professors R. T. Liddicoat, H. M. 
Hansen and L. A. Baier. The encouragement given and the 
interest shown by Professor E. L. Eriksen have been very helpful. 
A substantial contribution w^as that of Professor R. P. Harrington 
of the Polytechnic Institute of Brooklyn, who read the proof and 
made many constructive criticisms. Finally we wish to express 
our appreciation of the valuable sendees of Mrs. Helen M. 
Anderson and Miss Reta E. Morden wffio typed the manuscript, 
and of Messrs. R. S. Frazier, P. E. Theobald and T. L. Vander 
\ elde, wffio assisted in preparing the drawings. 

Ann Arbor, Michigan, RUSSELL A. DODGE, 

April, 1937. MlLTON J. THOMPSON. 
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CHAPTER I 

PROPERTIES OF FLUIDS 

1. Nature of Fluid Substance. — The term fluid is applied to 
substances which, owing to the nature of their internal structure, 
offer comparatively little resistance to a change in form. Fluids 
are commonly classified as incompressible or compressible, that 
is, as liquids or gases. Liquids offer great resistance to change 
in volume while gases have little resistance to change in either 
form or volume. 

A gas occupies all the space in which it is contained. Its 
volume is reduced by an increased pressure or compressive 
force, the pressure within the gas increasing until it just balances 
the applied force. No fluid is capable of any internal adjust- 
ment which will enable it to maintain equilibrium at rest -while 
subjected to a shear stress, however small. If a shearing force 
is applied to any fluid, the fluid will continue to move as long as 
it is applied. There will invariably be some movement in which 
the velocity is proportional to the applied shear stress. The 
relationship between force and velocity depends, among other 
things, upon that property of fluids known as viscosity. 

Liquids and gaseous fluids are quite different in compressi- 
bility and in the existence of the free surface in the former. 
The behavior of all flowing fluids, whether liquids or gases, is 
quite similar and, when the flow is in conduits, that is, flow with- 
out a free surface, the behavior is identical for most conditions. 

An ideal or perfect fluid is merely one which, for purposes of 
developing theory or making a mathematical demonstration, 
is conveniently assumed to be nonviscous or incompressible or 
both. Such fluids do not exist and theory based upon such 
assumptions is subject in its application to correction for the 
effect of physical properties that have been neglected. 
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2. Density of Fluids. — The density of a substance is the mass 
of a unit of volume under certain specified temperature and 
pressure conditions. This is not to be confused with weight per 
unit volume or specific weight. If density is p and weight per 
unit volume is w, then 

w 

P = — or w = pq 
Q y 

g being the acceleration of gravity. If w is the specific weight 
in pounds per cubic foot and g the acceleration of gravity in feet 
per second per second, then 


__ w _ lb. sec. 2 Ib.sec. 2 M 

p g~ ft,* ft. ft. 4 ~ U 

in which the sign is used to denote dimensional equality. 
Similarly, 

„„ _ M 
w p y ^ 1,2^2 


The symbols M, L and T are used to represent the fundamental 
units of mass, length and time, respectively. The unit of mass 
in the English system is known as the slug, so that density is 
measured in slugs per cubic foot. The ratio of weight to mass g 
^ the acceleration of gravity and in the English system is about 
d2.2 n. per sec. per sec. Its value varies slightly from place to 
place on the earth’s surface. The specific weight of fresh water 
at ordinary temperatures is about 62.4 lb. per cu. ft. 

Specific volume is the volume per unit weight. It is the 
reciprocal of specific weight, its dimension being in cubic feet per 
pound or, m fundamental units, L~T 2 /M. 


Problem 1 . What are the dimensions of density and specific weieht in 
the memo system using centimeters, grams weight and seconds? What 
e the density and specific weight of fresh water in these units? 

« n°“f Ute the S ^! cific w ' eight and density of a liquid which weighs 

■2000 lb. per cu. m. What is its specific volume in English units? 

3. Compressibility of Fluids.-All fluids are compressible to 

iXctTSr T dS / re ° nly SHghtly com P ress ible, so little 
1 that “ most ordinary problems they are considered to be 
^omp r e SslbIe . l n some problems, for ^ 

mth WatCT hammer ’ the compressibility is an important factor 
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The modulus of elasticity of water in compression is about 
300,000 lb. per sq. in. at ordinary pressures. It increases 
slightly with temperature and at extremely high pressures 
becomes much larger. 

Gaseous fluids are highly compressible and are therefore 
subject to a wide variation in density. The distinctive behavior 
of gases in this respect bears less resemblance to that of liquids 
than any other property of gases. The relationship of pressure, 
volume and temperature in gaseous fluids is discussed in the 
following pages. 

4. Boyle’s Law. — If a quantity of fluid is placed in a closed 
container, there will in general be a force acting on the walls and 
bottom of the vessel owing to the fact that the fluid is not capable 
of maintaining itself in a fixed shape but tends to flow as soon 
as the restraining walls are removed. The force produced by the 
fluid on the walls of the container is usually studied by noting 
the value of the pressure at various points, this latter quantity 
being the force acting on a unit area of surface. The action 
of the fluid on the walls of the container is, of course, accom- 
panied by a reaction on the fluid which is manifested by the 
existence of pressures at all points within the fluid. In the case 
of a liquid the pressure at a point beneath the surface is due 
primarily to the weight of the fluid above it, while in the case of 
a gas the pressure is produced by a combination of this effect and 
the activity of the molecules. Thus a volume of gas placed in a 
closed tank may undergo an increase in pressure if the gas is 
heated from an external source. 

The dimensions of a pressure are easily determined if it is 
recalled that this quantity is equivalent to a force acting on a. 
unit area. Thus 

ML 

-F _ T 2 _ M 
P A V ~ LT 2 

In the usual English units, pressures are measured in pounds per 
square foot or per square inch. 

The rule governing the pressure-volume relationship at con- 
stant temperature is known as Boyle’s law. It is expressed by 
the equation 

Pi = v_ 

V Vi 


or piVi = pv = C 


a) 
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in which p and pi are pressures on the absolute scale and v and Vi 
are the corresponding volumes, while C is a constant. 

Sinee the density of a given body varies inversely as its volume, 
the former value is directly proportional to the pressure, that is, 


2 = 2i or 2. = 2i 

p Pi W Wi 


( 2 ) 


Expressed in words, Boyle's law states that the volume of a body 
of gas varies inversely as the pressure when the temperature is 
constant, that is, when conditions are isothermal. 


Problem 3. A cylinder having a volume of 2.5 cu. ft. contains 34 lb. of 
gas at an absolute pressure of 250 lb. per sq. in. If the gas is compressed at 
constant temperature to one-half of its original volume, what will be its 
pressure? Compute the density of the gas before and after compression. 

5. Gay-Lussac’s or Charles’ Law. — Gay-Lussac verified experi- 
mentally the theory first advanced by Charles that gases under 
constant pressure expand in proportion to an increase in tem- 
perature and that all gases have the same coefficient of expansion. 

The volume of a given mass of gas at any temperature t is 

Vt = t>o(l + a p t ) (3) 

in which i'o is the volume of the given mass at zero temperature 
and a p is the coefficient of expansion at constant pressure. If 
the volume of the same given mass of gas is kept constant, the 
pressure increases in proportion to the increase in temperature, 
the new pressure at temperature t being 

Vt = po(l + a v t) (4) 

in which p 0 is the pressure at zero temperature and a„ is the 
pressure coefficient at constant vol um e 

The relationship between the coefficients a p and a v may be 
determined by considering a mass of gas at the initial conditions 
represented by pa, i> 0 and t 0 = 0. This gas is to be changed to the 
conditions represented by p, v and t. This change might be 
effected by first holding the temperature constant and changing 
the pressure to the value p. If the corresponding volume is v', 
then according to Boyle’s law 

pv’ = p 0 v 0 


(5) 
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The remaining step in this transformation may be effected by 
changing the temperature from zero to t at the constant pressure 
p so that, on applying Eq. (3) and noting that the volume change 
is from v f to v, the following expression is obtained: 

v = v'(l + apt) (6) 

Now Eqs. (5) and (6) may both be solved for the value of the 
intermediate volume v', and on equating these values the result 
obtained is 

pv = p 0 vo(l + apt) (7) 

The same change could also be accomplished by first changing 
the temperature from zero to t at constant volume. If the corre- 
sponding pressure is p ", then 

p n = p 0 (l + a v t) (8) 

The pressure may now be increased from p n to p at constant 
temperature, in which case 

p”v 0 = pv (9) 

When values of p u obtained from Eqs. (8) and (9) are equated, 
the result is 

pv = p Q v 0 (1 + a v t) (10) 

Since Eqs. (7) and (10) represent the same final conditions for 
the gas, it follows at once that the values of a p and a v must be 
equal, that is, a v = a p = a. 

According to Eq. (4), the temperature at which the pressure 

in the gas drops to zero is t = — ~ and this point is known as tlu 

absolute zero of the temperature scale. It represents a limiting 
condition at which all molecular activity in the gas has ceased. 
On the Fahrenheit scale its value is —459.4°, while on the centi- 
grade scale it is —273°. It is frequently convenient to study the 
behavior of a gas using the temperature T measured from the 
absolute zero point rather than from some arbitrary datum as in 
the case of the usual temperature scales. The relation between 
the temperatures t and T is simply 

T = t + - 

a 


(ID 
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Problem 4. Compute the value of the coefficient of expansion, a, for 
the centigrade and Fahrenheit scales. 

6. The Combined Gas Law —The statements given in the 
preceding articles may be combined into a single equation which 
represents the behavior of a gas under all possible conditions. 
This equation is known as the combined gas law or the equation 
of state. If the coefficients a p and a v are replaced by the single 
term a t then Eqs. (7) and (10) become identical in form, that is, 

pv = poVo(l + at) 

or, if the absolute temperature from Eq. (11) is introduced, 


pv — poVoaT. 


If v and Vo are specific volumes, then the quantity pov Q a is a 
constant for any given gas depending only on the conditions 
when t is zero and on the value of the coefficient of expansion. 
If this constant is designated by the single symbol R, then 

pv = RT (12) 


The numerical value and the dimensions of R depend upon the 
gas, the temperature scale and the pressure and volume adopted 
as a standard. With these fixed, R is a constant. If Vo is the 
specific volume in cubic feet per pound and p Q is atmospheric 
pressure in pounds per square foot, then p and v must have 
corresponding dimensions so that 

R _ pv _ lb. ft. 3 1 _ ft. 

T ft. 2 lb. degree ~ degree 


The value of R for dry air is 96.1 ft. per °C. or 53.3 ft. per °F. 

Equation (12) is known as the equation of state for gases. 
Dividing both members by the corresponding members of the 
same equation for any other temperature 2T, 


pv _ T_ 

ViVi Ti 


(13) 


It follows from Eq. (12) or (13) that for constant pressures the 
volume of a body of gas is proportional to the absolute tempera- 
ture. This is another way of stating Charles* law which, 
expressed algebraically, is 
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Tv i = Tiv (14) 

It also follows from these equations that for constant volumes the 
pressure is proportional to the absolute temperature. If T 
equals Ti, Eq. (13) becomes Eq. (1), piv i = pv, or Boyle’s law. 

Problem 5. A mass of air having a volume of 3.75 cu. ft. at a temperature 
of 519 C F. abs. is allowed to expand until the pressure is 20 per cent of the 
original value and its temperature is 480°F. abs. What is its volume after 
expansion? 

6. What is R for air in Eq. (12) when dealing with pressure in pounds per 
square inch, specific volume in cubic feet per pound and temperature in 
degrees centigrade? 

7. Hydrogen has a specific gravity of 0.0000899 at 14.7 lb. per sq. in. 
pressure and at 59°F. What is the value of R? 

8. Air has a specific weight of 0.0765 lb. per cu. ft. at 59°F. and 14.7 lb. 
per sq. in. What is its specific weight at an altitude of 10,000 ft. where the 
pressure is 10.1 lb. per sq. in. and the temperature is 21.2°F.? 

7. Limitations of Gas Laws. — The laws developed in the 
foregoing articles are correct for a “perfect gas.” For real gases, 
they are accurate at ordinary temperatures and for relatively 
small changes in pressure or volume. It is possible to liquefy 
any gas by the application of a large pressure with the gas at 
low temperature. It is obvious that no gas obeys the gas laws 
at the point of liquefaction. As the gas approaches liquefaction 
there is a wide variation in its behavior from the laws. Thus 
the behavior of gases which liquefy readily at ordinary tempera- 
tures diverges widely from the laws while gases like nitrogen, 
oxygen and hydrogen follow 7 the law's closely at usual tempera- 
tures and for small pressure changes. Although air is a mixture 
of gases, it follow's the gas law's very closely. 

8. Adiabatic Expansion or Compression. — In Art. 4 it was 
noted that Boyle’s law' applies only to an isothermal change in 
volume, that is, a change in volume without change in tempera- 
ture. If the expansion or compression is accomplished in such 
a way that there is no transfer of heat from or to the gas, the 
conditions are said to be adiabatic. Under such conditions 
there is a change in temperature and the pressure-volume relation 
follows the equation 

PiVi h = pv k — a constant (15) 

where k = c p /c V) c p being the specific heat of the gas at constant 
pressure and c v the specific heat at constant volume. The ratio 
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c p / c v is also the ratio of the thermal capacities of the gas under 
these constant conditions. The value of k for dry air, hydrogen 
and oxvgen is 1.406. For additional values of k see Table I. 

Table I. — Values of k for Various Gases 


Acetylene 1.28 

Ammonia , 1.32 

Carbon dioxide ; 1.31 

Carbon disulphide ; 1.21 


Chlorine 1.32 

Methane 1.32 

Nitrogen 1.41 

Steam at 100°C . 1.33 


The ratio k = c p /c v is also used as a factor in determining the 
velocity of sound in a gas, a quantity which is sometimes an 
important consideration in dealing with the flow of fluids. 

Problem 9. A gas having a specific volume of 12.3 cu. ft. per lb. at initial 
conditions of 20 lb. per sq. in. pressure is compressed until the pressure is 
100 lb. per sq. in. Draw curves showing the relation between pressure and 
specific volume (a) for isothermal compression, ( b ) for adiabatic compression 
with k = 1.4. 

9. Vapor Pressure. — At the free surface of a liquid there is a 
constant motion of molecules away from the surface. This 
process of vaporization from a liquid is evaporation. If the space 
above the free surface is enclosed it will become saturated with 
vapor and there will be no further increase of the number of 
molecules in the vapor state, but the interchange of molecules 
between liquid and vapor at the free surface continues. 

In the saturated state the pressure of the vapor above the 
liquid is equal to the vapor tension at the liquid surface and a 
state of equilibrium exists. Any enclosed space will become 


Table II. — Vapor Pressure of Water at Various Temperatures 


Temperature, 

°C. 

I Pv/W, 

feet of water 

Temperature, 

°C. 

feet of water 

-20 

0.042 

50 

4.100 

-10 

0.096 

60 

6.630 

0 

0.203 

70 

10.39 

io : 

0.407 

80 

15.38 

20 

0.773 

90 

23.40 

30 

1.403 

100 

33.91 

40 

2.450 

| 
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saturated if the quantity of liquid is sufficient. Vapor tension, 
and therefore vapor pressure, increases with temperature and 
at the boiling point Is equal to atmospheric pressure. If the 
enclosed space above a free surface is filled, at pressure p aj with 
a gas that does not react with the liquid, then vapor will escape 
until the pressure is increased by p v and the new pressure in the 
space is p = p a + Pv This fact follows from Dalton's law. 
Values of vapor pressure of water are given in Table II. 

10. Viscosity. — Viscosity is often defined as stickiness or 
treacliness of a substance. A descriptive definition of viscosity, 
however, is not sufficient for the purpose of fluid mechanics, an 
adequate physical and mathematical conception of the property 
being necessary to the understanding of fluid flow. Viscosity 
is the property of a fluid by virtue of which it offers resistance to 
shear stress and is in linear proportion to the ability of the fluid 
to resist such stress. 

Since all fluids, both liquid and gaseous, have viscosity, the 
property must be explained by one or more physical properties 
common to all fluids, such as molecular activity. Owing to 
molecular activity there is a constant interchange of molecules 
and therefore of momentum between contiguous layers of fluid. 
It can be shown that, if the adjacent layers are moving with 
different velocities, this constant interchange of momentum sets 
up a resistance to any relative motion of the two layers. Energy 
is transformed to heat and a steady force is required to replace 
this energy and maintain the velocity. 

The viscosity of gases increases with temperature. When 
the temperature of a gas is raised, the molecular activity and the 
rate of interchange of molecules between layers are increased 
with a resulting increase in force necessary to maintain the rela- 
tive motion of adjacent layers. 

The viscosity of a liquid decreases with temperature. The 
interchange of molecules is accelerated by an increase in tempera- 
ture just as in gases but the viscosity of a liquid must be regarded 
as the combined effect of cohesion and interchange of momentum. 
A change in temperature has opposite effects on cohesion and 
molecular activity, the effect on cohesion being more pronounced, 
so that the greater cohesion at low temperatures results in a 
greater viscosity. Thus temperature changes have opposite 
effects upon the viscosity of liquids and gases. 
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When a shearing force or stress is applied to elastic material 
there is a definite deformation which is proportional to the force. 
A shearing force applied to viscous material causes continuous 
and unlimited deformation but at a rate proportional to the force. 
The rate of shear under known conditions then becomes a measure 
of the viscosity of a fluid and is used indirectly in the technique 
of determining viscosity experimentally, that is, in viscometry. 
The behavior of a substance under shearing stress is the only 
criterion by which it may be classified as fluid or solid. Any 
material in which a continuous deformation is caused by a shear- 
ing force, however small the force, must be a fluid. From this 
statement, the conclusion may be drawn that any fluid in equilib- 
rium is in a state of complete freedom from shear stress. 

Plastic materials are sometimes erroneously considered to be 
merely very viscous substances. Unlike viscous fluids, plastic 
materials are not moved by indefinitely small shear forces. When 
they do move, the distribution of velocity is quite different from 
that in viscous materials. This difference is due to the fact that 
the motion of plastic materials is influenced by ordinary friction 
of solids, a factor that does not exist in fluid motion. 1 

An idea of the importance of -viscosity in certain types of flow 
may be gained from the facts that water at 100°F. is about 
thirty-six times as viscous as air, a light motor oil is over sixty 
times as viscous as water and the viscosity of water at the freezing 
point is six times that at the boiling point. 

A mathematical discussion of viscosity will be found in Chap. 
\'III in which numerical values are given. 

1 For a thorough discussion of viscosity and plasticity, see E. C. Bingham, 
‘‘Fluidity and Plasticity,” McGraw-Hill Book Company, Inc., New 
York, 1922, or Emil Hatschek, “The Viscosity of Liquids,” G. Bell & 
Sons, Ltd., London, 1928. 



CHAPTER II 


STATICS OF FLUIDS 

11. Static Fluid. — A body of fluid at rest or moving bodily 
with uniform velocity is in equilibrium and may be said to be 
a static fluid. In this condition it is not changing its shape in 
any way and every part of it must therefore be free of any stress 
that might cause motion of or deformation of particles within the 
body. There are three kinds of stress to which any body may be 
subjected, namely, compression, tension and shear. 

It is the nature of fluids that they move continuously under 
shear stress and cannot withstand tensile stress. It is well 

p 2 6Acos6 


P 2 

i Pi 
( 01 ) 

Fig. 1. — Free bodies of fluid. 

known that fluids are capable of withstanding compressive stress, 
which is usually called pressure when associated with fluids. 
This compressive stress, or pressure, must be applied to fluids in 
a manner that is special as compared to stresses in solids. Com- 
pressive stresses will now be applied to a free body of fluid with 
the purpose of finding this special nature. 

Figure la represents an infinitesimal particle of fluid which 
for convenience is taken to be in the form of a cube. Its hori- 
zontal faces are subjected to a compressive stress pi and the 
vertical sides to a compressive stress p 2 . Figure 16 show’s a 
new free body cut off from this particle by a plane AB which 
makes any angle 8 with the vertical. If the area of face AB is 
taken as hA, the forces on faces AC and CB are pi &A sin 8 and 
Ps 8A cos 8. Since the body is a particle of static fluid, that is, 

11 
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fluid without shear stress, the force on AB must be a normal one, 
the total force being the pressure p times the area 8A or p BA. 
Taking horizontal components of forces and applying the laws of 
equilibrium, it follows that 

Pi oA sin 8 cos 9 = p 2 5A cos 8 sin $ 

and 


Pi = p 2 


Taking vertical components of forces 


and 


p oA = pi 8A sin 2 9 + p 2 8A cos 2 8 
p = pi(sin 2 9 + cos 2 9) 


V = Pi 

so that 

P = Pi = ?2 (1) 


Equation (1), expressed in words, states that the same pressure 
is acting on the three faces of ABC. Noting that 9 is any angle 



whatever and that the particle 
might be in any position, it is seen 
that the pressure at any point 
within the fluid is the same on 
every plane through the point. 


Fig. 2.— Free surface not in equi- It may then be stated that the 
1 rium * pressure at any point in a static 

fluid is the same in every direction. This important principle is 
known as Pascal's law. 


The pressure exerted on the wall of a container by a static 
fluid is equal and opposite to that exerted on the fluid by the 
container. It has been shown that the latter must be normal to 
the fluid surface, hence the pressure of a static fluid on a surface 
must be normal to the surface at every point. 

The free surface of a static liquid is always horizontal. The 
truth of this statement can be demonstrated by assuming a 
surface m any other position, in which case it would be possible 
to cut away a free body by some inclined plane such as ab in 
*? g * , Statlca % the only forces acting on the body of liquid 

above the plane are the force of gravity in the vertical direction 
and the pressure normal to the inclined plane. These forces 
cannot satisfy the laws of statics and hence such a free body can- 
not exist m a static liquid. The surface must therefore be 
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horizontal. A non-horizontal surface may appear to exist in a 
body of very viscous and apparently static fluid, but the existence 
of such a surface is evidence that conditions are not static and 
that flow is taking place, however slowly. 

12. Relation of Pressure to Elevation. — The effect of elevation 
on pressure in a static fluid can be determined by considering the 
forces on a free body of the fluid. Figure 3 is such a body in 
the form of a vertical right cylinder of cross-sectional area A 
and height A, located anywhere within a larger body 
of static fluid. The only vertical forces acting on the 
body are the pressure forces on the ends, piA and p%A, 
and the weight whA. These forces must satisfy the 
laws of statics, whence 



and 


PiA — p*A — whA 


\P/ 


Fig. 3. — 
Cylindri- 
cal free 
body of 
fluid. 


Pi ” P 2 = wh (2) 

It appears from Eq. (2) that the difference in pres- 
sures at two points in a static liquid is in direct propor- 
tion to the difference in elevation, the pressure always 
increasing with the depth. This is strictly true for 
fluids of uniform density and approximately correct in gases when 
the pressure difference is so small that the density is nearly 
p a constant. 

| | | | | | | | It may be seen from Eq. (2) that the pres- 

sure in a body of static fluid is constant 

^ throughout a horizontal plane. It can also be 

shown that the density of a static fluid is con- 
stant in any horizontal plane. 

The result expressed in Eq. (2) is independent 
of the relative horizontal position of points 1 
and 2 and can be obtained by considering the equilibrium of a 
prism in any inclined position. 

The pressure at the free surface of a liquid is that exerted on 
it by the gaseous fluid above. This is usually pressure due to 
weight of the atmosphere and is commonly called atmospheric 
pressure, p a > 

The pressure at any point in a liquid can be obtained by apply- 
ing Eq. (2) to Fig. 4. Then the pressure at depth A is 


Pressure -p 

Fig. 4. — Pressure- 
depth relation. 


p = Pa + wh 


( 3 ) 
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13. Pressure Units and Scales— Pressures may be expressed 
in various units and on different scales, the choice of units and 
scales depending upon custom or convenience in the work at 
hand. 

In the equation 

p = p a + wh 

the pressure p is said to be on the absolute scale. If the pressure 
at the free surface is called zero, then 

p = wh (4) 

and p is said to be on the gage scale. Gage pressure is the 
pressure relative to atmospheric pressure. The difference 
between a pressure expressed on the absolute scale and the 
same pressure on the gage scale is the constant p a , having a value 
at sea level under normal conditions of 2116 lb. per sq. ft. or 
14.7 lb. per sq. in. In using Eqs. (2), (3) and (4), units must be 
chosen so as to make them dimensionally homogeneous. Thus 
if .4 and h are in feet, w will be in pounds per cubic foot and p 
in pounds per square foot. When the liquid is fresh water, 
Eqs. (3) and (4) become 

p (lb. per sq. ft. abs.) = 2116 + 62 Ah (5a) 

p (lb. per sq. ft. gage) = 62 Ah (5b) 

and, dividing by the number of square inches in 1 sq. ft., 

CKO A 

p (lb. per sq. in. abs.) = 14.7 + = 14.7 + 0.433ft (6a) 

p (lb. per sq. in. gage) = 0.433ft (6b) 

The atmosphere is a common unit of pressure which is con- 
venient in dealing with compressible fluids. Normal atmospheric 
pressure at sea level at a temperature of 15°C. or 59°F. is taken 
as 1 atmosphere. It is equivalent to 2116 lb. per sq. ft. or 
14.7 lb. per sq. In. on the absolute scale. A pressure of 3 atmos- 
pheres, for example, is 3 X 2116 = 6348 lb. per sq. ft. abs. 

On the gage scale it is possible to have negative pressures, 
that is, pressures less than zero. The maximum possible nega- 
tive pressure is — p a . The term vacuum is commonly used to 
indicate negative pressures. A space in which the pressure is 
less than atmospheric is said to be under a vacuum even though 
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the space is entirely filled with gas or liquid. For example, a 
pressure of 5 lb. per sq. in. abs., is — 9.7 lb. per sq. in. gage, or a 
vacuum of 9.7 lb. per sq. in. 

Problem 10. Derive the relation of Eq. (2) between pressure and eleva- 
tion by considering the equilibrium of an inclined prism of liquid of con- 
stant small cross section having both ends submerged. 

14. Equivalent Head. — From Eq. (4) it is evident that the 
depth of liquid required to produce a given gage pressure is 

k = — (7) 

w 

The expression p/iv is called the pressure head and it is common 
practice to indicate pressure or vacuum by stating the correspond- 
ing head. If p is in pounds per square foot and w is the weight 
per cubic foot of liquid, h becomes feet of head. Pressure head 
is also stated in inches of mercury, feet of water or any other 
convenient unit of length of fluid column. 

Example. — The water in a salt sea %veighs 68 lb. per cu. ft. What is the 
absolute pressure in pounds per square inch at a depth of 20 ft. when the 
atmospheric pressure is 2080 lb. per sq. ft.? At what depth in fresh w r ater 
would the pressure be the same? 

Solution . — The absolute pressure at any point in the water is the absolute 
pressure at the free surface plus the increase in 
pressure due to the depth of water. Then 

2080 + 20(68) = 3440 lb./sq. ft. abs. 

3440 4- 144 = 23.89 lb./sq. in. abs. 

The pressure at depth h in fresh water is 62.4 h. 

Then 62.4fe = 20(68) and h = 21.79 ft. 

Problem 11. What is the pressure in pounds 
per square foot absolute and gage at a point 10 
ft. below a free water surface? 

12. What is the pressure in pounds per square 
foot absolute and gage at a point 10 ft. below the 
free surface of a liquid having a specific gravity of 3? 

13. At sea level the atmosphere has specific weight of 0.0765 lb. per cu. ft. 
What is the absolute pressure in pounds per square inch at elevations of 
10 ft. and 1000 ft. above sea level, assuming the atmosphere to be of constant 
density? 

14. Compute the pressure in pounds per square inch gage at points A, B, 
C , D, in Fig. 5. 

15. At what distances below a free water surface are the pressures 1 atm. 
gage and 3 atm. absolute? 
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16. Find the equivalent of a pressure of 10 lb. per sq. in. gage ( a ) in feet 
of water, ib) in inches of mercury. 

17. Find the equivalent of a vacuum of 4 lb. per sq. in. (a) in inches of 
water, b; in pounds per square inch absolute. 

15. Standard Air— In the preceding articles equations have 
been developed which express relations between pressure, 
volume, temperature and density of gases. In order to get 
numerical results from these equations it is necessary to start 
from known values of these properties under certain standard 
conditions, and in scientific work it is common to consider the 
properties at 0°C. and at a pressure of 1 atmosphere as standard. 

The advance of aeronautics and the necessity for comparing 
performances of aircraft under standard conditions have led to 
the adoption of a so-called “standard air.” Standard air is 
air at 59 °F. or 15°C. under a pressure of 29.92 in. or 760 mm. of 
mercury (2116 lb. per sq. ft.). Under these conditions air has the 
following properties: 

Specific weight w = 0.07651 lb. per cu. ft. 

Specific volume v = 1/w — 13.07 cu. ft. per lb. 

Density p = 0.002378 slug per cu. ft. 

Viscosity p = 3.723 X 10~ 7 lb. sec. per sq. ft. 

The temperature of the atmosphere reduces with altitude 
at an average rate of 3.57°F. per thousand feet. Thus the 
temperature at any elevation, z ft., is 

t = 59 - 0.003572 (°F.) (8a) 

or 

T = 518.4 - 0.003572 (°F. abs.) (86) 

The temperature gradient is practically constant to an altitude 
of about 35,300 ft. At this altitude the temperature is —67°F. 
and so far as is known remains constant at greater altitudes. 
The actual temperature, and therefore density and pressure, 
may vary considerably from those of standard air at sea level. 
The lower atmosphere in which the temperature varies is known 
as the troposphere, and the upper stratum at constant tempera- 
ture as the stratosphere. There is no sharp division between 
the two, the change from one to the other being in the nature of 
a gradual transition. While the change to isothermal conditions 
takes place at an altitude of 35,300 ft. in standard air, the actual 
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altitude of the lower side of the stratosphere varies from about 
4 miles at the poles to 9 miles at the equator. 

16. Relation of Pressure to Elevation for Isothermal Gases. — 
In studying the relation of pressure to elevation in compressible 
fluids it is necessary to take into consideration the change of 
density resulting from change of altitude. 

Figure 6 is a diagram showing the variation of pressure p with 
the altitude z. Equation (2) can be applied to a small difference 
in elevation dz, the cylindrical free body shown in Fig. 6 corre- 
snonding to the free body previously shown in Fig. 3. It should 


z 



Fig. 6. — Pressure-elevation diagram for compressible fluids. 


be noted that in Eq. (2) h is head, whereas in the following z 
is elevation, dp being a decrement. Then 

dp = —wdz (9) 


and, by integrating between the pressure p at elevation z and 
pressure p a at zero elevation, 


V = Pa 



( 10 ) 


The integration of the last term depends upon the way in which 
w varies with z , and it becomes necessary to find the pressure- 
elevation-density relationship. The development of this relation- 
ship for an isothermal gas follows. 

According to Boyle’s law, both the density and specific weight 
of a gas vary directly as the pressure for isothermal conditions, 
that is, 


w _ Wa 
V ~ Va 


and w = Wq~~ 

Pa 


( 11 ) 
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dv 

Integrating Eq. (9) in the form dz = from pressure p a to 

pressure p at a greater elevation, 



The expression p a /w a is sometimes called the atmospheric 
head It is the height of a hypothetical column of air of 
uniform weight w a which will produce a pressure difference p a . 
Physicalh' it may be interpreted as the depth of a uniform 
atmosphere, with nothing above, which would produce atmos- 
pheric pressure p a . Thus for standard air 


j _ p a _ 2116 lb./ft. 2 

la Wa 0.07651 lb./ft. 3 


27,600 ft. 


By substituting any two elevations, z x and z 2 , and the corre- 
sponding pressures, p x and p 2j in Eq. (12), 


7) 7) 

z\ = k a log c — and z 2 = h a log e — 

Pi Pi 

Then 

Si — 2 1 = /i</lOg e — — loge — ) 
or 

Si - Si = K loge ~ (13) 

P 2 

and 

P 2 = pie ha (14) 

The pressure at any elevation z in terms of pressure p a at zero 
elevation becomes 

2 

p = p a e r ‘ (15) 

Equations (14) and (15) are useful in computing barometric 
pressures under isothermal conditions. Figure 6 is a graph of 

Eq. (15). The pressure approaches zero at great altitudes. The 

line cutting the z-axis at z = h a represents the pressure-elevation 
curve for an imaginary atmosphere of uniform weight w a . 

17. Relation of Pressure to Altitude with Temperature 
Gradient. In making accurate computations of pressure or 
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density of gases over a wide range of altitude, the effect of the 
temperature gradient must be recognized. If the temperature 
gradient is — and the absolute temperature at zero elevation 
is T a , then the absolute temperature at any elevation z is 

T = T a — &z (16) 

Returning to Eq. (9) and noting that w = 1/v, 

dp = —w dz = ~dz (17) 


From the equation of state, Eq. (12), page 6, pv = RT and 
v = RT/p. Putting this expression for v and the above expres- 
sion [Eq. (16)] for T in Eq. (17) 


dp _ dz ___ dz 

p ~ RT ~~ R(T a — fa) 


( 18 ) 


Integrating between the pressure p at elevation z and pressure 
p a at zero elevation, 



On substituting the limits, this becomes 



or, finally 


P = (, *Y 

Pa V Ta) 


(19) 


For standard air p a = 2116 lb. per sq. ft., & = 0.00357°F. 
per ft., R = 53.3 ft, per °F., and T a = 59° + 459.4° - 518.4°F. 
Then 

V = 2116^1 - (lb. per sq. ft.) (20) 
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Density and specific weight are proportional to pressure and 
inversely proportional to temperature. Therefore 



Substituting T = T± — 3z from Eq. (16) 



For standard air 

= pg = 0.07651^1 - ^ (lb. per cu. ft.) (22) 

Equations (19) to (22) are valid up to the isothermal region 
or stratosphere. Pressure in the stratosphere can be computed 
by applying Eq. (19) up to the stratosphere and then using 
Eq. (14) over the remainder of the altitude. If z s is the altitude 
at which the stratosphere begins and p s is the corresponding 
pressure, then applying Eq. (19) 



In the stratosphere at a total altitude z the condition of constant 
temperature prevails and from Eq. (14) the corresponding pres- 
sure. where h s = p a /w t , is 

Z* — 3 

p = p 8 e ha (24) 

Example. — Determine the temperature and pressure in an atmosphere 
having a temperature gradient of 0.00357°F. per foot at altitudes of 
30,000 and 60,000 ft. if the stratosphere begins at 45,000 ft. 

Solution. — At .sea level standard atmospheric conditions are assumed: 
i& — 59 S F., p a = 2116 lb. per sq. ft. abs., p a — 0.002378 slug per cu. ft. 
Then designating conditions at 30,000 ft. and 60,000 ft. by the subscripts 1 
and 2, respectively, the temperature at point 1 is obtained from Eq. (8a), 
which is t = 59 — 0.003572. Hence 


h = 59 - 0.00357 X 30,000 - 59 - 107 = -48°F. 


The pressure as determined from Eq. (20) is 


P 


0.00357A*-«« 0.00357 X 30,000 

‘"““v -~mr) =211 V 5iai — 

= 2116(0.794)‘ ! « = 2116 X 0.297 = 628 lb./sq. ft. abs 
= 4.36 lb./sq. in. abs. 


) 


5.256 
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At the beginning of the stratosphere 

ts = 59 - 0.00357 x 45,000 = -101.8°F. 

and 

» _ 2116 ( 1 _ 0003 ^ X45 , 000 )- = 2U6 x 0 . 142 

= 300 lb. sq. ft. abs. — 2.09 lb./sq. in. abs. 

Point 2 is in the stratosphere where the temperature is constant so that 
= t, = — 101. 8°F. The pressure at point 2 is given in terms of p s by 
Eq. 14;, that is, 

p 2 = p«e h * 

From the equation of state, 

T q.-;? ft 

h s = ha T a = 27 ’ 600 X FI81 = 19,050 ft * 

Then 

-l * 000 300 

= 300(2.718) 19050 

= 136.3 Ib./sq. ft. abs. 

= 0.95 lb. 'sq. in. abs. 

Problem 18. What is the temperature in standard atmosphere at an 
altitude of 12,500 ft.? What is the temperature gradient in standard air in 
degrees centigrade if the altitude is measured in meters? 

19. At what elevation in an isothermal atmosphere is the pressure 12 lb. 
per sq. in. abs.? 

20. The pressure at a certain point in an isothermal atmosphere is 13 lb. 
per sq. in. abs. What is the pressure at a point 10,000 ft. higher? 

21. What is the pressure in an atmosphere having the standard temper- 
ature gradient at altitudes of 15,000 ft. and 50,000 ft. and at the base of the 
stratosphere? 

22. Compute the density of standard air at the three altitudes stated in 
Prob. 21. 

18. Manometers. — The name manometer is given to a great 
variety of hydrostatic devices for indicating fluid pressure. The 
simplest of these is the open piezometer tube, Fig. 7a, which 
is merely an open tube connected to the container full of liquid. 
The height of the column of liquid in the open tubes above the 
point B is a measure of the difference between the pressure in 
the liquid at B and the atmospheric pressure on the surface at 
the top of the column. Using Eqs. (3) and (4), the pressure at 
point B is found to be 

P = p a + wh (on the absolute scale) 
p = wh (on the gage scale) 


or 
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The constants to be used depend upon the units in which it is 
desired to express the pressure. They are discussed in Art. 13. 

In simple piezometer tubes the height h = p/w and the 
pressure head at B may be instantly stated as h feet or inches of 
the liquid. The distance h In Fig. 7 a is the same in all tubes and 
is independent of their shape or diameter except insofar as the 
diameter affects capillary action. 

When a piezometer tube is connected to a container in which 
the pressure at B is less than atmospheric pressure, it must be 
in a position similar to that of the right-hand tube in Fig. 7a. 
The free surface in the tube will then be below the level of B 
in the container. 



Fig. T. — Piezometer tubes. 


Figure 75 shows a piezometer tube connected to a pipe in 
which the liquid is moving. The height hi in this figure is a 
measure of pressure at the wall of the pipe if the opening is at 
right angles to the wall and free of any roughness or projection 
into the moving liquid. With these precautions the head h 
indicates the static pressure independent of the velocity, the 
pressure at the wall of the pipe being p x = wh x and that at the 
axis p = wh. 

The manometers shown in Fig. 8 can indicate the pressure in 
either a gas or a liquid. Figure 8a is an example of a simple 
U-tube manometer in which a liquid of specific weight Wi in 
the U-tube is used to indicate the pressure at B in another fluid 
of specific weight w. Starting with atmospheric pressure at the 
free surface in the open end of the tube and noting that pres- 
sure increases with depth, the resulting expression for pressure 
at B is 




Art. 18 ] 

STATICS OF FLUIDS 

23 


p B (absolute) = p a + h — wy 

(25a) 

or 

p B (gage) u<i h — wy 

(256) 


If the fluid at B is a gas, then w is very small as compared to w 1 
and for most practical purposes Eqs. (25) become 

p B (absolute) = p a + wji or p B (gage) = wji (26) 

By making the lower portion of the tube flexible, as in Fig. 8b, 
the right side of the tube can be adjusted until the liquid in the 
left side is at the level of B. By this adjustment the term wy in 
Eqs. (25) is eliminated and they reduce to Eq. (26). This 




arrangement has the double advantage of placing the zero of the 
h scale in a fixed position and of having the scale read pressure 
or head in any desired unit independent of the density of the fluid 
at B. 

The purpose of the flexible tube can be accomplished by the 
arrangement shown in Fig. 8c, "which provides a reservoir for the 
indicating liquid in which the normal level is the same as point B . 
If the horizontal section of the reservoir is large as compared to 
the cross section of the tube along the scale, the level in the 
reservoir will change very little with small changes in pressure 
and in cases not demanding great accuracy the level may be 
considered constant. The zero of the scale is then in a fixed 
position and the height h on the scale indicates the head or pres- 
sure directly and Eq. (26) applies. 

In the positions shown the manometers of Fig. 8 are indicating 
pressures greater than atmospheric. Any of them could also 
indicate pressures lower than atmospheric. In the latter case 
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h is measured in the opposite direction, and again proceeding 
from the free surface to B, the equations for Fig. 8 b or 8c are 


p B (absolute) = p a — Wi h 

(27a) 

ps (gage) = h 

(27b) 

vacuum = wji 

(27c) 


Most of the equations in this and the following articles show 
the relation between pressure and manometer reading. The 
scale may be graduated so as to read directly in any unit of 
pressure or pressure head. 

Liquids used in manometers are commonly chosen because 
they have a specific weight which gives a convenient height of 
column. Values of the specific gravity of commonly used 
manoipeter liquids are given in Table III. 


Table III. — Specific Gravity of Manometer Liquids at 20°C. 


Liquid 

Mercury 

Acetylene tetrabromide . . 
Alpba-chloronaphthalene 

Ethyl alcohol 

Toluene 

Ethyl chloroacetate 


Specific Gravity 
... 13.546 
... 2.96 

... 1.194 

... 0.789 

... 0.866 
... 1.159 


It is desirable that liquids used in manometers leave the tube 
and fittings clean, that they be only slightly volatile and that 
they be noncorrosive to tubes and fittings. Where two fluids 
are in contact, they must be immiscible. 

19. Differential Manometers. — The manometers discussed in 
the last article all have one end open to the atmosphere and all 
indicate the difference between the pressure of the atmosphere 
and that in the container. If the atmospheric pressure is known, 
the reading indicates an actual value of the pressure in the 
container. 

There is a class of manometers not open to the atmosphere 
and therefore incapable of indicating an actual pressure. When 
connected to a fluid at two different points, they show the differ- 
ence in pressure and are commonly called differential manometers 
or gages. Examples of these are shown in Figs. 9 to 12. 
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Figure 9 shows a tube connected to a pipe in such a way as to 
indicate the difference in pressures at M on the upstream side 
of a reducer and X on the downstream side. The specific weight 
of the fluid in the pipe is w and that of the manometer liquid 
is Wi. Beginning at point M and proceeding through the tube 
to N, always increasing pressure with depth, the equation for the 
system is 


Pm + ivy + wh — Wih — my = p N 

whence 

Pm — p.v = Oi — w)h (28) 

Thus the difference in pressure is indicated by the height of the 
liquid column h and is independent of y. That is to say, the 
manometer may be placed any reasonable 
distance above or below points M and N 
without changing the reading, provided 
that the tube is full of fluid. When points 
M and N are not at the same level, Eq. (28) 
must be rewritten to include the difference 
in level. If the flowing fluid in Fig. 9 is a 
gas, its weight w is very small as compared 
with and can often be neglected, in which 
case Eq. (28) becomes 

Pm — px = wji 

If the flowing fluid is water and the tube contains mercury 
(specific gravity, 13.6), Eq. (28) becomes 

Pm — px — (13. 5w — w)h = 12 .6wh (30) 

The difference in pressure heads, measured in feet of water, is 

5 m _ 2 E = 12.6 h (31) 

w w 

20. Micromanometers. — In some w r ork, especially that dealing 
with aerodynamics, it is necessary to read pressures or pressure 
differences with great accuracy. The micromanometer is a 
special manometer designed to attain great accuracy or sensitivity. 

Sensitivity of the devices shown in Figs. 7 and 8 can be in- 
creased by using a light liquid and thereby increasing h. If the 
liquid in the tube of Fig. 9 has a specific gravity only a little 



Fig. 9. — Differential 
manometer. 

(29) 
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greater than uni ty and the fluid in the pipe is water, the reading 
h from Eq. (28) will be very large and the manometer will be very 
sensitive. 

A combination of two reservoirs and two liquids of slightly 
different density may be used as shown in Fig. 10. The reservoirs 
contain liquid of specific weight w 2 and in the lower portion of the 
U-tube there is a slightly heavier liquid of specific weight wi. 
Spaces M and X above the free surfaces are connected by tubes 
to any two other containers in w^hich the pressures are the same 
as at M and A r . If the areas of horizontal cross sections of 



the reservoirs and the tube are A and a , respectively, then the 
displacement of the column in either tube is accompanied by the 
fraction a/ A times as much displacement in the reservoir. Thus 



Beginning with the pressure at M and proceeding through the 
tube to A 7 , the following equation results : 

Vm + w»(y - + wji - Wi h — w 2 (y + Aj = ptl 

Vu ~ P* = (®i — w z )h + ~w 2 h (32) 

This type of gage has the advantage of giving a large reading 
for small pressure differences and also of entirely balancing any 
effect of capillary action. The last term of Eq. (32) may be 
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neglected in many cases, depending upon the value of the ratio 
a/ A and the accuracy desired. 

In the manometer shown in Fig. 11, the inclined tube is 
employed to gain sensitivity. It has a reservoir of area A and 
an inclined tube of cross section a . The scale is parallel to the 
tube, the reading on it being larger than that on a vertical tube 
in the ratio y/h, with a corresponding increase in sensitivity. 
Spaces M and .V are connected to two points for which a difference 



in pressure is wanted. The ratio of areas being a/ A, the surface 

at N is raised -j y for a scale reading of y. Starting with the 

pressure at M and following pressure changes through the tube 
to N, neglecting the weight of gas in spaces M and N, 

Pm — Wi y sin 6 — = p N 

from which 



In terms of the slope of the tube, m or tan 6, and the diameters 
of the tube and reservoir, d and D, respectively, Eq. (33) takes 
the form 

= Mvrhr* + S) (34> 

Alanometers of this type intended for accurate work, are 
equipped with spirit levels, leveling screw T s, reading glass and a 
means for adjusting the inclination of the tube. A photograph 
of such a device used in the University of Michigan wind tunnel 
is shown in Fig. 12. 
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Such things as varying density of liquid, weight of neglected 
gas columns, nonuniform diameter of tubes and vaiying effects 
of capillarity tend to prevent the attainment of extreme accuracy 



Fig. 12. — Inclined-tube manometer. 


and make it necessary to calibrate this instrument and other 
accurate manometers for the conditions under which they aroused. 


Example. — A U-tube having an internal cross section of 0.25 sq. in. con- 
tains mercury to a depth of 10 in. What is the pressure at the bottom? 

What is the pressure after 3 cu. in. of acetylene 
tetrabromide is added to one leg of the tube? 

Solution . — The specific gravity of mercury is 13.6 so 
that its specific weight is 13.6 X 62.4 lb. per cu. ft. 
Then the pressure at a depth of 10 in. or ft. is 



12 X 13 ' 6 X 144 


- 0.833 X 13.6 X 0.433 - 

4.91 Ib./sq. in. gage 

Adding the acetylene tetrabromide, specific gravity of 
2.97, its depth is 3 -s- 0.25 = 12 in., and the mercury 
stands as in the figure. The pressures or pressure heads 
at points 1 and 2 must be equal so that 

2.97 X 12 = 13.6 y and y = 2.62 in. 
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Example. — A U-tube 20 in. high is filled with mercury to a depth of 12 in 
One end is then closed and mercury is added to the other until it is 14 in, 
deep in the closed end. How deep is the mercury in 
the open end? 

Solution . — If the cross section of the tube is A sq. in., 
then the initial volume of air in the closed end is 8A 
cu. in. and the new volume is 6A. Then since pv = 

<7, p lVl = pi(6A) - 14.7(81) and Pl = *$(14.7). Since 
points 1 and 2 are at the same level in the mercury, it 
follow's that pi — p 2 . Expressing the latter in terms of 
head of mercury, h in., 

P 2 : ; §(14.7) 14.7 + 13.6 (0.433) 

and 

h = 10.0 in. 

The final depth of mercury in the open tube is 14 + 10.0 = 24.0 in. 

Problem 23 . In Fig. 7 a the pressure at B is 2 lb. per sq. in. gage and the 
liquid is w r ater. Compute h. 

24 . In Fig. 7 a the liquid is oil, specific gravity is 0.8 and the pressure at B 
is 10 lb. per sq. in. abs. Where does the liquid stand in the right-hand tube, 
the other tubes being closed? 

25 . In Fig. 7b the pressure at the center of the pipe is 20 lb. per sq. in. 
gage. Compute h if the fluid is water. 

26 . In Fig. 8a the liquid at B is water and that in the tube has a specific 
gravity of 3. If y — 18 in., compute h for ps = 4 lb. per sq. in. gage and 
11 lb. per sq. in. abs. 

27 . The pressure at B of Fig. 86 is 5 lb. per sq. in. gage. The liquid is 
water and the tube contains mercury. Compute h. If the pressure is now 
increased by 2 lb. per sq. in. and the flexible tube is not adjusted, compute 
the new h measured from the zero of^the scale. 

28 . The liquid in the tube of Fig. 8c has a specific gravity of 3 and B con- 
tains gas. What length of scale corresponds to a change of pressure of 
1 lb. per sq. in. (a) if the reservoir is very large, (6) if the reservoir diameter 
is three times the diameter of the tube? 

29 . In Fig. 9 the pipe contains water. In what ratio is the gage reading, 
h, magnified by changing from mercury to a gage liquid having a specific 
gravity of 3? 

30 . In Fig. 10 spaces M and N contain air, the reservoirs a liquid with 
specific gravity of 0.8 and the tube a liquid with specific gravity of 1.2. The 
diameters of the reservoirs and tube are 3 in. and in., respectively. 
Compute h for a difference in pressure head of 1 cm. of water. 

31 . In Fig. 11 the angle 6 is 10 deg. and the diameters of the tube and 
reservoir are 5 mm. and 10 cm., respectively. What percentage of error is 
introduced if the rise in the reservoir level is neglected when spaces M and N 
contain air? Is the percentage of error the same if these spaces contain a 
liquid? 
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21. Barometers— The barometer is a simple hydrostatic 
device used to measure atmospheric or barometric pressure. If a 
tube closed at the upper end is filled with liquid and then placed 
as shown in Fig. 13a, the liquid will stand in the tube at a height 
depending on the atmospheric pressure on the free surface and the 
pressure in the tube. If all the air could be removed, the only 
pressure in the tube would be the vapor pressure necessary to 
balance the vapor tension of the liquid. Then proceeding 

from the closed space and through the 
liquid to the free surface, the equation 

p v + wh - p a (35) 

is obtained, in which p v is the vapor 
pressure. Writing this in the form 

h = Va_Py ( 3 6 ) 

w w 

it is seen that the scale reading is 
reduced by the vapor pressure to the 
extent of p v /w. For this reason it is 
important that the liquid used in such a barometer be one with a 
low vapor pressure and, to make the height small and easily 
readable, it should also be heavy. Mercury best satisfies these 
requirements and is the liquid commonly used. A typical 
mercury barometer tube is shown in Fig. 13&. 

For standard air a barometer containing water would stand 
at a height 



(a) (b) 

Fig. 13. — Barometers. 


h = _ Eh — 2116 

w w 62.4 


& = 33.91 - & (ft.) 
w w 


This value of h represents the maximum height of water column 
which can be supported by atmospheric pressure and it is there- 
fore the maximum theoretical suction lift of a pump. Since the 
density varies with temperature, it is necessary to adjust both 
terms of Eq. (36) for high temperatures. Values of the vapor 
pressure for water are given in Table II, page 8. The column in 
a mercury barometer in standard air stands at a height of 29.92 
in. or 760 mm. 

Problem 32. How high is the column of a water barometer at 100°F. 
when the atmospheric pressure is 14.1 lb. per sq. in.? 
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33. A barometer has a column of mercury 28 in. high covered with 2 in. 
of water. If the temperature is 90°F., what is the atmospheric pressure? 

22. Pressure Gages. — The use of manometers is limited to the 
measuring of pressures which produce a practical and readable 
length of column. In measuring high pressures or very small 
pressures it is necessary to use some other form of pressure gage. 
Such gages usually contain some elastic element which, when 
deformed by the pressure, has its motion transmitted by a 
mechanism to a pointer or dial. The elastic element may be a 



(a) ( b ) 


Fig. 14. — Reichardt pressure gage. 

diaphragm, a bellows or sylphon, a Bourdon tube, a piston work- 
ing against a spring, or a wire in torsion. 

The torsion principle is used in a gage developed by Reichardt, 1 
Fig. 14a, which is sensitive to pressures of the order of 10” 5 mm. 
of water. 

This gage, shown in plan in Fig. 146, has two chambers con- 
nected to the points for which the pressure difference, p — p 0 , 
is desired. The wall between the chambers has a small round 
opening c. A small glass piston a, in the form of a circular arc, 
passes freely through the opening and is suspended by a vertical 
wire at S. The wire is subjected to torsion when the piston 
moves and the pointer 6, which is also suspended by the wire, 
moves along the scale. There is some flow around the piston 

1 Reichardt, H., Druckmesser fur sehr kleine Druekuntersehiede, z. Ver. 
dent. Ing ., Band 79, p. 1503, 1935. 


32 


FLUID MECHANICS 


[Chap. II 


and through the opening which is- corrected for in the calibration 
of the instrument. 

23. Hydrostatic Devices. — Hydrostatic devices have many 
interesting applications in engineering and industry. One of 
these, the King-Seeley Telegage, Fig. 15, has a wide use for 
measuring depths, volumes or weights of liquids. It consists of 
a hydrostatic gage or manometer connected to a chamber C 
immersed in the liquid. This chamber is open at the bottom, 
and by pumping air into tube D the liquid level in the tube is 
forced down until air escapes into the tank A. The air pressure 

in the chamber is then the same 
as the liquid pressure at the 
same level in the tank and is also 
equal to the pressure on the 
surface of the manometer fluid 
in reservoir B. The scale having 
its index at the level of the free 
surface in B will then measure 
the pressure at the bottom of the 
tank or, when connected as 
shown, the difference in pressures at the surface in the tank 
and in the air chamber. By considering the horizontal section 
of the tank and weights of fluid and manometer fluid, the Tele- 
gage may be made to indicate depth, volume or weight in any 
desired units. 

A variation of the U-tube is sometimes employed both in 
running levels and measuring vertical distances. A device used 
at the General Motors Proving Ground for taking close vertical 
measurements of automobiles is shown in Fig. 16. It consists of 
a reservoir B connected by flexible tubing to manometer C. 
The reservoir is placed in a level position on the part to be meas- 
ured and the liquid in the manometer comes to the same level 
as that in the reservoir. Since the total quantity of fluid is 
constant, the depth of the fluid in the reservoir varies. The scale 
of the manometer is adjusted to compensate for this change in 
depth so that elevation is read directly. Thus, if the horizontal 
section of the reservoir is A and the cross section of the tube is 
a, the divisions of the scale representing an elevation of 1 in. 

will have a length of ^ zero reading, which 
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varies with temperature, may be adjusted by expanding or 
contracting a sylphon which is connected to the base of the 
manometer. 

A device 1 used in the wind-tunnel laboratory of the Daniel 
Guggenheim Airship Institute at Akron is shown in Fig. 17. 



Fig. 16. — Hydrostatic device for taking vertical measurements. ( Courtesy 
General Motors Proving Grounds .) 


It consists of a closed reservoir A completely filled with liquid 
and connected by a tube such as B to a manometer. The force 
to be measured is transmitted by a wire T to the flexible dia- 
phragm head of the reservoir. The diaphragm carries an adjust- 
able initial load L y the variation in total load corresponding to 
the variation in tension in wire T. Any change in position of 

1 Troller, T., The Vertical Wind Tunnel of the Daniel Guggenheim 
Airship Institute, Daniel Guggenheim Airship Institute, Pub. 1, pp. 11-22. 
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the diaphragm is shown in the reading on the manometer scale, 
which, after careful calibration, is a measure of the tension in T. 

24. Pressure Forces on Surfaces. — In Art. 11 it was shown 
that the pressure exerted on any surface by a static fluid is normal 
to that surface. The pressure force acting on area dA is p dA and, 
the pressure on all elements of a plane area being in the same 
direction, the total pressure force is jpdA. In gaseous fluids 



Fig. 17. — Hydrostatic device for measuring force. ( Courtesy Dr. T. Troller.) 


the pressure is practically constant over areas of ordinary size 
and therefore the resultant pressure force is 


P = pfdA = pA (37) 

This equation also holds for a horizontal area subjected to liquid 
pressure because the pressure on such an area is uniform. 

Figure 18 represents a submerged plane area MN at an angle Q 
with the free surface of a liquid. It is desired to find the resultant 
pressure force exerted by the liquid on one side of the area. The 
pressure at depth h being p = wh , the pressure force dP on any 
element of area is 


dP = p d A — wh dA 
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or, in terms of y, the distance measured along the surface from 
its intersection 0 with the free surface of the liquid, 

dP = w(y sin 6)dA 

The resultant pressure force P is 

P = JdP = w sin 8 jy dA 

From the definition of a centroid, Jy dA = yA , where y is the 
centroidal distance; since the depth of the centroid is h = y sin 0, 

P = w(y sin d)A = whA (38) 

In Eq. (38) the product wh is the pressure at the centroid of 
the area. Thus it is apparent that the resultant pressure force 

o 



on a plane area is the pressure at the centroid multiplied by 
the area and also that the average pressure on a plane area is 
equal to wh , the pressure at the centroid. 

It will be noticed that the above discussion is based entirely 
upon gage pressure, atmospheric pressure being neglected. If 
the area is considered as closing an opening with the same atmos- 
pheric pressure on the dry side and on the surface of the liquid, 
then the real pressure force on an element of the wetted area 
is (p a + wh)dA and that on the dry side is p a dA. Thus the 
effective pressure force is seen to be 

(p a + wh)dA — p a dA = wh dA = dP 

just as used in the development of Eq. (38), and it is obviously 
permissible to neglect atmospheric pressure whenever both 
sides of the area in question are affected by the same atmosphere. 
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Example. — Compute the pressure force exerted by water on the sub- 
merged vertical plane area ABCD. 

Solution. — The centroid of the area is found to 
be 2.57 ft. below BC. The head or depth of water 
at the center of gravity is 1.5 +2.57 = 4.07 ft. 
and, the pressure force is 

P = whA - 62.4(4.07) (42) - 10,680 lb. 

If preferred the area can be divided into parts 1 
and 2, for which the centroidal positions are well known. It is then 
unnecessary to find the centroid of the whole area since the pressure force 
may be written as 

p = p 1 + p 2 = whiAi + whzA 2 

- 62.4(4.5) (24) + 62.4(3.5) (18) - 10,680 lb. 

Problem 34. Compute the pressure force exerted by water on the 
following plane areas: (a) a vertical circle 4 ft. in diameter with its horizontal 
diameter 5 ft. below the free surface, (b) a vertical equilateral triangle with 
6-ft. sides having one side in the water surface, (c) a rectangle 4 by 6 ft. 
making an angle of 60 deg. with the water surface and having a 4-ft. edge in 
the surface, {d) a vertical + by 4-ft. area with the upper edge 3 ft. below the 
water surface. 

25. Center of Pressure. — If the pressure on a plane area is 
uniform, the resultant pressure force passes through the centroid 
of the area. This will be the case only if the area is horizontal 
or when the pressure is that of a gas and can be considered as 
practically uniform. For areas not horizontal, it is often required 
to find the point at which the resultant pressure force intersects 
the area. This point is commonly called the center of pressure. 

Since the elementary forces on the plane are all in the same 
direction, the process of finding the center of pressure is merely 
that of finding the position of the resultant of a system of parallel 
forces as it is done in statics. 

Since the pressure force on an element of area dA (Fig. 19) is 
dP , the resultant force is P = JdP applied at a distance y p 
from the intersection of the area with the water surface. The 
moment of P about this intersection is Py p and the moment 
of dP around the same line is y dP . Equating the moment of 
the resultant force to the sum of the moments of all its parts, 

Pyp = JV dP (39) 

This may be considered a fundamental equation and it often 
affords the simplest and most direct method of finding y v . In 
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setting up the equation, y and y v may be measured from any 
line parallel to the free surface and the plane. Letting 


dP — whdA = wy sin 6 dA 
and P = JdPj Eq. (39) becomes 

y p w sin dfy dA = w sin 0/ y 2 dA 


or 


jy 2 dA = 

Jy dA Ay 


(40) 


in which I is the moment of inertia about the axis from which y 
is measured and Ay is the moment of the area about the same axis. 



Fig. 19. — Center of pressure on a plane area. 


The moment of inertia about the origin 0 may be expressed 
in terms of moment of inertia about a parallel axis through 
the centroid of the area as I G + Ay 2 . Substituting this value 
in Eq. (40) 


Vv — 


Ig + At 2 
Ay 



(41) 


In many problems Eq. (41) furnishes a convenient means for 
finding y p . It is also important because an inspection of it shows 
that the center of pressure is always below the center of gravity 
by the distance Ig/ Ay measured along the plane. The value of 
I G / Ay decreases with depth, that is, the center of pressure comes 
closer to the center of gravity as the depth is increased. 

The relative horizontal position of the center of pressure on 
an area can often be determined by inspection. If necessary, 
the principle of moments may again be utilized, taking moments 
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about an axis in the plane and normal to its intersection with the 
free surface. The moment equation is then 


Px v = fx dP 

Example.— -Find the center of pressure on the vertical trapezoidal surface 
shown in the figure. 

M _ N Solution. — Begin with a horizontal element 

of area at a depth of y and having a width dy. 

y Draw the line AD parallel to BC. Then the 

. ; ^stance ED is 2.5 ft. and from the geometry 

\ L du °f the figure FG = {y — 4)/2. Then the 

/r— \ t y y __ 4 

L — ■ » ' -A - — jC length of the element of area is - - +6 




?■ 

y_L/ 


_\£ 


^W- &J # .. 


4 + The area of the element is 


dA 


( 4 +l)^ 


and the force acting on it is 

dP - wy dA = w^Ay + y 


The moment of dP around MN is y dP and, dividing the total moment by 
the total force, 


1 

% ! 

: 

0 

(*»'+% 

)dy 

/*■ J 

r/< 

( 4 * , + l) 

dy 


6.95 ft. 


Problem 36. Compute values of y p starting from Eq. (39) and check 
results by Eq. (41) : (a) for Fig. 20a, (6) for Fig. 206, (c) for Fig. 20c. 



Fig. 20. — Submerged plane areas. 


36. The center of pressure of a 4- by 9-ft. rectangle having the 9-ft. edge 
vertical is 5 ft. below the upper edge. At what depth is the upper edge? 

_ bsing Eq. (39) prove that (a) for a rectangle with one edge in the 
liquid surface, y p = two-thirds of the altitude; (6) for a triangle with the 
vertex in the liquid surface and the base parallel thereto, y p = three-fourths 
of the altitude; (c) for a triangle having one edge in the liquid surface, 
y P = one-half of the altitude. 
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38. A trapezoid 5 ft. wide has parallel sides 6 ft. and 10 ft. long. Where 
is the center of pressure (a) when the 6-ft. edge is in the water surface, (&) 
when it is 4 ft. below the surface and the trapezoid is vertical? 

26. Pressure Distribution and Pressure Volume. — A graphical 
concept of pressure distribution and pressure force is often help- 
ful. Figure 21 shows diagrams of the variation of pressure with 



depth, in which AB is a plane surface and the ordinate extending 
from A B to AC is the pressure, p = wh, at any depth h. 

The pressure distribution on an area is shown in Fig. 22. The 
rectangle ABCD is an area subjected to hydrostatic pressure, 
the amount and direction of which are represented at any point 


by an ordinate perpendicular to 
the area and extending to sur- 
face MNOP. The pressure 
force on (LA, an element of area 
in surface ABCD , is p dA. 
This expression is also an 
element of volume, dV, extend- 
ing from surface ABCD to 
surface MNOP. Then the 
resultant pressure force on the 
area is 

P = jdP = JpdA =JdV = V 

(42) 



in which V is the volume of the Fig - 22.-Pressure distribution and pres- 
sure volume. 

figure ABCDPMNO . The 

quantity V is called the pressure volume and will be expressed 
in some unit of force, as pounds or tons. The process of finding 
the position of the centroid of this pressure volume is the same 
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as that of finding the position of the resultant pressure on area 
A BCD, since 

Py v = JV dP = jy dV = Vy v (43) 

and it follows that the center of pressure and center of the 
pressure volume are at the same distance from plane ABNM 
or any parallel plane. 



Fig. 23. — Typical pressure volumes. 


An inspection of the pressure volume will often readily reveal 
the position of the center of pressure. Three common areas with 
their pressure volumes are shown in Fig. 23. The pressure 
volume for a rectangle with one edge in the free surface is a 


wedge, and it is apparent 


o 



Fig. 24. — Effect of rotation on 
center of pressure, 

fore the center of pressure^ 
of the total depth. 


center ot pressure is at two- 
thirds of the total depth. The 
pressure volume for a triangle 
with its vertex in the free surface 
and its base parallel to the sur- 
face is a pyramid, and from the 
geometry of the figure the center 
of pressure is at once seen to 
be at three-fourths of the total 
depth. The pressure volume for 
a triangle with one edge in the 
water surface is a tetrahedron, 
its center of gravity, and there- 
being at a depth equal to one-half 


When any plane area is rotated about the intersection of its 
plane with the free surface, as in Fig. 24, the center of pressure 
remains in a fixed position on the plane. This is evident because 
all pressure ordinates are reduced in exactly the same pro- 
portion. This fact is also apparent from Eq. (40) or (41). 
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27. Pressure Forces on Curved Surfaces. — The determination 
of pressure forces on curved surfaces sometimes involves exten- 
sive calculations. The problem may often be simplified by 
giving attention to the components of pressure force rather than 
to the force itself. In Fig. 25, ABCD represents a curved surface 
of area dA. For convenience it will be taken to have its radius of 
curvature R in a plane parallel to the xy-pl&ne and at angle 0 
with a parallel to the y-axis. The area is subject to fluid pressure 



p and the pressure force is dP — p dA in the direction of R . The 
x - and ^-components of the pressure force are dP x — p dA sin 0 
and dP y — p dA cos 8. The products dA sin 0 and dA cos 8 are 
the projections of area dA on the yz - and zz-planes, respectively, 
whence 

dP x — p dA sin 8 — p dA y (44) 

dP y — p dA cos 0 — p dA a (45) 

It may be stated as a principle that the component in any 
direction of pressure force on an area having only elementary 
dimensions is equal to the pressure force on the area projected 
on a plane normal to the component. When the pressure is 
uniform, the principle holds for an area of any size. 

Figure 26 shows a curved area ABCD of finite dimensions, sub- 
ject to the pressure of a liquid, the free surface intersecting the 
curved surface along line AB. The pressure force on an element 
of area dA is dP = wh dA. The horizontal component of this 
force is 

dP x = wh dA sin 0 = wh dA yt 
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and the resultant horizontal force is 

P x = jdP x = wfh dA yz — whAyz (46) 

in which h is the head on the centroid of the projected area, A vz . 

The horizontal component of the resultant pressure force on 
area ABCD is the pressure force on its projection on the t/z-plane, 
that is, A'B'C'D', and the amount and position of this com- 
ponent are found in exactly the same way as for a plane area. 


Y 



The vertical component of dP is 

dP v = wh dA cos 9 = wh dA xz 

The expression wh dA xz is the weight of a vertical prism of liquid 
extending from dA to the free surface and may be written w dV 
where dV = hdA xz . Then letting V be the total volume of 
liquid above the curved area, the vertical component of the 
resultant pressure force is 

P y = fdP y = wfh dA xz = wjdV = wV (47) 

The product wV is the total weight of liquid in the volume 
ABCDEF lying above the curved area. Thus the resultant 
vertical pressure force is caused by and equal to the weight of this 
volume and it can be demonstrated that it acts vertically through 
the centroid of the volume. For the sake of convenience the 
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area used in this demonstration has been taken as a cylindrical 
area with its elements normal to the #2/-plane. The principle 
involved in finding components of pressure force on a warped 
surface is no different except that for such a case a component of 
force parallel to the 2-axis is introduced. 

If the lower side of area ABCD is subject to pressure of a 
liquid having its free surface at the same level as in this discussion, 
the components of pressure force will be found in the same way 
but will be opposite in direction. 


Example. — In the figure one-half of a right circular cone is just submerged 
in water with the triangular face horizontal. Compute the horizontal and 
vertical components of pressure force, P x and 
P v , respectively, on the curved surface. 

Solution . — The component P x is the same as 
the pressure force on the projection of the area, 
which in this case is the semicircle BDC. The 
area is then 7rr 2 /2 - 6.28 sq. ft., the center of 
gravity is at a distance 

47 * 

~ = 0.848 ft. 

from the diameter and the head on the center of gravity is 
h = 2 - 0.848 = 1.152 ft. 



Then 

P x = whA = 62.4 X 1.152 X 6.28 - 4521b. 

The vertical component P y is the weight of the water above the surface. 
In this case the volume is that of a triangular prism less the half cone and 
the force is 

P v = [(12 X 2) - (H X 6.28 X 6)]62.4 - 714 lb. 

carries air at 200 lb. per sq. in. What is the 
circumferential tensile stress in the wall of 
the pipe if it is 0.25 in. thick? 

Solution . — Consider a portion of the pipe 
1 in. long. The resultant pressure force on 
any half of such a section is equal to the 
pressure times the projected area, which in 
this case is 16 sq. in. Then 

P = 16 X 200 = 3200 lb. 
and the tension in each side is T = P/2 = 1600 lb. The stress is 
P/area = 1600 -s- 0.25 = 6400 lb. per sq. in. 

Problem 39. With what force is a hemispherical suction cup 1 in. in 
diameter and having no air under it held against a windshield? 


Example. — A 16-in. steel pipe 
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40. An opening in the bottom of a tank is closed by a hemisphere 4 ft. in 
diameter with the convex surface uppermost. If water stands 2 ft. above 
the crest of the hemisphere, with what pressure force is it held against the 



bottom? 

41. A cone 2 ft. in diameter and 3 ft. in altitude is held vertex downward 
with its base at the water surface. What is the resultant pressure force on 

the conical surface? 

— ~»j 27 shows a partial section and 

end view of a tank containing water. 
Find (a) the vertical component of pres- 
sure force on BC , (6) the horizontal com- 
ponent of pressure force on BCD , (c) the 
resultant pressure force on BC. 

General Problems 

43. Compute the pressure at B in Fig. 
28, (a) when the fluid at B is air, (6) when 
it is water. If the pressure at B is now 
increased by 5 lb. per sq. in., what is the 
new difference in elevation of the mercury 
surfaces (c) with air at B, ( d ) with water at B? 

44. Compute the difference in pressures at M and N of Fig. 29. The pipe 
contains water and the bottom of the U-tube contains mercury. 

46. In Fig. 15 the liquids in the tank and manometer have specific 
gravities of 1.20 and 3.00, respectively. The pressure on the surface inside 
of the tank is 4 lb. per sq. in. and the opening of 
the chamber C is 5 ft. below the surface. What is 
the reading of the manometer in inches? 

46. The pressure at a given point on a gas main 
is indicated by a 2-in. column of water in a U-tube 
open to air at one end. If the gas weighs 0.035 


Seciton 


End 


Fig. 27. 



Mercury* 
Fig. 28. 



Fig. 29. 


lb. per cu. ft. and the air is standard, what is the reading of a similar U-tube 
at a point 400 ft. higher under static conditions? 

47. A cubical tank measuring 6 ft. on each side is filled with water. 
Find (a) the pressure force on the side, (6) the pressure force on the bottom, 
(c) the depth at which a horizontal line must be drawn to divide the pressure 
force on a side evenly, (d) the center of pressure on the lower half of one 
side. 
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48 . A cylindrical barrel 1 ft. in diameter and 3 ft. long is fitted with a 
1-in. pipe extending 50 ft. above the barrel. The barrel lies on its side and 
the staves are held by four hoops. If the pipe is filled with water, what is 
the average tensile force in the hoops due to water pressure? 

49 . A right triangle having a base of 4 ft. and altitude of 6 ft. is immersed 
in water with its base horizontal 
and the 6-ft. side vertical. Find 
both coordinates of the center of 
pressure (a) with the vertex in the 
water surface, ( b ) with the vertex 3 ft. 
below the surface. 

50 . The gate, a cross section of 
which is shown in Fig. 30, is 5 ft. 
wide. Find the pressure force and 
the center of pressure (a) on the right 
surface of the gate, (6) on the left 
surface of the gate; (c) find the 
vertical force at D to open the gate, 
neglecting its weight. 

51 . What is the resultant of the 
pressure forces on the two sides of the 
gate of Fig. 30? 

62 . A box measuring 4 ft. on each edge is half filled with liquid of specific 
gravity of 2, the upper half being filled with water. Find (a) the pressure 
force on a side of the box, ( b ) the center of pressure on a side, (c) the center 
of pressure on the lower half of a side. 

63 . A square area having diagonals 12 ft. long is submerged in water. 
Find the total pressure and locate the center of pressure when one diagonal 
is vertical and ends in the free surface. 

64 . A submerged circular area 6 ft. in diameter is in a vertical position and 
tangent to the water surface. Where is the center of pressure? At what 
depth is the center of the area if the center of pressure is 3 in. below the 
center? 

55 . In Fig. 31 a circular opening is closed by a sphere. The pressure at 
B is 50 lb. per sq. in. abs. What horizontal force is 
exerted by the sphere on the opening? 

66. A right cone having a base 2 ft. in diameter and an 
altitude of 3 ft. has its axis vertical and base uppermost 
and is filled with water. What is the horizontal pressure 
Fig. 31. force on one-half of the internal area? If the same cone 
is held submerged in the same position with its base in the 
water surface, what is the upward force on the outside of the cone? What 
is the horizontal force on one-half of the outer surface? 

57 . A vertical tube of uniform diameter and 8 ft. long is open at the bottom 
and closed at the top. Originally full of air, it is submerged vertically in 
water until it is half full of air. To what depth is the top submerged? 

58 . In Fig. 32 a pressure of 164.7 lb. per sq. in. gage in cylindrical space B 
forces the movable piston D to the right, thereby reducing cylindrical space 
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C which is filled with oil. The fixed piston E is perforated by a }£-in. tube. 
What is the pressure in line F leading to a closed space? 



Fig. 32 


69. A spherical balloon is 10 in. in diameter when inflated to a pressure of 
2 lb. per sq. in. gage. WTat is the tensile force in the walls per inch of 



Fig. 33. 


circumference ? 

60. The gate shown in cross section in 
Fig. 33 is 10 ft. long. The curved face BC 
is a circular arc. Find ( a ) the moment 
about the hinge of the pressure force on 
the gate, (b) the vertical and horizontal 
components of pressure force on BC, (c) 
the resultant pressure force on BC. 

61. Find the depth of the center of 


At 



lc G'~ >| 


Fig. 34. 


pressure on Fig. 34 when the area is vertical. How far is the center of pres- 
®nre from 43 if the surface makes an angle of 30 deg. with the vertical? 

62. A closed airtight box is 4 ft. square and 8 ft. high. It is filled to a 
depth of 6 ft. with water, the pressure in the air space above being —0.866 lb. 
per sq. in. gage. What is the effective pressure force on a side of the tank? 




CHAPTER III 
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28. Buoyant Force or Static Lift. — Archimedes stated the 
principle that a body immersed in a fluid is buoyed up or sup- 
ported by a force equal to the weight of fluid displaced. The 
truth of this principle may be demonstrated by considering the 
pressure forces on a submerged 
body. 

Figure 35 represents a body 
completely surrounded by any 
fluid. It may be divided into 
vertical prisms such as MN. 

Using the principle of projected 
areas discussed in the previous 
articles, the upward vertical com- 
ponent of pressure force on the 
lower end of the prism is p u dA 
while the downward component 

of pressure force on the top is 
p N dA. Then the difference be- 35,-Buoyant force or static lift. 

tween the upward and downward pressure forces is 

p M dA — Pn dA = (jpu — PN)dA = wl dA = w dV 



in which dV is the volume of the elementary prism MN. Thus 
the resultant vertical pressure force on the prism is the weight of 
fluid displaced by the prism, and the sum of all such elementary 
forces is 


Fb = jwdV = wV (1) 

The product wV is the total weight of fluid displaced, that is, 
the “displacement” of the body. It is the buoyant force or 
static lift. It acts vertically through the center of gravity of the 
displaced fluid, which point is commonly called the center of 
buoyancy. While it is convenient to determine the amount of 
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static lift by computing displacement, it is often helpful to note 
that it is merely the resultant vertical pressure force. 

A body floating at a plane of separation between two fluids 
presents the commonest problem in buoyancy, the usual fluids 
being air and water. Let Fig. 36 represent a body submerged 
partly in a fluid of specific weight w 2 and covered by a lighter 
fluid of specific weight w x . The difference in upward and down- 
ward pressures on the vertical element of volume dV is 

(vm — VN)dA = (wdi + w 2 l 2 )dA = Wih dA + dA = 

W l dV 1 + W 2 dV 2 


dV 1 and dV 2 being, respectively, the portions of dV displacing 
fluid of specific weights w x and w 2 . 
The total static lift is 

F b = jwi dV 1 + Jw 2 dV 2 = 

wiVx + w 2 V 2 (2) 



which is again the total weight of fluid 
displaced. 

In the case of bodies floating at the 
free surface of a liquid, uh is usually 
Pig. 36. — static lift in two neglected because it is very small as 
fluids ‘ compared to w 2 . The static lift is there- 

fore only the weight of displaced liquid. 

The horizontal pressure forces on an immersed body can be 
investigated by dividing it into horizontal prisms. The axial 
components of pressure force on the two ends of any such prism 
are equal and opposite and, their sum being zero for every ele- 
mentary prism, there can be no resultant horizontal pressure 
force for the body as a whole when the fluid is static. 


Problem 63. A sphere 2 ft. in diameter floats half submerged in water 
when free. What force is needed to hold it completely submerged? 

64. A body weighing 400 lb. and having a specific gravity of 0.4 is held 
submerged in water by an anchor weighing 150 lb. per cu. ft. What is the 
minimum weight of the anchor? 

66 . A hemisphere 4 ft. in diameter is under water with the flat side against 
a vertical surface, all fluid being excluded between them. What is the 
buoyant force? The water is 6 ft. deep and the hemisphere rests on the 
bottom with all fluid excluded. What central force is required to lift it? 

66 . A cylindrical body 6 in. in diameter and 2 ft. long is designed to 
float half above the plane of separation of two liquids which have specific 
gravities of 1.25 and 1.05. What is the weight of the body? 
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67 . A box 4 ft. square by 6 ft. long outside has sides and one end 6 in. 
thick. It is submerged in water with the open end down, the closed end 
flush with the water surface, and it is half filled with air. What is the static 
lift on the box? 

68. A body 'weighing 56 lb. per cu. ft. floats in water having a specific 
gravity of 1.04. If the volume above water is 10 cu. ft., what is the total 
volume? 


r \ 

F b =wV^ 


B 

i 

\ G 

\ J 

w J 


Fig. 37. — Stable equilib- 
rium. Center of gravity be- 
low center of buoyancy. 


29. Equilibrium of Floating Bodies. 

In discussing flotation or equilibrium 
the word displacement will be used 
not only in the previously employed 
sense to indicate weight of displaced 
liquid but also in the sense of change 
of position. Thus linear displacement 
and angular or rotational displacement 
will designate change of position effected by linear or rotational 
movement from the position of equilibrium. 

A floating body in equilibrium is supported by a static lift 
which is equal, opposite to and in the same line of action as its 
weight. The equilibrium of the body is said to be stable if any 
change from its position, however small, is accompanied by the 
introduction of forces or moments tending to return it to its 
original position. The equilibrium will always be stable if the 
center of gravity of the floating body is lower than the center of 
buoyancy, as illustrated by Fig. 37. In order for the relationship 

between center of gravity and center 
of buoyancy shown by this figure to 
exist, it is necessary that the body be 
weighted or otherwise nonhomogeneous. 
It will remain in the position shown 
unless it is rotated by additional forces 
into another position of stable equilib- 
rium and it will always recover from 
any slight linear or rotational displacement because such a 
displacement immediately introduces an unbalanced force or a 
stabilizing moment. 

A homogeneous cylinder or sphere having the center of gravity 
on its geometrical axis will float in a condition of neutral equilib- 
rium, as shown in Fig. 38. It will remain in any given position 
unless displaced and will not recover from any rotational displace- 
ment. This may be seen by noting that the buoyant force is 



Fig. 38.- 


F b =wV=W 
-Neutral equilibrium. 



50 


FLUID MECHANICS 


[Chap. Ill 


the vector sum of the pressure forces, all of which are radial and 
therefore pass through the center of gravity. This being true, 
these forces, including weight, are concurrent, and the sum of 
the moments of all forces is zero. There can be neither a stabiliz- 
ing nor an overturning couple and the equilibrium is said to be 
neutral. 

30. Metacenter and Metacentric Height. — Stable equilib- 
rium of floating bodies is not limited to cases in which the center 
of gravity is below the center of buoyancy. There are other 
stable conditions which are more readily studied by introducing 
the notion of metacenter and metacentric height. 

Figure 39a represents one cross section of a floating body with 
the center of gravity and center of buoyancy of the entire body 



(a) (b) 

Fig. 39. — Metacenter and metacentric height. 

at G and B, respectively. Although the center of gravity is 
above B , the equilibrium is stable if any rotation of the body 
from the position shown is accompanied by the introduction of 
forces tending to restore it to its original position with the axis 
vertical. If the body is rotated through a small angle to the 
position shown in Fig. 396, the displacement is reduced by an 
amount AFb on the left and increased by a like amount on the 
right. As a result of this change in shape of the displacement, 
the buoyant force is shifted to a new center of buoyancy, B\, 
and it then intersects the extension of line GB at point M. For 
very small angular displacements point M is the metacenter of 
the floating body. When the metacenter lies above G, the weight 
W and the equal and opposite static lift Fb are in such relative 
positions that they constitute a couple tending to turn the body 
back to its position of equilibrium. If G is above M, there is no 
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righting couple and the force system is unstable. Then point M 
represents the limit above which G must not go, hence the term 
metacenter, which means limit center. Strictly speaking, it is 
the center of curvature of the path traversed by B at the instant 
the body starts to rotate. 

The moment of the righting couple is Wr . For small angles of 
heel the position of M changes very little, the distance m = MG 
is nearly constant and the 
righting couple may be written 

T - WmO (3) 

from which it is seen that the 
restoring moment is proportional 
to m. The metacentric height 
is then a measure of the stability 
and for that reason it is a very 
important property of a boat or 
any floating structure. 





Example. — A scow having a uni- 
form cross section 18 ft. wide has a 
draft of 4 ft. and its center of gravity 
is 5.5 ft. above the bottom. It is 
tipped to the position in the figure. 

Find the distance MG and the mo- 
ment arm of the righting couple. 

Solution . — The new center of buoy- 
ancy, Bi, is the centroid of the trape- 
zoid defg. This is found to be 2.04 ft. from the bottom and 0.75 ft. from 
the axis of symmetry. The distance Gp = 5.50 — 2.04 = 3.46 ft. From 
similarity of triangles hod and BipM, Mp/Bip = ho/hd and 



Mp = 9 X 0.75 = 6.75 ft. 

Then 

MG = 6.75 - 3.46 = 3.29 ft. 

The angle 6 = tan" 1 % — 6°20'. The perpendicular distance between 
W and the buoyant force is 

Gq = MG sin Q = 3.29 X 0.1103 = 0.363 ft. 

Problem 69. A square timber 6 ft. long and 12 in. square floats with 11 in. 
submerged and the sides vertical. If it is tipped so that one edge is in the 
water surface, what are the metacentric height and the righting couple? 


31. Computation of Metacentric Height. — In dealing with a 
floating body such as a ship, the cross section varies from place 
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to place along the longitudinal axis in such a way that the posi- 
tions of Bi and M are not readily computed. Figure 40 shows a 
section and the water line of such a body whose longitudinal 
axis is ZZi and whose cross section at the center of gravity is 
DEFH, the original water line on this section being LJ. It is 
displaced by rotation through a very small angle 0, the new water 
line being KN and the water surface KZNZ i. 




Fig. 40. — Computation of metacentric height. 

In undergoing an angular displacement 9, the buoyant force 
has been changed by the addition of a wedge of displacement 
NJZZ i on the right and the loss of another wedge of displacement 
KLZZi on the left. These wedges must be of exactly the same 
volume and it can be demonstrated that the line of intersection 
of the old and new water surfaces contains the center of gravity 
of the water plane for any shape of body when angle 0 is small. 
Owing to the change in form of the volume of water displaced 
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by the body, the buoyant force is shifted from B , the original 
position, to B h the new center of buoyancy. In finding the 
position of B i it is convenient to form a notion of the new force 
Fb acting through ib as consisting of: 

а . The original buoyant force Fb . 

б. An increment of upward force AF equal to the displacement 
of wedge NJZZi, acting at a distance X/2 to the right of ZZ i. 

c. A decrement of upw T ard force AF equal to the displacement 
of wedge KLZZ i, acting at the same distance to the left of ZZ i. 
Using this notion, it follows that 

Fb — Fb + AF — AF 

or, in words, that the resultant is the sum of parts. Setting the 
sum of the moments of the forces in the second member equal to 
the moment of their resultant Fb and adopting point B as the 
center of moments, 

FbQ) = Fb{ 0) + (A F)X 

from which it is seen that the center of buoyancy has been 
shifted from B to B i through a distance 

J _ (AF)X _ (AF)X 

1 ~~ 1 7t r — jp W 

F b F b 

The wedges of displacement form a couple of moment (A F)X, 
which can be reduced to more convenient terms by considering 
the wedges to be made up of elements of volume such as dV. 
The length of the element is xO and the horizontal section is dA 
so that its displacement in units of force becomes 

dF — w dV — wxQ dA 

and the moment of the element of force about axis ZZi is x dF. 
Then the sum of the moments of all such forces over the entire 
water section, KZNZi, about axis ZZi or any parallel axis, is 

Jx dF = wjx dV = wdjx 2 dA = wdl (5) 

in which I is the moment of inertia of the entire water section 
of the body about axis ZZ\. By substituting this expression for 
the moment of the couple in Eq. (4) 

(A F)X wdl 61 

Fb wV 7 


( 6 ) 



54 


FLUID MECHANICS 


[Chai\ III 


From the geometry of Fig. 40, l = 9MB and it follows that 

MB = y (7) 

Iii words, this equation states that the distance MB for a small 
angular displacement is equal to the moment of inertia of the 
water section of the body divided by the volume below the water 
section. The metacentric height of a body for small angles of 
heel is then 

m = — GB or m = y + GB (8) 

depending upon whether the center of gravity is, respectively, 
above or below B. If the body is wall-sided, that is, with 
fairly vertical sides, the metacentric height is nearly constant for 
angles up to several degrees. It appears that m will be smallest 
for the smallest possible value of /, that is, when I is taken about 
the axis of minimum moment of inertia, and that the body will 
be least stable against rotation about that axis. It is also 
apparent that the body is most stable, that is, it has the maximum 
metacentric height, when rotation is considered to be about the 
axis through the centroid of the water section for which I is 
maximum. 

When the metacentric height as obtained from Eq. (8) is 
negative, that is, when M is below G, there is no righting couple, 
but on the contrary an overturning one, and the equilibrium is 
unstable. 

32. Floating Vessel Containing Liquid. — In the previous 
article it was shown in Eq. (6) that when a floating body is rotated 
through a small angle 6 the center of buoyancy is moved trans- 
versely through a distance l = = ~ In the case of a float- 

ing vessel containing liquid with a free surface (Fig. 41), it can be 
shown by a method paralleling that used in the last article that 
the center of gravity G of the load is shifted transversely through 
a horizontal distance 



(9) 
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in which w f is the specific weight of the liquid in the vessel and 
F is the moment of inertia of the free surface within the vessel 
about the axis through 0' normal to the cross section shown. 

Under these conditions the righting couple consists of a vertical 
force W — wV acting downward through Gi and H and an equal 
upward force acting through B i. The distance between the 



forces constituting the couple is reduced by the distance q so 
that the new arm r' is 


r f = r — q 

and the effective metacentric height is reduced from MG by 
the distance UG = qj 6 = w'I'/wV. The new metacentric 
height m f is then m ; = MH = r'/d and for the case illustrated 

m f = MH = MB — HG — GB 
or 

I w ' v 

m' TT~~Tr GB ( 10 ) 

V w V 

A comparison of Eqs. (10) and (8) shows that the presence of a 
free liquid surface impairs the metacentric height by the amount 
of w'l'/wV. The stability is reduced by a corresponding 
amount. The effect of the shifting load can be decreased by 
dividing the vessel with bulkheads and thereby decreasing 
in which case V becomes the sum of the moments of inertia of 
all the free surfaces about their respective axes. 
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Example.- A scow 60 ft. long has a uniform cross section 18 ft. wide and 
draws 4 ft. of water. The center of gravity is 5.5 ft. above the bottom. 
Find the metacentric height and check against the distance MG as found in 
the example on page 51. 

Solution.— The horizontal section at the water surface is a rectangle 18 ft. 



by 60 ft. Its moment of inertia about 
the longitudinal axis through 0 is 



60 X 18 3 
12 


29,160 ft. 4 


and the volume of water displaced is 


V = 60 X 18 X 4 - 4320 cu. ft. 
From Eq. (8) the metacentric height is 


/ r 29,160 
V - GB - "4320 


- 3.5 = 3.25 ft. 


This is to be compared with MG = 3.29 ft. as obtained for the same scow 
by another method in the last example. It appears that the difference is 
only about 0.04 ft. when the angle of heel is 6 deg. 

Problem 70. A timber b ft. square and l ft. long is assumed to float in 
water with the sides vertical. Compute the metacentric height when (a) 
specific gravity is 0.16, (5) specific gravity is 0.5, (c) specific gravity is 0.84. 

71. A caisson in the form of a cylinder closed at the bottom floats in 
water with the axis vertical. It is 24 ft. in diameter and floats with 18 ft. 


submerged. The center of gravity is on the axis and 7 ft. above the bottom. 
Compute the metacentric height. What is the limiting height of the center 
of gravity above the base for stability? 

72. If the caisson has walls 2 ft. thick and there is 2 ft. of water inside, 
compute the metacentric height, other conditions 


being the same as in Prob. 71. / k 

33. Immersed Bodies.— -In order for a body f \ 

completely immersed in any static fluid to be f \ 

in stable equilibrium, the usual conditions for ( M B j 
stable vertical equilibrium must exist and V J 

the metacentric height must be positive in \. ^ / 

sign. The metacenter when immersion is — . } / 

complete is at the center of buoyancy B F ig * 42. — Submerged 
(Fig. 42), which for homogeneous fluids is the body ' 


center of the volume of displacement. The metacentric height 
MG can then be positive in sign only when the center of gravity 
G is below B. If a rigid body in an absolutely incompressible 
liquid is in equilibrium at any depth, it will also be in equilib- 
rium at all other depths. When the body is nonrigid or is of 
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varying displacement and when the medium in which it is 
immersed is of varying density* complicating factors are 
introduced. 

The gas-filled balloon. Fig. 43, is an example of a nonrigid body 
in a compressible medium. It is usually permissible to consider 
the density of both the air and gas as constant throughout the 
height of the balloon, the variation being only a fraction of 1 per 
cent. It is never permissible to consider the pressure as constant 
through the height because, as heretofore explained, buoyant 
force is due entirely to pressure differ- m 

ence, and to eliminate that difference T 
would be to eliminate completely all j 
buoyancy or static lift. Conditions for j 
equilibrium of a balloon are identical & 
with those for a body submerged in j 
liquid. For vertical stability the total j 
displacement of air must equal the total j 
weight of the balloon including its load 
and the gas with which it is inflated. 

Let w a and w g be the specific weights at a 
pressure of 1 atmosphere of air and gas, Fig. 43 .—Equilibrium of a 
respectively, and let W be the total bail0uU ‘ 

weight of balloon and load. Then, when the balloon is inflated 
to its full volume F, it is just in equilibrium if 

w a V = W + w g V or W = ( w a — u>g)V (11) 

in which the expression (w a — w g )V is the net static lift on the 
bag and the relatively very small lift on other parts is neglected. 
If this quantity is greater than W, the balloon is subjected to a 
resultant upward force of 



R = (w a — w g )V - IF (12) 

If the bag were entirely closed, the gas would tend to expand 
as the external pressure decreased with altitude and would 
eventually rupture the bag. With the appendix open at the 
bottom, the gas can escape as the balloon rises, and the internal 
and external pressures are just balanced at the open end and 
approximately so throughout. Letting the new specific weights 
of air and gas at any altitude be wj and w g ' } respectively, with 
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the volume of the bag remaining practically constant, the 
resultant force at any altitude is 

R = («.' - Wg')V - W = L - W (13) 

If the temperatures outside and inside of the bag are equal, the 
specific weights of gas and air are in the same ratio at all alti- 
tudes, that is, wjw a = wj/wj. By writing the equation for net 
static lift on the bag in the form 

L = (W - w e ’)V = (l- = Kwa'V (14) 

it can be seen that L in this equation and in Eq. (13) is propor- 
tional to Wa'Vj the weight of air displaced, for the condition of 
equal temperature for gas and air. 

The external pressure and internal pressure being equal at the 
open end of the appendix, there will be an excess of internal 
pressure at all higher points, the excess being greatest at the 
summit where the valve is placed. The resultant static lift 
may then be adjusted either by discharging gas through the 
valve or by throwing out ballast. 

If the pressure at point N is pi and the density is taken to be 
constant throughout the vertical distance y, the external pres- 
sure at M is 

p M (external) = pi — w a 'y 
and the internal pressure is 

Pm (internal) = p x — wjy 

The difference between the external and the internal pressures, 
that is, the effective pressure on the surface of the bag at M, is 

p r = (pi - wjy) - (p x - w a 'y) = {Wa! - w g ')y (15) 

As long as this is positive in sign, the bag is taut, but when it 
becomes negative, that is, when internal pressure in places is less 
than external pressure, the bag will become slack and the equa- 
tions of this article are not applicable. 

General Problems 

73. A piece of wood weighs 4 lb. in air and a piece of lead weighs 4 lb. in 
water. The lead and wood together weigh 3 lb. in water. What is the 
specific gravity of the wood? 
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74. A pole 24 ft. long and 4 in. square has a specific gravity of 0.5. One 
end is in water and the other is suspended by a string which holds it 6 ft. 
above the surface. Find (a) the length of pole submerged, (6) the pull on 
the string and its direction. 

76. A piece of timber having width 6 
and depth a has a specific gravity of 
0.5. What minimum ratio, 6/a, will 
allow it to float in water with the sides 
vertical? 

76. Figure 44 shows a thin-walled 
inverted box 5 ft. long and 1 ft. square, 
which was full of air before immersion. 

It is held in water in position (1) by 1 
cu. ft. of concrete weighing 150 lb. 

Compute di. At what other depth, do, 
is the system in equilibrium. Is this a 
case of stable equilibrium? 

77. The solid timber raft shown in 
Fig. 45 floats half submerged when it 
has no load. Find (a) the position of 
the new water line on end CDEF if a 
load of 624 lb. is placed at the center of the raft, (6) the position of the new 
water line on end CDEF if a clockwise couple of 5616 ft.lb. in plane ABCD is 
exerted on the raft with no other load, (c) the position of the new water line 
if a load of 624 lb. is placed at the middle of CF. 
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Fig. 45. 


78 . The raft in Fig. 45 is half submerged and is hinged along edge B. 
If the water rises 2 in., where is the water line on CDEF ? With the water 
as shown, what load at the midpoint of CF will just submerge this edge? 

79. A stick of timber weighing 40 lb. per cu. ft. is 20 ft. long and 1 ft. 

square. It would normally float on 
its side. How many steel plates 1 ft. 
square, J4 in. thick and weighing 10 
lb. each must be added to one end to 
make the timber float with the axis 
vertical? 

80 . A submarine of 1200 tons dis- 
placement has its center of gravity 1 
ft. below its center of volume. What 
is the righting couple when it is sub- 
merged in sea water (64 lb. per cu. ft.) and the angle of heel is 5 deg.? 

81 . The spherical buoy of Fig. 46 weighs 600 lb. It is held submerged 
in fresh water by an anchor attached at B. What is the righting couple on 
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the buoy when the axis AB is turned through 20 deg.? In what position is 
axis AB if the anchor line is attached at C? 

82 . A stick of timber 6 in. square and 24 ft. long weighs 22.4 lb. per cu. ft. 

Find the amount and direction of the ioroe at one end 
to submerge 20 ft. of the timber in water. What is the 
position of the timber? 

83 . A log 1 ft. in diameter weighs 31.2 lb. per cu. ft. 
What is the shortest length that will float in water with 
the axis horizontal? 

84 . The gate, a cross section of which is shown in Fig. 
47, closes an opening 5 ft. by 6 ft. The gate weighs 1200 
lb., the center of gravity being 1 ft. from AB and BC. 
Compute the reactions at the hinge A and at B, assuming 
the latter to be horizontal. 

85 . Figure 48 shows a section through a cylindrical float. What load on 
the top will make it flush with the water surface? 

88 . A scow 20 ft. wide by 80 ft. long has a draft of 8 ft. The center of 
gravity is 5 ft. above the bottom. What is 
the metacentric height? Through what 
distance does the water line rise on the side if 
a 10-ton weight is shifted 15 ft. across the 
seow? 

87 . A homogeneous cylindrical float, 8 


-/o'- J 

Fig. 48. Fig. 40 . 






Big. 50. 


ft. long and 1 ft. in diameter, floats half submerged. What is the lougi- 
tudinal metacentric height? ° 
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88. In Fig. 49 a gate 4 ft. square and 1 ft. thick is hinged at A. It is 
subjected to water pressure on both sides. What force T is required to 
open the gate if it weighs 400 lb.? 

89. A solid float 1 ft. deep, 3 ft. wide and 8 ft. long floats with 2 in. in 
water and 6 in. in oil (specific gravity 0.8). What is the specific weight of the 
float? Is it more stable or less stable than it would be when floating in 
water? 

90. The timber A B of Fig. 50 is 6 in. by 6 in. Find the specific weight of 
the timber and the total weight of the anchor if it weighs 150 lb. per cu. ft. 

91. A balloon of 50,000 cu. ft. displacement is filled with hydrogen, which 
under the same conditions as standard air has a specific -weight of 0.0069 lb. 
per cu. ft. Assuming the volume of the balloon to be constant, compute the 
static lift after ascending to an altitude of 10,000 ft. in standard air. 



CHAPTER IV 


ACCELERATED LIQUIDS IN RELATIVE EQUILIBRIUM 

34. Forces on Fluids in Uniform Acceleration. — A static*, fluid 
has been previously defined as a body of fluid at rest or moving 
bodily at a uniform velocity. If a container of fluid is given a 
constant acceleration, the fluid, after adjusting its position or 
pressure distribution or both, comes to rest relative to the 



Fig. 51. — Liquid with uniform linear acceleration. 


container and is said to be in a condition of relative equilibrium. 
It is then being accelerated as a body of constant, form, and here, 
just as in static fluids, the body must be entirely free of any shear 
stress. 

Figure 51 shows a vessel containing liquid which has a uniform 
acceleration of a toward the right. Considering a particle of 
fluid at B , it is found to be subject to two real forces, namely, 
the pressure force P of the surrounding liquid and the weight W 
of the particle. Since there is no shear force, P must be normal 
to the free surface. Following D’Alembert’s principle, an imagi- 
nary force —a, called the reversed effective force or inertia force, 

may be added to the system, after which the system of three 
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forces must obey the ordinary laws of statics. Applying the 
equations hF x = 0 and 2F y = 0, it is found that 

Wo 

W tan 0 = — • or tan 6 = (1) 

9 


From this equation the slope, tan 0, of the surface in relative 
equilibrium is seen to be the ratio of the horizontal acceleration 
to the acceleration of gravity. 

When the acceleration is horizontal the vertical forces are the 
same as in a static liquid. Thus the pressure at distance h below 
the free surface is that required to support the weight of a vertical 
column of liquid and p = wh as in static fluids, the pressure being 
constant in a plane parallel to the free surface. 

Equation (1) may be verified by applying D'Alembert’s 
principle to a horizontal prism MN having one end at the free 
surface and the other at a distance h below the surface. The 
length being l and the cross section dA, the weight is wl dA and 

the reversed effective force is W —^ a. Applying the equation of 

statics 2F* = 0, 

, A 7 , , wldA 

p aA = wh dA — a 

9 

whence 


h 

T 


- = tan 9 
9 


which confirms Eq. (1). 

35. Relative Equilibrium of Rotating Fluids. — If a container 
of liquid is rotated about its vertical axis, the motion is trans- 
mitted by shear stress to the liquid, which after a short time has 
the same angular velocity throughout as the container and is in 
equilibrium relative to it. The free surface is now curved in the 
form shown in Fig. 52. The principles used in the last article 
may be employed to study the form of the surface and the forces 
involved. 

Any particle such as B, with an angular velocity o> about the 
axis OY and at a distance x therefrom, has a normal or centrip- 
etal acceleration of oo 2 x. This acceleration and the effective 
force causing it always act toward the axis of rotation, and the 
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reversed effective force — acts away from the axis. Follow- 
ing D’Alembert’s principle, this force and the real forces of 
pressure P normal to the surface and W acting vertically are 


Y 




placed on the particle. The laws of statics may now be applied 
to the particle and from 2F X = 0 and 2F* = 0 


W tan d = 


W , 

— c 0 2 X 

9 


in which d represents the inclination of the surface as shown in 
Fig. 526. Then 


tan 0 = ^ = $ 
g dx 


( 2 ) 


whence, by integration, the constant of integration being found 
to be zero from conditions at 0, 


x 1 



or 





( 3 ) 
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This is the equation of a parabola DOF with axis vertical and 
the origin of coordinates at 0 and the surface generated by its 
revolution is a paraboloid. It can be shown that the volume 
between the paraboloid and a horizontal plane through DF is 
one-half the volume of a circumscribed cylinder of diameter DF 
and height OE] the static free surface GHI is therefore midway 
between 0 and E. 


It is noteworthy that, by letting the velocity of a rotating 
particle at radius x be V = ux, Eq. (3) may be written y = V 2 /2g. 
The expression V 2 /2g occurs very frequently in hydraulics, 
where it is known as velocity head. 

Because the acceleration is horizontal in direction, the vertical 
forces on any free body taken from the rotating liquid are the 
same as for static conditions. The pressure at the bottom of 
prism MN is then wh and any surface of equal pressure is a 
paraboloid parallel to the free surface. If the container holds 
two liquids having a surface of separation, that surface becomes 
a paraboloid parallel to the free surface. 

Equation (3) may also be obtained by applying D’Alembert’s 
principle to a free body of the rotating liquid in the form of a 
radial prism of length dx and cross section dA, Fig. 52c. The 
pressure force on the inner end is then p dA and that on the 
outer end is (p + dp)dA; the reversed effective force is mass 


. . wdxdA 0 . . . _ 

times acceleration or co z x; and, letting Sr* = 0, 


(p + dp)dA — p dA = 


w dx dA 


dp = — c o 2 x dx = w dy 
9 

By integration 

which verifies Eq. (3) above. 

Equations (4) and (5) are adaptable to the case of a gas rotat- 
ing uniformly with its container. The horizontal prism of 
Fig. 52c may well be a free body of gas and Eq. (4) is correct as 
before. The specific weight is dependent upon the pressure p 
and at a given temperature p = Cw from Eq. (1) of Chap. I, 
Substituting w — p/C in Eq. (5), 


(5) 

( 6 ) 
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V C Q 


(7) 


Integrating this equation from pressure po at the axis to p on the 
same level at any radius x, 


(a 2 X 2 

2 Cg 

p = Poe 


( 8 ) 


36. Hydrostatic Accelerometer. — A simple device for measur- 
ing accelerations which is based on the principles of relative 
equilibrium consists of a U-tube, Fig. 53, in which the difference 
in level of the two legs indicates the acceleration of the tube. 



ff A ° 

Fig. 53. — Hydrostatic accelerometer. 


The liquid in the horizontal portion of the tube may be taken 
as a free body of length l and cross section A with pressure forces 
on each end. A reversed effective force equal to mass times 
acceleration is placed at the center of gravity and, applying 
D’Alembert’s principle, 

a a wZA 

PiA — p 2 A = a 

g 

Canceling A and expressing p in terms of head, 


Then 


whi — wh 2 — wl- = wy 


y _ a 

* g 


= tan 6 


or 


a = 


gy 

i 


(9) 
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The reading of the instrument is seen to be the same for all 
liquids. The pressure head at any point B is the distance h 
measured from B to the pressure grade line CD. If a piezometer 
tube were inserted anywhere in the U-tube, the liquid would 
rise in it to line CD. In more complicated instruments various 
combinations of liquids and reservoirs may 
be used to magnify the readings. 

If the U-tube shown in Fig. 54 is rotated 
about axis Oy through one of the legs, the 
pressure grade line takes the form of a 
parabola, the equation of which is y = 

6> 2 o; 2 /2gr, Eq. (3). This can be seen by 
referring to Eqs. (5) and (6) or by using a 
horizontal prism of unit cross section and 
length x as a free body; with the reversed 
effective force at the center of its length equal to mass times 
acceleration of the center, it appears that 



Fig. 


— R,otatmg 
tube. 


and 


WX 0J 2 X 

Pi - P* = —~2 = wy 


( 10 ) 


_ V 2 
2 g “ 2 g 


If a U-tube is rotated about a vertical centroidal axis, the liquid 
does not change its position in the tube. 
c The pressure gradient is a parabola ABC 
of Fig. 55 and, if the speed exceeds that 
at which the pressure at D becomes zero 
absolute, the column will break and a 
cavity will be formed at D. 

Example. — -A tank of water 5 ft. deep is 
Fm. 55.— -U-tube rotating a ^ owec j f a p vertically with an acceleration of 

16. 1 ft. per sec. 2 . What is the pressure on the 
bottom of the tank? At what acceleration is the pressure reduced to zero 
gage? What maximum acceleration can the tank have if the water is to 
remain in contact with the bottom? 

Solution . — Consider a prism of water of horizontal cross section A extend- 
ing to a depth d where the absolute pressure is p. The forces are then p a A 
on the top, pA on the bottom and a weight equal to wAd. Adding the 

reversed effective force, and writing %F V = 0. 




68 


FLUID MECHANICS 


(Chap. IV 


PaA pA — p a A — wAd 4 - wA <i ^ m 0 

and 

wAda , v 

g p = pa 4“ wdf 1 " ~ ) 

wAd V 

Substituting d = 5 and a = 10.1, tho pressure is 

p = 2116 + 62.4 X 5^1 - .j!’!) 

= 2272 lb./sq. ft. abs. 

From inspection of the equation it is seen that the pressure is p n absolute 
or zero gage throughout when a = g, that is, when the tank falls freely. 

If the tank is given such an acceleration that the pressure at t he bottom 
is zero absolute, the water starts to break away from the bottom and a 
space or cavity is formed. This is a simple case of the phenomenon known 
as cavitation. Setting p = 0 in the equation and solving for a, 

0 = p a +• wd(^l - ^ 

and 

0 = g (^d + 0 = + 0 



In this case, 

= gi}Vi + 1) = 7.% = 251 ft. /sec. 2 

37. Flotation in Accelerated Liquids. — In Chap. Ill it was 

pointed out that buoyant force or static lift is produced by and 
equal to the excess of upward pressure of the fluid on the body. 
The parabolic pressure grade line existing in rotating fluids sug- 
gests that there are cases in which the downward pressure force 
on a submerged body may exceed the upward, with an apparent 
reversal of direction of buoyancy. Such a case is illustrated 
by Fig. 56. 

Let ABCD be a tube closed at A and D and open only at E. 
The pressure at E being atmospheric, the pressure gradient 
during rotation is represented by the parabola FEG. Considera- 
tion will now be given to the pressure on a prism of liquid of 
length ds along the tube and cross section dA normal to it, lying 
at a distance x from the axis. Considering the equilibrium of 
this body along the axis of the prism to he affected only by forces 
having components parallel thereto, the forces involved are 
V dA on the lower end, a larger pressure force (p + dp)dA on the 
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upper end, the weight W = w ds dA and the reversed effective 
force — = ~~~ — °> 2 x. Taking components of these forces 
parallel to the tube, the equation of equilibrium is 

(p + dp)dA — p dA — w ~ s „ ~ (o 2 x cos a — w ds dA sin a (11) 


and 

dp dA = 003 a “ s ^ n °^j (12) 



or, canceling dA in Eq. (11) and setting dx = ds cos a , 


dp 


( C0 2 X 

— w[ 

V g 


tan a ] dx 


(13) 


By noting that u 2 x/g is the slope of the tangent to the parabola, 
Eq. (13) could have been written directly. When tan a, the 

slope of the tube, is less than c o 2 x/g, the term (^~ - — tan a ) is 


positive and the downward or inward pressure exceeds the pres- 
sure on the inner end of the prism. 

It is now assumed that the prism used in developing Eqs. (12) 
and (13) is replaced by a new body of specific weight Wi and total 
weight W\. The forces acting on it are a pressure force parallel 
to the tube which is the same as dp dA from Eq. (12), the reversed 
effective force W\ o) 2 x/g and the weight Wi. These forces have a 
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resultant R along the tube which will be taken as positive in the 
downward direction and which is 


/ C 0 2 X . \ Wi , 

R = cos a - sm a J — cos a + 


W i sin a 


from which 


or 


R = (W - Wi)(^y COS a - sin c^j 
R = (W - Wi)(^y - tan a) cos a 


(14) 

(15) 


With W > Wi and tan a < u 2 x/g, R is positive and the light 
body will therefore travel down the tube. It will come to 
equilibrium again if it reaches a place where tan a = a rx/g, 
that is, a place where the tube and the tangent to the parabola 
are parallel. The force R is reversed if Wi > W. If the tube is 
horizontal, an object lighter than the liquid always comes to the 
axis of rotation and a heavier object always moves away from 
the axis. 1 

It follows from the above that any homogeneous object placed 
in the rotating liquid of Fig. 52 will move to point 0 if it is lighter 
than the liquid and to the outside of the bottom if it is heavier. 
If its center of gravity is below the center of gravity of the 
displacement, a floating body will move to the level DF . 

General Problems 

92. The tank of water in Fig. 57 is given a uniform acceleration of 
S.05 ft. /sec. 2 toward the right. How deep is the water along AB? What is 
the pressure force on end A B if it is 18 in. 

& 1 wide? 

j 93. The tank of water in Fig. 57 is given 
a downward acceleration of 1(5.1 ft. /sec. 2 

i. What is the pressure in pounds per square 

^ foot on the bottom? 

94. The cylindrical tank of Fig. 58 is half 
full of water and is rotated about its vertical 
axis. What speed of rotation will cause the water to reach the top ? What 
will then be the maximum pressure in the tank? If the water is 3 ft. deep 
at the sides, what is the speed and how deep is it at the center? 

x This analysis follows that by G. M. Minchin, U A Treatise on Hydro- 
statics, Vol. I, p. 91, Clarendon Press, Oxford, 1912. * 
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96. The tank of Fig. 58 is half full of oil, specific gravity, 0.75. What 
speed of rotation is necessary to expose one-half of the bottom diameter? 
How much oil is lost in attaining this speed ? 



Fig. 58. Fig. 59. — Open TJ-tube of uniform 

diameter containing mercury. 


96. The U-tube of Fig. 59 is given a uniform acceleration of 4.02 ft. /sec. 2 
toward the right. What is the depth in AB and the pressure at B, G and Z>? 

97. The TJ-tube of Fig. 59 is rotated around HG so that the velocity of B 
is 10 ft. per sec. What is the pressure at B and (7? 

98. The TJ-tube of Fig. 59 is rotated about HG. At what angular velocity 
does the pressure at G become zero gage? What angular velocity is required 
to produce a cavity at G? 

99. At what speed must the TJ-tube of Fig. 59 be rotated about AB to 
empty leg AB? What is then the 

pressure at G and D? i c 

100. The TJ-tube of Fig. 59 is A\ j j 

rotated about EF at such a speed j J j J 

that AB is empty. What is the J ! | ^ 

angular velocity? ? | ! 

101. The tube of Fig. 60, contain- j j _______ ___ | j 

big mercury, rotates about AB. 

Compute the angular velocity (a) to ’ ^ 

make the pressure at A zero gage, 

(b) to form a cavity at A, (c) to empty AB. 

102. A tank of water is given an acceleration of 5 ft. /sec. 2 parallel to and 
down a plane which makes an angle of 30 deg. with the horizontal. What is 
the angular position of the surface? What is the pressure at a point 4 ft. 
below r the surface? 

103. The tank of Fig. 58 has a cover with a small hole at the center. If it 
is full of water and has an angular velocity of 8 rad. per sec., what is the 
pressure at B and A ? 

104. The tank of Fig. 58 contains 2 ft. of water covered by 1 ft. of oil 
(specific gravity, 0.75). What speed of rotation will cause the oil to reach 
B? What is then the pressure at A? 

106. The tube of water in Fig. 61 is rotated about axis AB. What 


angular velocity is required to make the pressures at B and C equal? At 
that speed what and where is the minimum pressure in tube BC? 
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m. in Fig. 56 the distance BC = 12 in. and a ■= 45 deg. What mini- 
mum angular velocity will cause a light particle in CD to move to tube #? 

10T. In Fig. 62 the lower vertical tube is 0.4 in. in diameter and contains 
mercury; the upper tube is 0.2 in. in diameter and contains oil (specific 



Fig. 61. Fro. 62. 


gravity, 0.8). The reservoir is large in area as compared with the tubes. 
What acceleration is required to produce the conditions shown in the 
I'gure? 




CHAPTER V 


DYNAMICS OF FLUIDS 

38. Forces in Fluids in Motion. — In studying the flow of 
fluids there are in general five types of forces which must be 
considered. They are : 

1. External forces such as those produced by gravity. 

2. Forces caused by difference in pressure at various points. 

3. Inertia forces represented by the product of mass and 
acceleration of fluid particles. 

4. Forces due to viscosity, that is, shearing forces set up 
between adjacent particles of moving fluid. 

5. Elastic forces due to compressibility of gases. 

The first two of these types are involved in hydrostatics, 
the first four are present in flowing liquids, and all five types 
must be considered when dealing with flowing gas. 

For the present, however, consideration will be given to a 
so-called ideal fluid which is assumed to be nonviscous and 
incompressible. The first assumption seems to be fairly justi- 
fiable for such fluids as water and air which, as has been pointed 
out in Chap. I, are relatively low in viscosity, while the hypothe- 
sis of an incompressible fluid appears to be reasonable for water 
but not for gases. However, the general procedure to be followed 
in studying the dynamics of fluids will be first to discuss the 
important characteristics of an ideal fluid and then to introduce 
the effects of viscosity and compressibility as qualifying factors. 

39. Streamlines. Steady and Unsteady Motion. — In fluid 
motion, it is sometimes possible to draw lines through the fluid 
so situated that at any point the velocity vector is the tangent 
to the line which passes through that point, as shown in Fig. 63. 
These lines, which in general are curves in three dimensions, are 
known as streamlines. 

When the motion is of such a character that the forces, velocity 
and pressure, are independent of the time, and for any given point 
do not change from one instant to the next, the fluid is said to be 
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in a state of steady motion. If at any one point those quantities 
are continually changing with time, the flow is called an unsteady 
motion. This distinction in the character of motions of fluids 
may be clarified by means of the concept of the streamline. In 
the ease of steady motion, the streamlines remain unchanged in 
shape with time and may be considered as representing the paths 
followed by the fluid particles. If the flow is unsteady, then the 
streamlines may be considered only as curves drawn instantane- 
ously through the fluid, and will be continually changing in 
shape from one instant to the next. In this case they do not 
represent the paths of the particles. 


V 3 

Fig. 63. — Definition of a streamline. 

The fully developed flow of a current of air past an airplane 
wing or the flow of water from an opening in the bottom of a 
tank, the level in the tank being kept constant, may be con- 
sidered as cases of steady motion. In the latter example, if the 
level of the water in the tank were allowed to vary during the 
discharge, the motion would be unsteady. The majority of 
engineering problems in fluid mechanics are concerned with 
flow of the steady type. While unsteady motion is sometimes 
of considerable importance, for the present the assumption of 
steady flow will be added to the other idealizing conditions. 

40. Continuity of Flow. — If a state of steady motion exists in 
a mass of fluid in which there are no cavities, and if a small closed 
curve such as mn of Fig. 64 is considered within the fluid, then 
streamlines drawn through every point of this curve form what is 
known as a stream tube. Since the surface of this tube consists 
entirely of streamlines, there can be no flow of fluid across its 
boundary, and the tube thus has the appearance of a pipe with 
a solid wall, but, in general, with a variable cross section, as 
shown in Fig. 64. Furthermore, if there are no points at which 
fluid is either created or destroyed, then the mass of fluid passing 
any cross section of the tube must be a constant, that is, referring 
to Fig. 64, 

Pa-d-aF a p5-4-o F o 
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or for any section 

pAV — constant (1) 

where p represents the density of the fluid, A the area of the cross 
section and V the velocity at that section, while the subscripts 
a and b refer to any two particular sections of the tube. This 
equation represents the simplest general statement of the so- 
called condition of continuity which must be satisfied by most 
types of fluid motion. In the case of an incompressible fluid, 



there is no variation in the density p between any two points so 
the equation of continuity may then be written as 

AV = constant (2) 

Strictly speaking, the cross-sectional area of a stream tube is an 
infinitesimal, but the condition of continuity may usually be 
applied to flows through passages of finite area. Thus in the case 
of a pipe, full of water flowing from one end to the other, its inte- 
rior may be divided up into a large number of small stream tubes 
and the total quantity of fluid passing any cross section will be 
the sum of the quantities passing through the individual tubes at 
that section. If the areas of the individual tube cross sections 
are represented by AAi, A A 2 , . . . A A k , . . . A A n , and the 
corresponding velocities are Fi, F 2 , . . . Vk, . . . V nj then the 
total quantity of fluid passing this cross section of the pipe will be 
the limit of the sum of the quantities passing through the ele- 
mentary stream tubes as their number is allowed to become 
infinite. From the definition of an integral 


n 

Q = lim %AA k V k = f V dA 


Jc = l 


(3) 


If the velocity is uniform, or if F represents the average veloc- 
ity and A the total cross section, then Eq. (3) may be written 
directly as 


Q « AV 


(4) 
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in which form it is known as the discharge equation. With A 
in square feet and V in feet per second, it gives the rate of flow 
or discharge through any cross section of a stream in cubic feet 
per second. 

The mass flowing through any cross section is 

Qm = pAV (5) 

so that the constant of Eq. (1) is Qm, the mass discharge. With 
A and 7 in foot and second units and p in slugs per cubic foot, Q M 
is measured in slugs per second. 

The application of Eqs. (4) and (5) to successive cross sections 
of a stream results, respectively, in 

A a V a = A & 7 & = AV (6) 

and 

p a A a V a = PbAbVb = pAV (7) 

These are the commonly used forms of the continuity equation, 
Eq. (7) being especially applicable to compressible fluids. 

The condition of continuity is really a special case of the genera] 
physical law of the conservation of matter applied to the fluid 
within a stream tube. 

41. Further Applications of Continuity. — The condition of 
continuity of flow' as applied to the stream tubes of a fluid motion 
may be employed to advantage in studying the character of the 
flow around bodies immersed in a stream. This is particularly 
true if the motion is “two dimensional/ ; that is, when the flow 
may be considered as being identical in pattern in any number of 
parallel plane cross sections. The motion of a stream of fluid past 
an indefinitely long cylinder in a direction perpendicular to the 
cylinder generators is an example of this type. In such a case 
the layers of fluid situated between adjacent streamlines, which 
are now plane curves in any one of the above-mentioned cross 
sections, may be considered as stream tubes. As an example, 
the streamlines for the flow of an unlimited mass of fluid around 
the cross section of an airplane wing or vane are shown in Fig. 65. 
The fluid is assumed to have a uniform velocity at a great dis- 
tance upstream from the airfoil and the streamlines are chosen so 
that they are uniformly spaced in this region. The quantity of 
fluid passing between any two adjacent streamlines is therefore 
the same; furthermore, this quantity must, according to the condi- 
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tion of continuity, remain constant for the entire length of the 
stream tube. Thus in Fig. 65 it will be noted that, while at great 
distances ahead of and behind the airfoil the streamlines are 
uniformly spaced, they crowd together in the region immediately 
above the wing and spread apart below the wing. It may be 
concluded that at points above the wing the fluid has experienced 
an increase in velocity over that of the undisturbed stream, while 
below the wing the flow has been retarded. 



Example. — Water flows steadily at a rate of 225 g.p.m. from a cylindrical 
tank through the pipe and nozzle shown in the accompanying figure. Deter- 
mine the average velocities at sections aa and bb and at the end of the 
nozzle. 



5* I T33 
l J ♦ /Tri 7T ' 

y;: y 7777777777777/ vyrr 


Solution . — Since 1 gal. =231 cu. in., the discharge is 
225 X 231 


Q = 


1728 


= 30.1 cu. ft. /min. = 0.502 c.f.s. 


A section aa, Q — A a V a and, since A a = t X 25/4 = 19.6 sq. ft., 
Q _ 0.502 


V a 


19.6 


= 0.0256 ft. /sec. 


T7 . Q 0.502 o kc t 
Yi = 21 = 0196 = 256 fWseC - 


At section bb 
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At the end of the nozzle 


V n 



0.502 

0.049 


= 10.24 ft. /see. 


Problem 108. A circular pipe carrying water converges uniformly from 
an inlet diameter of 3.6 ft. to an outlet diameter of 1.2 ft. in a length of 100 ft. 
If the discharge is 748 g.p.m., determine the velocity at the inlet and at 
points 25 ft. apart along the axis of the pipe. 

109. A circular stack has a diameter of 50 ft. at its base and converges 
uniformly to a diameter of 35 ft. at a height of 125 ft. Coal gas, having a 
specific weight of 0.025 lb. per cu. ft., enters the stack at the bottom. Its 
specific weight increases uniformly until at the top it has a value of 0.035 lb. 
per cu. ft. Calculate the velocity in feet per minute and the discharge in 
cubic feet per minute for every 25 ft. up the stack if the velocity at the top 
is 15 ft. per sec. 

110. The streamlines of the flow past a long cylinder are uniformly 
spaced at distances of 2 in. apart far ahead of the cylinder, the velocity of 
the stream being 65 ft. per sec. Near the cylinder the streamlines crowd 
together so that the spacings between adjacent lines are 1 in., 1.25 in., and 
1.50 in. What are the average velocities between these lines? 


42. Energy of Fluids in Motion. — Fluids at rest or in motion 
must conform like all other matter to the law of conservation of 
energy. Energy, which is defined as the ability to do work, 
exists in several forms in nature. In the ease of fluids, the kinetic, 
potential and pressure energies are of particular importance. 

Kinetic energy is that energy which a mass possesses by virtue 
of its motion. A mass W/g having a velocity V has a kinetic 
energy given by the expression 


Kinetic energy = 


WV 2 

2g 


( 8 ) 


In terms of the fundamental units of mass, length and time, 
kinetic energy has the dimension ML*/T 2 and, in the English 
or foot-pound-second system, it is measured in foot-pounds. 

Potential energy is that energy which a body possesses by 
virtue of its position above some horizontal datum plane. It 
represents the amount of work that the body is capable of doing 
if it is allowed to descend to the datum plane. This energy is 
equal in magnitude to the amount that must have been, expended 
in raising the body to its assigned elevation. Thus for a body 
having a weight W and being located at a distance 2 above the 
datum plane mn of Fig. 66a, the potential energy is 

Potential energy = Wz 


( 9 ) 
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As in the case of kinetic energy, this quantity is measured in 
foot-pounds. 

Pressure maintained in a fluid represents a certain ability to do 
work. This may be shown by considering a closed pipe filled 
with liquid under a pressure p. If a tube is connected to the pipe, 
the surface in the tube stands at a height p/w, as shown in Fig. 666. 
When a particle of liquid is removed from the top of the tube, the 
surface again rises to height p/w if the pressure p is maintained. 
In this manner any quantity could be lifted by the pressure to this 



Fig. 66. — Potential energy and pressure energy 

height. In lifting a total weight W the work done by the pres- 
sure is 

Pressure energy = W ~ (10) 

Since the expression Wp/w represents the energy content of a 
weight of fluid equal to W , the term p/w must therefore be equal 
to the energy per unit weight. In English units, it is measured in 
foot-pounds per pound, that is, 

p M ^ M T 
w ~ LT 2 * lAT 2 ~ L 

which checks with the previous result that p/w represents a 
pressure head and therefore has the dimension of a length. 

Referring to Eq. (8) which gives the kinetic energy of weight W 
of fluid, it is seen that the kinetic per unit weight is V 2 /2g ; since 

II ~ H ^ k ~ 

2g ~ T 2 ‘ T 2 ~ h 

the dimension is a length. The expression V 2 /2g is commonly 
called the velocity head and is usually measured in feet. It is 
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obvious from Eq. (9) that the potential energy per unit weight, 
relative to the datum, is z. 

It is well to note that all the forms of energy discussed in 
connection with the motion of a fluid are relative, that is, each 
of the quantities represented by the expressions (8), (9) ancl (10) 
indicates the energy content of a certain weight of fluid referred 
to some arbitrary level or condition. Thus kinetic energy usually 
represents the difference in energy content between a particle of 
fluid in motion and one at rest. Potential energy is measured 
with reference to some arbitrarily chosen plane, so that it repre- 
sents the difference in energy between a particle above the plane 
and one on it. In the case of pressure energy, the reference point 
is usually the zero on either the absolute or the gage pressure 
scale, depending on the nature of the problem at hand. 

43. Bernoulli’s Theorem. — With a knowledge of the various 
forms of energy that are present in a fluid in motion, the principle 
of conservation of energy may be applied to any flow of the steady 
type. This principle states that the total energy of any mechani- 
cal system must remain constant. For a particle of fluid of 
weight W located at a point where the pressure is p } the velocity 
is Vj the elevation is z, the total energy is the sum of its 
kinetic, potential and pressure energies. Thus from Eqs. (8), 
(9) and (10) 

WV 2 Wv 

*“2 — + ~~ + Wz = constant (11) 


Canceling the term W, this becomes 


V 2 



+ z = H 


( 12 ) 


As explained in the last article, each of the terms on the left of 
Eq. (12) represents energy per pound of fluid and, having the 
dimension of a length, they are called velocity head, pressure 
head and elevation head, respectively. The sum II is called the 
total head. 

If each term of Eq. (12) is multiplied by w, the weight per 
unit volume, then these terms represent energy per unit volume 
and the equation becomes 
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Substituting pg for w, this equation takes the form 

P ~Y + V + pgz = pgH = E (13) 

in which E is the total energy per unit volume and is therefore a 
constant. 

Equations (12) and (13) for the steady motion of an ideal 
fluid were first stated in 1738 by Daniel Bernoulli, a famous 
mathematician. They are known as Bernoulli's theorem and 
H and E are the Bernoulli constants. Whether Bernoulli's 
theorem is to be used in the form of Eq. (12) or of Eq. (13), 
it is essential that consistent units be employed throughout. 
Thus if the velocity is given in feet per second, the pressure 
should be expressed in pounds per square foot, the density in 
slugs per cubic foot and the elevation in feet. 

Problem 111 . A 6-in. water pipe carries 1200 g.p.m. at a pressure of 
4 lb. per sq. in. What is the Bernoulli constant relative to a datum 10 ft. 
below the pipe? 

112 . A stream of water 8 ft. deep flows with a uniform velocity of 12 ft. 
per sec. If elevations are measured from the bottom of the stream, what 
are the values of the potential, pressure and kinetic energy per pound and 
the Bernoulli constant for points on the surface, at mid-depth and at the 
bottom of the stream? 

113 . A natural wind current has a uniform velocity of 22 m.p.h. Assum- 
ing the air to have a constant specific weight of 0.0765 lb. per cu. ft., compute 
the pressure, potential and kinetic energies per unit volume and the Ber- 
noulli constant for altitudes of zero and 2000 ft. 

114 . A horizontal water pipe reduces gradually from a diameter of 18 in. 
at point A to 6 in. at point B. The flow in the line is 5 c.f ,s. and the pressure 
at B is 10 lb. per sq. in. What is the pressure at A? 

115 . A pipe line enlarges from a diameter of 6 in. at A to 12 in. at point B, 
which point is 6 ft. higher than A. The flow of water in the line is 6 c.f.s. 
and the pressure at A is 10 lb. per sq. in. What is the pressure at B? 

11 6. In Prob. 109, what is the pressure at the base of the stack? 

44. Alternative Proof of Bernoulli’s Theorem. — It should be 
mentioned that Bernoulli's theorem is true for all points in a body 
of fluid in motion provided the streamlines originate in a region 
where the fluid is at rest or where all particles are moving with the 
same total energy. Under such conditions the total energy of the 
particles moving along any two streamlines is the same and 
the constants H and E have the same values for all points in the 
fluid. If, however, the motion is nonuniform in character at its 
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beginning so that the particles which move along different stream- 
lines begin their journeys with different total energy contents, 
then Bernoulli’s theorem cannot be applied to points that are not 
on the same streamline. 

This restriction on the application of Bernoulli’s theorem may 
be shown more clearly by basing its derivation on a consideration 
of the forces which act on an infinitesimal element of fluid moving 
along a streamline. Let the length of such an element be dl 
measured along the streamline, its cross-sectional area <IA and the 
velocity with which it is moving V, as shown in Fig. 67. On the 
left-hand end of the element there is a pressure p, and on the other 
end a larger pressure p + dp, where dp represents the change in 
pressure that occurs in passing from one end of the element to the 



Fig. 67. — Equilibrium of a fluid element. 

other. Thus the net force on the element produced by the pres- 
sures is 


(p + dp)dA — p dA = dp dA 

Considering an upward displacement to be positive this force, 
being downward in direction, must appear in force equations 
as — dp dA. 

This same convention in regard to the sign of forces will be 
employed in the remainder of this development. The accelera- 
tion is assumed to be upward, that is, positive in sign. 

There is also a component of the weight of the element which 
acts in the axial direction. From Fig. 67 it is evident that this 
component is 

— pg dl dA cos 6 

where 6 is the angle between the vertical and the tangent to the 



Art. 44] 


DYNAMICS OF FLUIDS 


83 


streamline at the point where the element is located, 
the figure 


cos 6 = 


dz 

H 


But from 


dz being the projection of dl on the vertical. The desired com- 
ponent of the gravitational force is then 

dz 

— pg dl — - pg dA dz 

If the velocity V is considered as varying from point to point 
along the streamline, that is, V is a function of l, then the accelera- 
tion is the rate of change of the velocity with time, so that 

dV __ d7 dl 
° dt dl dt 


But* dl/dt is by definition the velocity, so that 


a = 



1 d(7 2 ) 

2 dl 


The effective force required to accelerate a mass is the product of 
the mass and the acceleration so that the reversed effective force is 

-pdldA-\^Lp- = -|dAd(F*) 


Now, according to D'Alembert's principle, the sum of the applied 
forces and the reversed effective force must be zero, that is, 

—dp dA — pg dA dz — | dA d(V 2 ) = 0 

On canceling the area dA and changing signs, this expression 
becomes 


dp + pg dz + g d(F 2 ) = 0 (14) 

which is really a differential equation relating the pressure, 
elevation and velocity of the fluid element. The differential 
quantities in the above equation represent the changes in the 
various terms which occur in a distance dl measured along 
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a streamline. The equation may .therefore be integrated along 
such a line, giving as the result 

P V 2 

p + pgz + = constant (15) 


Since the left side is identical with that of Eq. (13), the constant 
of integration may be put equal to E. In general, then, E will 
have different values depending on which streamline is chosen 
for the integration, except when all the streamlines originate 
under the same conditions, in which case E is constant for all 
points in the fluid. 

45. Torricelli’s Theorem. — Bernoulli’s 
equation is applied readily to the proof 
of a theorem that was demonstrated by 
Torricelli in 1644, nearly a century before 
Bernoulli’s work. 

The tank of Fig. 68 is filled with liquid 
to a height h above the center of the open- 
ing N in its side. It is assumed that the 
tank is large in comparison with the opening, that the free surface 
and the jet are acted upon by the same atmospheric pressure 
and that the former is maintained at a constant level. The 



Fig. 68. — Velocity of efflux. 


pressure head at M is equal to h M + — on the absolute scale, 

and the potential head, taking a reference plane through N, is 
h — Am. Having assumed that the tank is large in proportion 
to the opening, the velocity head at M may be neglected. Then 
the Bernoulli constant H for point M is 


H -(*" + sr) + (‘ - w - S + * 

and the value of H for point N is 


H 


= 

w 


+ 


II 

2 g 


in which V is the velocity at N. Equating these values of //, it is 
found that 


V — \/2 gh 


rifi) 
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This will be recognized as the velocity attained by a body in 
falling freely in a vacuum through a height h. The fact that the 
velocity of efflux and the velocity attained in free fall are equal 
is known as Torricelli's theorem. 

46. The Siphon. — The action of a siphon may be studied 
advantageously by the use of Bernoulli's theorem. If the tube 
shown in Fig. 69 has one end submerged in a tank of liquid, the 
end D being below the free surface, and the tube is filled with 
liquid, there will be a discharge at D, 
the lower end of the tube. The free 
surface and the discharging jet are 
subject to the same atmospheric pres- 
sure p a . The pressure head at B is 
then pa/w } the elevation head referred 
to a plane through D is h and, 
assuming the tank to be large in com- 
parison with the tube, the velocity 
head at B may be neglected. At D 
the velocity head is V 2 /2g , V being 
the velocity of efflux, and the pressure head is p a /w. 
Equating the expressions for the total head at these two points 
gives the result 



Fig. 69. — The siphon. 



If the area at the outlet end of the siphon is A , then the dis- 
charge is 

Q = AV = AV2gh 

In order for the tube to flow full of liquid, the absolute pressure 
at the summit of the siphon must be greater than zero. The 
velocity at that point may be determined by applying the equa- 
tion of continuity in the form 

= AV 

where A $ and V s are the area and velocity, respectively, at the 
summit. The pressure may then be calculated by means of 
Bernoulli's theorem, the total head, determined from the condi- 
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tions at either the inlet or the outlet, being equated to the total 
head at the summit. If the result of such calculations yields a 
negative absolute pressure at the summit, then the application 
of the equation of continuity is not justified, for the siphon will 
flow only partly full in the lower part of the outlet leg. For this 
reason the maximum elevation of the crest of a siphon flowing 
full is p a /w if the diameter is uniform. In actual operation this 
distance is further limited by separation of air and vapor from 
the liquid at low pressure. 

Problem 117. The siphon of Fig. 69 has a uniform diameter of 6 in., 
h is 9 ft. and is 15 ft. Find the velocity and quantity of water being dis- 
charged. What is the pressure at the summit? 

118. In Fig. 69 the opening at D is 3 in. in diameter, the pipe is 6 in. in 
diameter, h is 9 ft. and ^ is 15 ft. Find the velocity at I), discharge, and 
pressure at the summit. The liquid is water. 

119. In Fig. 69 the pipe is 6 in. in diameter, z s is 40 ft., y is 9 ft. and the 
liquid is water. Compute the maximum discharge of the siphon. What 
are the pressure at s and the head under which the siphon is operating? 

120. Work Prob. 118, changing the liquid to oil with specific gravity of 
0.75. 

47. Measurement of Velocity and Pressure. — The determina- 
tion of the velocity and pressure at points in a moving fluid 



Fig. 70. — Flow past a body. 


presents a group of problems to which Bernoulli's theorem may be 
applied with considerable success. If it is required to find the 
velocities and pressures in a body of initially stationary fluid 
caused by the motion of a solid object through the fluid, it is 
convenient to consider the motion of the fluid relative to the 
object rather than relative to fixed axes. The body may be 
considered as stationary with a stream of fluid moving past it 
such that at a great distance from the body the stream behaves 
as a uniform current with a velocity equal but opposite to that 
originally possessed by the body. Such a flow is illustrated in 

Fig. ?e. 
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In general, there is at least one point, usually somewhere on 
the forward portion of the body, where the fluid is brought com- 
pletely to rest, such a point being known as a stagnation point. 
If the pressure and velocity in the undisturbed part of the 
stream are known and are represented by po and Vo, respectively, 
then the pressure at the stagnation point may be calculated by 
applying Bernoulli’s theorem to this point and the one in the 
undisturbed fluid. In order to simplify the problem, it will be 
assumed that these two points are both at the same distance 
above the reference plane so that their elevation heads are equal. 
In the case of gases such as air, this assumption is justified because 
of the low specific weight of the fluid, except in cases where 
extremely large differences in elevation are considered, as, for 
example, in meteorology, in which the behavior of the earth’s 
atmosphere is studied. 

The application of Bernoulli’s theorem in the form of Eq. (13) 
gives the following relationship: 

Po + P ° = Vs (18) 


where p 8 represents the pressure at the stagnation point. Writ- 
ing this equation in the form 


Pa - V o = 


pV o 2 


(19) 


it may be seen that the rise in pressure produced by bringing a 
fluid to rest at a stagnation point is equal to pV o 2 /2. This last 
expression is commonly known as the impact or dynamic pressure 
of the stream and in aeronautics is usually denoted by the 
symbol q. 

If the position of the stagnation point on a body is known, the 
measurement of the pressures at that point and in the undis- 
turbed fluid makes it possible to determine the velocity of the 
fluid stream, for Eq. (19), when solved for F 0 , gives 

F . (20) 

The stagnation-point pressure may be determined experimentally 
by inserting a small tube into the interior of the body so that one 
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end of it is brought out flush with the surface at the stagnation, 
point. The other end is connected to a suitable manometer or 
draft gage, from the reading of which p s may be determined. 

The same method may also be employed for measuring the 
pressure distribution over the surfaces of such objects as airship 
h ull s, tall buildings and stacks, and many other bodies which are 
located in moving fluid. In such problems it is necessary to 
insert a large number of pressure tubes at various points on the 



Fig. 71. — Measurement of pressure distribution over upper surface of an airfoil. 

surface of the body, each tube being connected with an individual 
manometer. An arrangement of this kind for the determination 
of the pressure distribution on an airplane wing is shown in 
Fig. 71 . 

In certain cases it is of importance to know not only the pres- 
sure distribution but also the variation of velocity over the surface 
of a body placed in a stream of fluid. If, for example, the pres- 
sure at a point such as A in Fig. 70 has been determined by the 
experimental method described above and is designated by p, 
then the corresponding velocity V may readily be found by 
writing Bernoulli’s equation for the point A and for a ooiiit 
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the undisturbed stream. Again assuming that the difference in 
potential energy between these two points is negligible; then 


from which the velocity at A is 


V = Vo* + -(p o - V) (21) 

P 

It may be shown from this relationship that the maximum pres- 
sure which may exist in a fluid stream is that which occurs at a 
stagnation point where V = 0. 

Example. — A submarine travels forward at a velocity of 10 m.p.h. in salt 
water (specific weight, 64.2 lb. per cu. ft.) with its axis horizontal and at a 
depth of 60 ft. (a) What is the gage 

pressure at the nose? ( b ) If its _ - ■ — A 

largest cross section is 25 ft. in Jfa=/0 mi.perhn 
diameter and the pressure at the 
highest point on this cross section 
is 15 lb. per sq. in. gage, what is the 

relative velocity at that point? g . 

Solution. — a. Considering the rela- ^ — - ^ \ 

tive motion of a stream of water i 

past the stationary submarine, the 

flow is steady and Bernoulli’s theorem may be applied. Point A in the 
figure is a stagnation point ; writing Bernoulli’s theorem between A and point 
M on the surface and considering the surface to be at datum, the result is 

2a + z , = Ik. 

w +ZjL 2 g 

The atmospheric pressure on the water surface is taken as zero. Then 


(Vm 2 \ 
~ ZA ) 


and since za = —60 and 60 m.p.h = 88 ft. /sec. 

ri fi ,„r(10 X 8 % 0 ) 2 , fin 
^ = 64 ' 2 L <5 X 32.2 4 60 

= 64.2(3.34 + 60) = 4066 lb./sq. ft. gage 
= 28.2 lb./sq. in. gage 

b. To find the velocity at point B : Bernoulli’s theorem may be applied 
either to points M and B or to A and B. Considering M and B } the result is 

Vb , , , TV _ TV 
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from which. 

Vb = 

15 X iM = 33.6 ft. and zb = -UK) - 12.5) = -47.5 ft., 

04.Z 

Vb = V64.4(3.34 - 33.(r+47lfj 
= VlTTO = 33.3 ft./sec. 

= 22.8 m.p.h. 

Problem 121. What is the dynamic pressure head at a stagnation point 
on a body immersed in a stream of water moving with a velocity of 20 ft. 
per sec.? What is the total pressure head at this point if it is .10 ft. below 
the water surface? 

122. The gage pressure head at a stagnation point in a stream of standard 
air is 3 in. of water. What is the velocity of the stream? 

123. The velocity and pressure of an airstream are 00 m.p.h. and 14.7 lb. 
per sq. in. abs. and, at a point on a body immersed in it, the pressure is 
14.27 lb. per sq. in. abs. What is the local velocity at this point? Density 
of air is 0.00225 slug per cu. ft. and may be assumed constant. 

48. Measurement of Static Pressure. — The determination of 
the static pressure of a fluid stream at points that are not on the 
surface of a body or at the walls of a conduit requires special 
devices. In the case of fluid flowing through a pipe, the pressure 
at the wall may be measured by inserting a piezometer tube. 
The end of the tube must be flush with the inside wall of the pipe 
and any burrs or projections around the hole in the tube must be 
eliminated. With such an arrangement, the flow is entirely 
parallel to the pipe wall so that, for a pipe of a given) size, the 
pressure is unaffected by changes in velocity. For this reason 
the pressure transmitted through the piezometer tube is known 
as the static pressure. 

When it is desired to know the static pressure at points in the 
fluid which are not on the wall, some means must be provided for 
measuring that pressure without introducing the influence of the 
velocity. This might be done by moving the piezometer tube 
and the pipe wall in which it is placed out into the stream without 
changing the character of the flow. 

In practice this may be accomplished by the use of an instru- 
ment such as Ser’s disk, shown in Fig. 72a. This device consists 
of a small tube inserted into a flat circular plate having a diameter 


Putting — - 
then 
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usually four or five times that of the tube. The end of the tube 
is open and is just flush with the surface of the disk, the edges of 
which are usually beveled on the lower surface. In use the 
instrument is placed in a stream so that the surface of the plate 
is parallel to the direction of flow. No appreciable disturbance 
is produced by the instrument in the immediate neighborhood 
of the hole in the disk. The fluid flow's smoothly over the upper 
surface of the disk without change in its original velocity and 
only the static pressure is transmitted through the hole into the 
tube, whence it may be led to a manometer for measurement. 

The static-pressure tube shown in Fig. 726 is another device 
for the same purpose. It consists of a tube which is bent to 
form two legs at right angles to each other. The end of the 


Static Pressure Openings 


p Direction of 

"* ^^1 Fluid Stream 


(a) (b) 

Ser's Disk Static Pressure Tube 

Fig. 72. — Static-pressure instruments. 

horizontal leg is fitted with a rounded or tapered nose so as to 
minimize the disturbance caused by the tube. At some distance 
back from the nose, usually six or seven times the diameter of 
the tube, a number of very small holes are drilled through the 
wall. The vertical leg of the instrument serves as a support by 
means of which the device may be held in a fluid stream with the 
horizontal leg parallel to the direction of the flow. The fluid then 
moves smoothly past the small holes and the static pressure is 
transmitted through them into the vertical leg which is connected 
to the manometer. In order to eliminate any interference 
caused by the vertical leg of the tube, it is necessary that the 
bend be placed some distance downstream from the small holes. 

Both Ser ? s disk and the static-pressure tube must be very 
carefully aligned with the direction of the stream at the point 
where the pressure is to be measured. There are several types 
of directionomexers which are capable of measuring simultane- 
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ously without special alignment the static pressure, velocity and 
direction of a stream, the principle upon which they operate 
being based on Bernoulli’s theorem. Iho description and 
theory of these devices, however, are beyond the scope of this 
book. 1 

49. The Pitot Tube. — The measurement of the velocity of a 
fluid stream may be made by utilizing the effect of the dynamic 
pressure. The most frequently employed instrument for this 
purpose is the so-called Pitot tube, named after the French 
scientist who was the first to use it. A drawing of a typical 
modern Pitot tube for use in air is shown in Fig. 73. The end 



Fig. 73. — The Pitot tube. 


of the tube pointing upstream is left open while the other end is 
connected to a manometer. Hence fluid cannot flow through 
the tube and the nose is to be regarded as a stagnation point. 
The theory of the first portion of Art. 47 leading to the develop- 
ment of Eq. (20) may thus be applied directly so that, if the total 
pressure at the nose of the instrument is p s and the static pressure 
is p 0 , then the velocity of the flow is 



When the measurement of velocity is the chief concern, the 
Pitot tube just described may conveniently be combined with a 
static tube to form the Pitot-static tube, an example of which is 
shown in Fig. 74. In this instrument, the wall of the Pitot tube 
portion is constructed in the form of an annular passage, in the 
outer surface of which the static-pressure holes are drilled. The 

1 Ower, E., “The Measurement of Air Chapman and Hall. 

I/d., London, 1927. 
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total pressure of the stream is thus carried through the central 
passage while the static pressure is transmitted through the outer 
passage. These two passages may be connected to opposite 
ends of a differential manometer, which then indicates the head 
equivalent to the dynamic pressure. 

In this type of instrument, interference and misalignment 
produce errors. The errors in static and total pressures tend to 
compensate so that the instrument is much less sensitive to mis- 
alignment than either the simple static or the Pitot tubes. The 
National Physical Laboratory in England has developed an 
instrument of this kind for use in airstreams which may be turned 

Direction of 



as much as 25 deg. from the direction of flow with a resultant 
error of only 2.3 per cent in the velocity. 

Another type of Pitot-static tube, in which the total pressure 
and static-pressure tubes are separated, is shown in Fig. 75. 
Instruments of this type are frequently used as air-speed indi- 
cators for airplanes. 

Pitot-static tubes are often used for measurements in water 
and some are designed for permanent installation in a pipe line. 
Figure 76 shows the head and part of the shank of a Pitot tube 
used by Professor Gardner S. Williams in his researches on flow 
of water in pipes. The ellipsoidal head is about three-quarters 
of an inch in length. The opening at the nose is at the stagnation 
point. By means of tubes passing through the shank, this 
opening is connected to one leg of a differential manometer and 
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all the pressure openings on the side are connected to the opposite 
leg. The manometer scale or recording instrument may be 



Fig. 75.- 


-Pitot and static tubes of an air-speed indicator. 

Instrument Company.) 


( ( U> urtrsi/ Pioneer 


arranged to read or record pressure difference, head, velocity 
or rate of flow. In making velocity measurement JKq. (22) may 

be applied. However, in the 
case of liquids, such as water, 
it is convenient to measure the 
pressure difference in terms of 
the equivalent head of the 
flowing liquid and to replace 
w/p by g. The expression for 
velocity then becomes 



K - Ao) (23) 

All the equations of this arti- 
cle must be modified by cooffici- 

j ents determined by calibration 

Fig. 76 —Pitot-static tube for use of each particular instrument. 
aJTe) {CourtesvL - E - Avres ’ Mem - Such calibrations arc required 

principally because of inter- 
ference effects produced by the presence of the tube in the 
stream. In practice, Eqs. (22) and (23) take the forms 
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Y - Q fa'P* - 

(24) 

V = CV2g(h, - h 0 ) 

(25) 


in which the quantity C is a coefficient determined by calibra- 
tion. 

In the case of a Pitot-static tube intended to measure discharge, 
the calibration also corrects for the effect of nonuniform velocity 
distribution. 

Problem 124. A Pitot-static tube placed in an airstream is connected to a 
manometer containing alcohol (specific gravity, 0.80). If the manometer 
reading is 6.5 cm. of alcohol, what is the speed of the stream? 

125. A Ser J s disk and a Pitot tube are placed at a depth of 5 ft. in a stream 
of water having a velocity of 15 ft. per sec. What heads will be indicated 
by these instruments? 

126. A Pitot-static tube mounted on an airplane is attached to a pressure- 
type gage which indicates velocity in miles per hour. If the gage is cali- 
brated for standard air, what is the true air speed when the indicated speed is 
175 m.p.h. and the density is 0.00212 slug per cu. ft.? 

50. The Venturi Meter. — The Venturi meter is a device which 
is widely used for measuring the quantity flowing in pipe lines. 



Pig. 77. — The Venturi meter. 


It was invented in 1881 by Clemens Herschel, an American 
engineer, and was named by him in honor of Venturi, an early 
Italian experimenter in hydraulics. 

This device consists of a tube by means of which the pipe is 
reduced and again enlarged, usually to its original size, and 
generally placed in a horizontal position as shown in Fig. 77. 
It has an inlet section which is tapered or rounded, a short section 
of constant diameter, known as the throat, and a gradually 
diverging section or outlet having an angle between the axis and 
the wall of 3 or 4 deg., never in excess of 6 deg. The area, pres- 
sure and velocity at the inlet are A h p x and 7 X , respectively, and 
the corresponding quantities at the throat are A 2 , P 2 and F 2 . 
Then equating the values of the total head at these points as given 
by Bernoulli's equation. 
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Pi + Zi 3 = 2? + £»* 

w 2 gw 2g 

The equation of continuity is 

AiV i = A 2 V 2 


from which 


V 2 


A 1F1 


nV i 


(26) 


where n = Ai/A s . If this value of F» is substituted in Eq. (26), 
it is found that the velocity at the inlet is 

u - - f) m 

or letting K = 

(28) 

The discharge or quantity of fluid flowing through the meter 
is 

« - AS, - AjeJtfzUg) (29) 

From Eqs. (28) and (29) it appears that cither the velocity or 
discharge through a Venturi tube can be computed after measur- 
ing the difference between pressures at the inlet and throat. This 
measurement may be made by providing openings in the wall 
at the entrance and throat. The pressures are transmitted to 
• gages or recording devices which may be graduated to give 
discharge or velocity directly. Figure 78 shows a Venturi 
meter for use in a water line. 

For accurate results the discharge from Eq. (29) must be 
modified by a coefficient determined by experiments. This 
coefficient corrects for the effect of loss of energy and nonuniform 
distribution of velocity, which was assumed to be uniform in 
the development of the equations. The values of the coefficient 
range from 0.95 to slightly more than unity. 

51. The Venturi Meter for Gases. — The theory of the Venturi 
meter as developed in Art. 50 is applicable to the flow of gases 
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as well as liquids if conditions are such that the fluid may be 
considered as incompressible. The velocity or quantity of a 
gas flowing through a pipe line may them be determined by 
means of Eqs. (28) and (29). In dealing with air flow, the density 



Fig. 78. — Venturi meter for use in a water line. ( Courtesy Builders Iron Foundry , 

Providence, 12.7.) 


of the fluid rather than the specific weight is usually employed. 
If w/g is replaced by p, Eqs. (28) and (29) become 


and 



(30) 


Q « AiK. 


Xvi - Vz) 


(31) 


A comparison of Eq. (30) with Eq. (22) for the Pitot tube shows 
that the relations between velocity and pressure difference are 
identical except for the presence of the factor K in the Venturi- 


meter formula. Recalling that K = 


1 


it is seen that 


\ri z — 1 

K may be given any desired value by varying n, the ratio of inlet 
and throat areas. For n = \/2, K = 1, while for n > \/2, 
K < 1, so that for a given velocity the pressure difference must 
be larger than that obtained with a Pitot-static tube. This fact 
is a decided advantage in the measurement of gas flow, because 
with the Pitot-static tube the pressure difference is likely to be 
quite small. The use of a Venturi meter with a proper value of 
n appreciably magnifies the pressure difference, so that more 
accurate readings may be obtained. 

All the devices used for measurement of velocity and dis- 
charge of gases require calibration just as in the case of the 
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instruments used with liquids. Additional errors arc introduce 
when the fluid is compressible, but for low velocities these are 
usuafly negligible. A detailed discussion of the effects of J 
pressibility will be given in Chap. XIII. ' 

Example.— In a horizontal pipe line water flows from an 8-in nine ;„+« 

. 5-in. pipe, between which 'is p J 

Venturi tube having a S-Wa-X 

1 — 1 1 — l'| — ^ A U " tube connected to the throat and 

)) outlet sections of the Venturi as shown 

./f * n % ure indicates a pressure differ- 

ff* ence of 3.46 in. of mercury. Deter- 

U-4 mine the velocity at the Venturi throat 

l J a nd the discharge. 

rem between points 2 and 3, the equation ohtatoed? 1 ” 8 Bcrnoulli ’ s theo ' 


But from continuity 


Fl+Yl = ,vi 

w 2p w ‘ r 2 g 


AiVi = A S V, 


<VPi = dfV, 


Y • - Kt)' - HW - m»f. 

Then substituting this value of V s in the first equation 


-(1 - 0.24) = £ 3 _ P? 

w in 




^-25 = 3,46 3.46 

w w 12 x iiJ -o — x 1 

_ 3.46 

12 x ^-6 = 3.63 ft. of water 


The velocity at the throat : 


v 2 = JteAxTe 

v 7 Pt 5 


= V308 = 17.5 ft./sec. 
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The discharge is 


= = 

= 1.17 c.f.s. 



X 17.5 


Problem 127. A Venturi meter in a 12-in. water line has a 6-in. diameter 
throat. When the flow is 4 c.f.s. and the pressure at the throat is 20 lb. per 
sq. in. gage, what is the pressure at the upstream end of the meter? 

128. A Venturi meter with a 6-in.-diameter throat placed in a horizontal 
water line 18 in. in diameter has connections from the inlet and throat to a 
U-tube containing mercury. What are the velocity and discharge through 
the line when the difference in level of the mercury is 12 in.? 

129. A Venturi meter having a 6-in.-diameter throat is installed in a 
12-in. pipe line carrying gas (specific weight, 0,047 lb. per cu. ft,). The 
pressure taps at the throat and inlet are connected to opposite sides of a 
simple U-tube containing water. What is the difference in level of the 
water columns when the velocity at the throat is 17.5 ft. per sec.? 

52. Energy Losses in Fluids. — Whenever a real fluid is in 
motion, a certain portion of its total energy content is consumed 
in overcoming resistance to the flow. This situation is analogous 
to the operation of any machine in that the energy output is 
always less than the input. Bernoulli’s constant at any one 
point in a flowing fluid is 


w 2 g 


but the statement that the total energy and therefore the total 
head H is constant along a streamline requires some qualification. 
At point 1 in a flow, the total head is 


H 1 -m + 

w 


II 


+ Sl 


while, for a second point 2 on the same streamline, 


H 2 = 2? + 


w 


TV 

2*7 


+ #2 


In passing along the streamline from point 1 to 2, the fluid loses 
a portion of its original energy content. The value of H 2 is 
therefore less than Hi by hi, the latter quantity representing the 
lost energy per unit of weight, that is, lost head. Then 


*Hi = H% + hi 
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or 


21 4.11 

w 2 g 


+ Zi — 


Vi I IV 
W 2(7 


+ Zi + hi 


In this equation all the energy of the fluid is accounted for and 
this relationship is therefore a correct statement of the principle 
of conservation of energy applied to fluids in motion. 

The nature of the loss in head in a flow is frequently quite 
complicated. In general, it is due to the effect of viscosity and 
to the manner in which the fluid flows past solid boundaries. 
For example, in the case of flow through a pipe, losses exist 
because of the viscosity of the fluid and because energy is required 
to make the fluid flow through valves or bends or past obstruc- 
tions. The loss of energy consists in the transformation of part 
of the original energy content of the fluid into heat, and in most 
cases this heat cannot be reconverted into pressure, kinetic or 
potential energy. The detailed study of the loss in head in fluid 
flows will be taken up in later chapters. 


Problem 130. A horizontal water line reduces from a diameter of 18 in. 
to 12 in. The pressure at the downstream end of the reducer is 22 lb. per 
sq. in. and the flow is 10 c.f.s. What is the pressure at the upstream end if 
the head lost in the reducer is 3 ft.? 

131. A water line changes from a diameter of 6 in. at A to a diameter of 
12 in. at B, which is 4 ft. above A. The pressures at A and B are 10 lb. per 
sq. in. and 9 lb. per sq. in., respectively, and the velocity at B is 5 ft-, per sec. 
Find the lost head and the direction of flow. 

132. The loss in head between the inlet and throat of a Venturi meter 
placed in a water main is 2 ft. What is the velocity in the pipe when the 
pressure difference is 4 lb. per sq. in. and 'the ratio of inlet to throat diameter 
is three? 


53. Cavitation. — There are a number of important cases of 
fluid motion in which cavities or holes are formed in the interior 
of the fluid. This phenomenon is described by the term cavita- 
tion. The analytical methods of the previous articles cannot be 
applied to flows in which cavitation has occurred, but they are 
useful, nevertheless, in rigorously defining the conditions at the 
beginning of cavitation and in indicating the nature of the 
phenomenon. 

A simple example of cavitation is found in static liquids. 
If a cylinder full of water is fitted with a piston which is initially 
in contact with the water and which is then gradually moved 
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away from the fluid, a space is formed between the piston and 
the water in which no fluid is present. However, as the pressure 
in this region is reduced, the water will reach its boiling point 
at a temperature below the normal value, so that actually the 
cavity will be filled with water vapor. A similar situation may 
arise wffien the fluid is in motion. If, for example, the piston 
of a reciprocating pump is given an acceleration so high that the 
water cannot maintain contact with the piston on the suction 
stroke, a cavity is formed and a disruption of the normally con- 
tinuous flow takes place. 

Cavitation is also found in fluid motions in which the velocity 
at some point reaches a value that is sufficiently high to cause 



Fig. 79. — Venturi tube. 


the pressure to approach zero absolute. A simple case of this 
kind is found in the flow r of liquid through a Venturi tube. 

Let it be supposed that the Venturi tube of Fig. 79 is a portion 
of a pipe line carrying water and assume for the present that the 
flow' through the pipe is continuous. If a datum plane through 
the horizontal axis of the pipe is selected, thereby eliminating 
elevation head, the relation between pressures and velocities 
at the inlet and throat is 


n + II = e? + 

w 2g w 


V 2 

2g 


(32) 


Solving for p 2 /w and substituting V 2 = nV 1} the result is 


P2 = pi 
w w 


(n 2 — 1} 


II 2 

% 


(33) 


An inspection of this equation show's that, as Vi is increased, 
p 2 /w becomes smaller. It is clear that a condition may be 
reached in which the velocity becomes sufficiently high so that 
the absolute pressure p 2 approaches zero. The velocity at the 
inlet at which this condition is attained may be determined by 
letting p 2 — 0 in Eq. (33). The result is 
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V x = 


4 


2 g Pi 


n' 2, — 1 w 


( 34 ) 


A zero value of the absolute pressure represents a perfect 
vacuum and any further decrease in pressure is impossible. 
When the velocity exceeds the value given by the above equa- 
tions, the region of zero pressure expands until a cavity of 
appreciable size is formed within the fluid. Fully developed 
cavities of this kind are shown in Fig. 80. The light-colored 
areas indicate the vapor-filled cavities formed when water 
breaks away from the sides of the diverging portion of a Venturi 



Fig. 80. — Cavitation in a Venturi tube. t (Hunsaker , J. C., Cavitation Research 
Mech. Eng., vol. 53, no. 4, pp. 211-210.) 

tube. The white line shows the variation of pressure along the 
tube. The picture shows only one phase in the development 
of the cavity. The vapor in the cavity is immediately swept 
away and a new one begins to form at the throat. 

In liquids there is always a small pressure in those regions in 
which cavitation has occurred because of the fact that, as the 
pressure drops, the liquid boils and the pressure within the cavity 
is the vapor pressure of the liquid surrounding it. Cavitation 
therefore occurs in a Venturi tube when the throat pressure p 2 is 
equal to the vapor pressure p v . The corresponding velocity of 
flow in the straight part of the pipe would then be 


y. = rKTKEM 

W - 1 \ w ) 


( 35 ) 
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The subscript c has been used as an indication that this is the 
velocity at which cavitation begins. The corresponding velocity 
at the throat is 

V 2c = nV lc (36) 

It will be noted from Eq. (35) that the velocity at which cavita- 
tion begins in a Venturi tube is inversely proportional to the 
square root of the specific weight of the fluid. Then if all other 
conditions are identical, the velocity of cavitation is considerably 
greater for a gas than for water. However, it will be found that 
the velocity at which cavitation begins in a gas is usually so high 
that it is not permissible to treat the fluid as incompressible; 
the discussion of this phase of the subject will therefore be 
postponed to Chap. XIII, in which the flow of compressible 
fluids is studied in detail. 

Problem 133. A cylinder containing water at 80 °F. is fitted with a piston 
initially in contact with the water. If the piston is moved away from the 
water, what is the pressure in the cavity thus formed? 

134. A Venturi meter installed in a 12-in. pipe line has a throat diameter 
of 5 in. The pressure at the inlet is 20 lb. per sq. in. gage. At what velocity 
in the main line will cavitation begin if the fluid is water at a temperature 
of 90 °F.? 

136. The relative velocity of the water at a certain point on the blades of a 
propeller is always three times the velocity of the submarine which it 
propels. If this point is 10 ft. below the water surface, what will be the 
velocity of the submarine when cavitation begins at the propeller? What 
will be the velocity when the depth is 40 ft.? Temperature is 50°F. 

54. Effect of Cavitation on Fluid Flow. — The Venturi tube was 
discussed in the last article as a simple example of a device in 
which cavitation makes a marked difference in performance. 
In any hydraulic machine such as a pump or turbine or a marine 
propeller, cavitation may occur under certain conditions of opera- 
tion which cause the local pressure at some point in the system 
to be reduced to the vapor pressure of the liquid. The details of 
the effects of cavitation on the behavior of such machines cannot 
be taken up here. It is characteristic of cavitation that it 
produces a sudden drop in the efficiency of the device in which it 
occurs. 

As an illustration of how cavitation affects the performance 
of a hydraulic machine, the Venturi tube again forms a simple 
example. The Venturi tube may be regarded as an instrument 
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for the production of a low pressure at the throat and the sub- 
sequent reconversion of kinetic energy into pressure at the outlet. 
If no losses occurred, the Venturi tube would be 100 per cent 
efficient and the inlet and outlet pressures would be equal. The 
efficiency may be defined as the ratio of the pressure recovery 



Pt 

U) 


feet 


Fig. 81. — Variation of Venturi tube efficiency with throat pressure head. 


between points 2 and 3 of Fig. 79 to the pressure drop between 
points 1 and 2 , or 


Pj _ Pi 

pressure recovery _ p 3 — p 2 ___ w w 
pressure drop pi — pa p 2 

w w 


(37) 


This definition has been proposed by Moody and Sorenson. 1 
In their experiments on a Venturi tube, the rate of discharge 
was increased until the pressure at the throat corresponded to 
the vapor pressure p v of the water; when this condition, was 
reached, it was noted that the efficiency dropped almost instan- 
taneously to much lower values than those existing at higher 
throat pressures. The results of a typical test run are shown in 
Fig. 81. Because of the marked change in the efficiency of the 
tube after cavitation occurs, it is apparent that there must be a 
considerable alteration in the nature of the flow. 

1 Moody, Lewis F., and Alfred E. Sorenson*, Progress in Cavitation 
Research at Princeton University, Trans. A.S.M.E . , vol." 57, no. 7, October, 

i c\ oe ' ' 1 
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55. Corrosion Produced by Cavitation. — Another extremely 
important condition which is found to result directly from cavita- 
tion is the corrosion or pitting of solid materials immersed in the 
fluid. This action is of much consequence in the operation of 
hydraulic machinery because it may completely destroy parts 
of the machine. In the past it was believed that this destruction 
of turbine blades and other such elements was caused primarily 



(a) Stainless steel ( b ) Cold-rolled steel 



(c) Brass ( d ) Cast iron 

Fig. 82. — Results of oscillation tests on metal disks in water. Duration of 
test = 40 min.; frequency = 8500 cycles per sec.; amplitude = 0.01 mm. 
( Courtesy Professor H. Peters.) 


by a chemical action resulting from the liberation of air and its 
constituent oxygen from solution in the water. However, it 
has been found that even materials which are highly resistant to 
oxidation are subject to the damaging effects of cavitation, and 
recent experimental work has shown that this action is more of 
a mechanical one. It appears that under certain conditions the 
cavities in the fluid will periodically collapse, producing an 
impact of fluid and solid material which causes severe deforma- 
tion of the latter. 
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A convenient and rapid method 1 for studying t lu* uattn-e of 
the corrosion problem has been remit iv developed. r \ sma j| 
disk of the material to be tested is oscillated at a high fre<|u<nu*y 
in a container of fluid. In this way tin* nature of the m ' h 
tation corrosion produced on a given material by water or 
any other liquid may be found in a short time. h\n tuples of 
results obtained by this method are shown in 
Fig. 82. 

General Problems 

136. A 1-in. nozzle on a 2 1 ■ . in. Ikn> drichurgc* a jot 
horizontally at a velocity <4 SO if prr .mm*. Wlmt is 

^ the pressure at the base* of the If, with this 

pressure, (lie; velocity of disrhargi* e, 7a ft. p<*r mv,, wlmt 
Is the head lost in the no/./!*-? The fitnti r, \\ 

137. An open tank containing lujuid ha-, a small 
opening 4 ft. below the free surface. Whnl is tin* v riont v of <4llu\ from the 
opening (a) if the liquid is water, (h) if the liquid is ml .priufic gravity, 0.751. 

138. The tank of .Fig. 83 is dosed and contain . an at a pre mm* of I lb, 
per sq. in. gage above the surface of the liquid, (nmpufe tho %vhwi\y of 
efflux through the opening (a) when the liquid i*. all 
water, (b) when it is oil (specific gravity, 0.75 i, »*•« whvn 4 

it is water covered with 3 ft. of oil. - - 



Fie. S3. 


B 


r 


Km, H4, 


139. In Fig. 84 a 12-in. pipe takes water front a * 

reservoir at the rate of 15,7 c.f.s. Wlmt is tho procure . i H 4 .W 

head at B? 

140. If the 12-in. pipe of Fig. 84 is delivering 7. No j 

c.f.s. and a pressure gage at B reads 4.0 If,. p t . r M} , m t j 

compute the head lost between A and B, * 

141. (a) Neglecting loss, compute the discharge at F of 
Fig. 85 under the conditions shown. Find the pressure 
at C and D. (b) If the discharge at, F is 5.5 c.f.s. under 
the conditions shown, how much head is lost in passing into and through 
the tube? 

142. Assuming no loss of head and neglecting vapor procure, how much 
can the discharge in Fig. 85 he increased by making FF lunger? Wind is 
then the pressure in the tube at D? 

143. A Pitot-static tube is placed in a 0-in. pipe line earning 3 cu. ft. of 
water per second. The tube is connected to a manometer which indicates 

f , ' ea 0 . * * n * mercur 7* What is the* calibration coetiicieut for the 
tube if it is to be used to indicate average velocity? 

144. The cylindrical gas holder shown in Fig. 80 is closed at the top with 
a cover weighing 42,400 lb. which is construct cd so that it descend* freely 

/' rj? eTCm R<i P° rt <m Cavitttl ion Rmnn-I. at Mhw»- 
chusetts Institute of Technology, Trans. A.X.M.E., v„l. 57, no. 7, October, 
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when gas is withdrawn. What will be the velocity of discharge at the end 
of the pipe line, neglecting losses? How long will it take to draw off 8000 
cu. ft. of gas? Assume gas incompressible and w = 0.0424 lb. per cu. ft. 

145 . An airship is moving through still air of standard density at a 
velocity of 75 m.p.h., with the axis of the hull pointing in the direction of 
D motion. A vertical differential manometer con- 



taining alcohol (specific gravity, 0.795) is connected 
to a hole in the nose and one on the side of the hull 
If the manometer reading is 9.65 in., what is the ‘ 



Fig. 86. 


relative velocity of the air at the point on the side? If this point is the 
highest on the hull, what is the absolute velocity of the air? 

146 . A Venturi meter with a ratio of diameters of 2.5 has a loss of head of 
0.4 ft. between inlet and throat when the throat 
velocity is 20 ft. per sec. Compute the difference 
between inlet and throat pressures. If the loss in the 
diverging section is 1.2 ft., what is the total drop in 
pressure in the meter if the fluid is water? 

147 . What is the pressure at B in Fig. 87 if the tube 
below B is of uniform diameter? If the diameter at B 
is 6 in. and that at C is 4 in., compute the pressure 
at B and the discharge. 

148 . A horizontal water pipe 4 in. in diameter 
diverges gradually to 12 in. and discharges into a 
reservoir at a point 6 ft. below the surface. What is 
the discharge when the pressure is zero gage where the 
pipe starts to diverge? 

149 . A pump takes water at the rate of 2000 g.p.m. 
from a horizontal 12-in. pipe where the vacuum is 8 
in. of mercury and delivers it, at a pressure of 10 lb. per sq. in. gage to an 
8-in. pipe at a point 4 ft. higher. Assuming an efficiency of 80 per cent from 
pipe to pipe, what power is required by the pump? 



(’ll AFTER \1 


IMPULSE AND MOMENTUM IN FLUIDS 

56. Impulse and Momentum Equations. Follow \ Uir 
second law of motion, it may bo slated that a mt ~V * 
impressed upon it an ofToetivo three is ,i V on an ^4,, 

wluch n, Import l,F I i„v, 

Mahh M may he expressed as weighl II' divided |, v ' 

01 *»"*• Tl “'" «"■ hw may 


F - Mu 


Wn 

<1 


( 1 ) 


Impressing a m terms of increments of velocity ami time tr 
equation becomes ' ' 

AV W'lY 


F = M 


which can he written 


<K ‘ (f ill 


F<H* ' V «V 


( 2 ) 


( 2 ) 


Integrating from time zero to time / i • , 

velocity changes from V, to V an, I |’r„, | . " ! ' "" r "* 1 ll "' 

there results 4 ^ a constant, 


or 


ft-Ef.. »Y 
» /• 


F, - I (V 




( 5 ) 


The product Ft is known as the in,,,,,!™ „f 

oT q t , iT “ d,eIoci ‘ , '^'' i “ 1 ' 1 

« eqnal to the impute 0 , ^ ‘ 

C represent momentum, Eq. (3,'may 


mo 
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F = 



dU 

dt 


( 6 ) 


and Eq. (4) may be written as 


F = 




(7) 


From these equations it is seen that the effective force is equal 
to the rate of change of momentum. 

Impulse and momentum are vector quantities, just as force 
and velocity, and it can therefore be shown that, even with F , 
V and Vq in different directions, Eq. (4) may be written as a 
vector equation, that is, 

"-(B-OT 5 ) 


the bar over a quantity being used here to indicate a vector. 
Then taking components along any arbitrarily chosen x- and 
y- axes, 


{Ft), = 

(Ft), = 



(9) 


Equations (9) are equivalent to 


FJ = j(V x - V 0 ) 
Fyt = - V u ) 


( 10 ) 


which form is usually preferred because it is convenient to deal 
with the change of velocity represented by the binomial in Eq. 
(5) and Eqs. (10) rather than with the change in momentum of 
Eqs. (9). 

57. Conservation cf Momentum. — It follows from the laws of 
motion that a mass cannot undergo a change of momentum 
except by the application of an external force. This is also true 
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for any system of masses. 1 1 ran !»e demonM rat cd t hat t hr total 
momentum within a system is unchanged i»y an «*\chnu£i> 0 f 
momentum between two or more masses ol the system. This 
latter fact, known as t.h< % principle of ron^n at ion of momentum, 
will be demonstrated for the simple case of two masses moving 

in t he same direef ion. 

In Kip;, XN the mass M u moving with 
velocity \\ 1 overtakes the mass A/ 2) 
which has a smaller velorit v Y». While 

ToM Momentum- MM+ 1 , r < •;* king 
contact there is a foree toward the left 
on M i and an equal and opposite foree 




New Momentum ~(M X +M%) V 

Fig. 88. — Conservation of 
momentum. 


on M However complicated the 
variation of tlii'si' forces may hr, fhey 
an* at all times equal. Tin* impulse 
(luring time At is F At. The total 
impulse, 1’t/*’ A/i, acting toward the 
1<*1(. on M i is thru equal in magnitude 


and opposite in direction to that on M«. The m*w uioinentunw 


of M l and M 2 are [M\V t - A,{F Ah | and \.\t,V v 1 At/<’Al)|, 
respectively, and the total ammonium after impart is thru 


[M 1 V 1 - 2(7? At)] + [M s Vi + 2(F A/)| M t V t 1 .t/ v r 3 (11) 

Thus the total momentum alter impart is the same as before 
impact, this is true lor any nuiuhor of masses moving in any 
direction; in general 


r i + M*V» + + M n Vn M, fy .1/.. | ,/ | ■ • . + 

•1/..17 (12) 

in which V and V' are, rot sportively, the velocities before and 
after impact. This is a vector equation; therefore a similar 
equation may be written for the components of momentum taken 
m any convenient direction. 

If the two masses discussed above art* of such materials that 
there is no rebound after impact, they will move along It, gel her 
with a velocity V, which can be computed by equating the 
ongmal momentum to the new momentum. That is 

(Mi + M 3 )V - M iFi + M-iW, 


( 13 ) 
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After computing 7, the loss in kinetic energy due to impact 
can be found, it being merely the difference between the initial 
and final kinetic energies of the masses. The transfer of momen- 
tum from mass to mass is always accompanied by a loss in kinetic 
energy. This fact largely accounts for the energy required to 
maintain the flow of a fluid. 

58. Momentum of a Stream. — The equations of momentum 
are readily applied to problems dealing with flowing fluids. In 
such problems the mass considered may be the mass discharged 
in any convenient time t The volume per second being Q } the 
volume in time t is Qt, the total weight involved is Qwt and the 
mass is Qwt/g. Equation (5), for example, then becomes 

Ft = - F 0 ) 

and the components of force obtained from Eqs. (10) are 

F x = — (F* - FoJ 

Qw (14) 

Fy = ^f{V y - F 0 „) 

The forces F x and F v are components of the force acting on the 
mass having its momentum changed, namely, the fluid mass. 
The force acting upon whatever object produces the change is 
equal and opposite, the components being 


H 

11 

*lt 

- V x ) 

(15) 

p _ Q w /y 

Fy ~ — ( V 0v 

V v ) 

(16) 


The quantity Qw/g in Eqs. (15) and (16) being the mass per 
second, the right-hand member is the change in momentum per 
second. It may therefore be stated that the force exerted on an 
obstruction by a moving stream is the rate of change of momen- 
tum produced by the obstruction. 

69. Forces Exerted on Fixed Surfaces by Open Jets. — 
An open jet which is deflected from its course by a fixed curved 
surface is shown in Fig. 89. If it is assumed that the jet is 
tangent to the surface at the point of first contact so that there 



112 


FLUID MECHANIC! S' 


K *hap. VI 


is no loss in shock, and also that Urn surface is very smooth so 
that there is no reduction in velocity as the jet moves along the 
surface, the forces can be computed from the momentum equa- 
tions. With these assumptions the velocity is changed in direc- 
tion only, the jet being deflected through an angle 0. Then 7, 
the initial velocity, and 7', the final velocity, are numerically 



the same. Taking the #-axis as parallel to the jet, the velocity 
components of the jet leaving the surface are 


VJ - 7' cos 0 = V cos 0 

and 

Vy = 7' sin 0 - 7 sin 0 


The components of force on the surface following Idqs. flf>) and 
(16) are then found to be 


P* - y (V - V cos 0 ) = - cos 0) (17) 

P« = — (— F sin e) — — win 0 (18) 

In the latter equation, the negative sign indicates a downward 
force on the surface since the upward component of velocity 
was taken as positive. The amount and direction of the result- 
ant P are found from P x and P y . The resultant may be found 
directly by first finding the vector change in velocity, which in 
this case is jrector V - vector 7', or, in the vector diagram, 
V — 7' = A7. The resultant force P is then 


p _ Qw A7 


(19) 
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the direction being parallel to AY. This can now be divided into 
P x and P y if desired. 

The flat plate at right angles to a jet shown in Fig. 90 is a special 
case in which 6 is a right angle. The jet is 
divided equally by the plate so that the net 
change of momentum at right angles to the 
jet is zero. Parallel to the jet the change 
in velocity is Y and the force normal to the 
olate is 


p = ® wf ( 20 ) | 

Example. Two cubic feet of water per second are by a normll tot Jlat^ 
discharged from above into a tank. The jet is at an 
angle of 30 deg. with the horizontal and has a velocity of 50 ft. per sec. 
Find the components of force exerted by the jet on the tank if the latter is 
mqving horizontally toward the right at a velocity of 1 5 ft. per sec. 

Solution . — The mass having its momentum 
changed each second is 2 X 62.4/32.2 slugs. 
Then the change in vertical velocity is from 
25 ft. per sec. to zero and the vertical force 
on the tank is 





r\_ 7 ,> 


= - ^^’^ (25 — 0) = 1 3.9 lb. , downward 


The change in horizontal velocity is from 43.3 to 15 ft. per sec. and the 
horizontal force on the tank is 


2 X 62.4 
32. 


(43.3 - 15) = 

109.7 lb., toward the right 


60 ft. per sec, 
S2 


Example. — A 2-in. jet of water with a velocity 
of 60 ft. per sec. is deflected by a fixed curved 
plate as shown in the figure. What are the 
horizontal and vertical components of force on — j — 
the plate? \ 

Solution . — The area of the jet is 7r/144 sq. ft. 25° 

7T 62 4 \ 

Then the mass per second is X 60 X = \s ,, ‘ 



. *25.4 
60 ft per sec. 


2.54 slugs. The components of velocity on contacting and leaving the sur- 
face are as shown. Then the horizontal force is 


? 9 = 2.54[30 — (—54.4)] = 214 lb., toward the right 
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During the same time the vane moves from 0 to 1) with a velocity 
v, the distance being v M, and that part of t-ho jet which is 
deflected by the vane is the prism I)E having a. volume 

A(V — v)M. 

Letting Q' represent the rate at which the liquid overtakes the 
vane, then 

Q' A/ = A(V — v)St (25) 

and from Eqs. (24) and (25) 


q' = m:-* 


(26) 


The mass having its momentum changed by tin* single vane in 
unit time is Q'w/g. 

A series of vanes can be so arranged that the entire discharge 
of the jet is deflected by the vanes. The rate at which the liquid 
is being deflected is then Q, the total discharge of the jet. This 
is usually accomplished by vanes correctly spaced on the periph- 
ery of a wheel. 

62. Forces Exerted by Jets on Moving Vanes. In Fig. 95 
the vane has a velocity v in the same direction as the jet that is 
tangent to the vane at the point of contact. The jet strikes the 



Fig, 95. — Jet deflected by a moving vami. 


vane with a relative velocity of 7 — v and, assuming no friction 
along the surface, the relative velocity is constant in magnitude, 
being changed only in direction. The absolute velocity V’ 
of the jet leaving the vane is the vector sum of its velocity relative 
to the vane, (V — v), and v, the velocity of the vane. The addi- 
tion of this relative velocity and vane velocity to produce V' is 
indicated by the vector diagram of Fig. 95. From the geometry 
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of this figure the components of V' are VJ = v + (V - v ) cos 6 
and Vy = (V - v) sin 9. Substituting these components in 
Eqs. (15) and (16), in -which the forces on the deflecting surface 
are shown to be equal and opposite to the rate of change of 
momentum of the fluid, there results for the components of the 
total force on a series of vanes 

P X = ~{V -[v + (V -v) cos 0]} 


or 

QW (V - »)(1 - cos e) (27) 


and 

p = ——(7 — v) sin 
9 


(28) 


The force on a single vane is found by replacing the Q of Eqs. 
(27) and (28) with Q' = Q(V — v)/V from Eq. (26), with the 
result : 


P* 

Py 


Qw ( V — v) 2 

T v 


(1 — cos Q) 


Qw (F — v ) 2 

T 


sin 0 


(29) 

(30) 


63. Power Developed by a Series of Vanes. — In fche last 
article the force exerted in the direction of motion by a jet having 
velocity V on a series of vanes moving with velocity v was shown 
to be 

P. = - »)(1 - cos e) (31) 

The work done on the vanes by this force in 1 sec., that is, the 
power, is the product of the force and the distance traveled by 
the vane, or 

E ■ P x v = — w 2 )(l — cos 6) 

The value of 6 for maximum power is found by inspection to be 
180 deg. The proper velocity of the vane to produce maximum 
power for a given jet velocity may be found by equating dE/dv 
to zero. Thus 
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and 


— = 9: w i\‘ 2r)(! ro> th 0 

dv n 

v * (32) 


Then the power from a series 
when v = V/2 and 0 = ISO deg. 



(a) 

Fig. 00. — Vn.no velocity 


»i* vanes will bo a maximum 

Suppose an attempt is made 
r o r f 


i 



uo 

r liiuuiiimn }tftv\ r v. 


to realize both of these conditions, as in lug. Tin* velocity 


of the jet relative to the vane is 



V " v r, The final velocity 
of the water is then t ho veloc- 
ity r of tin* vain* toward the 
right plus ( T rt, the velocity 
of water relative to the vane, 
toward the left. This sum in 
sser o when v F/2 and all the 
kinetic energy will luive been re- 
moved. Tins is obviously im- 
practicable because no fluid can 
be discharged at zero velocity, 
In praet iee the angle* must 
he* made somewhat less than 
1K0 deg, as in Fig, hut the 
relation r V/2 eor res ponds 
closely to the usual working 
eonditions. If the jet is di- 


Fig. 97 . — Impulse wheel for a 30,000- 
hp. unit. ( Courtesy Allis-Chalmer* Mfn. 
Co.) 


videri evenly by flu* eusped 
vane of Fig, the* resultant 


transverse force is zero. 

The impulse wheel shown in Fig. 97 is an example of a series 
of cusped vanes. The speed of the wheel is such t ha t t ho velocity 
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of the buckets under normal operating conditions is nearly V/2. 
Then if N is the r.p.m. of the wheel and d the diameter of the 
bucket circle, the best speed is N = 30F/W. 

Example. — A jet of water having a velocity of 50 ft. per sec. discharges 
3 c.f.s. of water against a series of vanes. The vanes are moving with a 


velocity of 20 ft. per sec., as shown m 
there is no shock, that is, the water 
moves tangent to the vane. Compute 
angle 0, P x , P y and the horsepower 
and efficiency of the vanes. 

Solution . — Since this is a series of 
vanes, the quantity striking the 
vanes is the total 3 c.f.s. and the 
mass per second is 

3 X 62.4 4-32.2 = 5.81 slugs /sec. 

Now the velocity relation at impact 
is such that 

Velocity of water = velocity of vane 


the figure, and angle 6 is such that 



+ velocity of water relative to vane 


V = v -f u 

This condition is shown graphically by the vector diagram Imo. By simple 
trigonometry In = 43.30, mn - 23.30, no = 25, 

8 = tan -1 — = tan -1 = 47 deg. 
mn 23.30 

and u — 34.2 ft. per sec. If there is no loss, the relative velocity continues 
to be 34.2 ft. per sec. along the face of the vane, being changed only in direc- 
tion, and at the discharge end there is the vector relation 

T' = 9 + u' 

This condition is shown graphically by vector diag ram qrt and f rom this 

qa = 34.2 cos 10° = 33.7, rs = 5.94 and V' = VlSl 2 + EM* = 14.93. 

13 7 

The direction of V f is defined by /3 == tan"" 1 = 66°30'. 

The x- and ^-components of the initial velocity V and the final velocity 
V' can now be used to compute the forces. Then 

P x = 5.81 [43.3 - (-13.7)] = 331 lb. 

P v - 5.81[— 25 - (-5.94)] - -1111b. 

The work done by P x in 1 sec. is force times distance, or 331 X 20 = 6620 ft. 
lb. per sec. This can be checked by taking the difference between the kinetic 
energy of the water as it strikes and as it leaves the vanes. Thus 
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1 Qw.,. t 

Initial KE. per sec. = g— •» " 

_ 1 Qw . 

Final K.E. per sec. = ^ — 1 ~ : 

Work per sec. = initial K. 


Efficiency 


output 

input 


' 1 '^ 1 X ;■»()■ 7200 fl.l!,. 

X ! -l.ilH" 0 17 fl.lh. 
K. - iin.-il K.K liOI.'i t't.Ib. 


00 in 

7200 


\)l . 1 prr cent 


Problem 169. Suppose a single flat plnh* <0 be carried al a velocity of 
10 ft. per sec. toward a nozzle that is discharging 00 g.p.tm of water with u 
velocity of 30 ft. per sec. At what rate in gallons per minute dues the water 
strike the plate? What force is needed to carry the plate if it is normal to 
the jet? 

160. A vane curved through an arc of 60 deg. receives a tangential j H t) f 
water which has a velocity of .100 ft. per sec. The vane is moving in the 
same direction as the jet with a velocity of *10 ft . per sec. Kind t lu* absolute 
velocity of the water leaving the vane, the change in kinetic energy per 
pound of water and the angle through which the jH is deileeted. 

161. A series of vanes which arc. curved through an arc of 135 deg, in 
moving with a velocity of 50 ft. per sec. They receive 2 e.f.s. in a tangential 
jet which has a velocity of 120 ft. per see. What arc tin* forces parallel and 
normal to the axis of the jet? What power is developed. 

162. The cusped vanes on an impulse wheel an* curved through an arc of 
160 deg. The wheel is driven at its best speed, 2 10 r.p.m., by n 2 dm jet of 
water having a velocity of 300 ft. per nee. Compute tin* force on the vanes 
and the pow r er developed. 

163. For a single vane, what is the relation of vane velocity to jet velocity 
for maximum power? Use the method employed in deriving Kq. (32). 


64. Pressure on Pipe Bends. — The interior surface of a hand 
in a pipe line is subjected to a pressure due in part to t he normal 
pressure under which the line ope rail's and in part to t he fact that 
the direction of the momentum is changed. The body of fluid 
within a bend which turns through an angle of ll is shown in 
Fig. 98a. It is subjected to pressure forces on all sides, f lie force 
R being the resultant pressure force on the fluid at (he walls of 
the bend and the force pA on each end being the pressure force 
exerted by the adjacent fluid. For convenience, components of 
forces and velocities are taken parallel and normal to OH, the 
bisector of the angle 8. Then letting the applied force equal the 
change of momentum per second, and noting that then* is no net 
change of momentum normal to OB, 


R — 2 pA sin | 


2 Qu>. r . e 
1 sin 

g 2 
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or 

1 R = 2 pA sin | + ^F sin | (33) 

Z g Z 

If the bend is not supported in its plane in any other way, the 
force on it must be balanced by a tensile force T in the pipe line 
as shown in Fig. 986, in which R is the pressure force on the bend. 
The force T can be determined by again considering components 



Fig. 98. — Forces on a pipe bend. 

parallel to OB , using the value of R from Eq. (33) and writing 
'SFob = 0, whence 

orp . 6 73 0 - 0( A QwV\ 

2T sin ^ = R = 2 sin J 

and 

T = pA + QwV (34) 

It appears from this equation that T is independent of the angle 
and that any curvature, however small, of an unsupported line 
results in a tensile force. 
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65. Forces on Reducing Bends and Reducers. The pressure 
forces on the interior of a reducing bend can I »t* found by 
sidering the forces on the ]>ody of fluid within tlm bond. This 
body, shown in Fig. 99a, has pressure forms on the ends exerted 
by the adjacent fluid and a pressure force exerted by the side 
walls, the resultant of which is R. Suppose t he liquid to entrr 
the bend from the left with velocity J'j and to leave wit ha velocity 
F 2 at an inclination of 0. Then the original momentum is 
QwVi/g and the components of the final momentum arc 
(QwV 2 cos 6)/g and (QwV» sin 0)/g. 



Fig. 99.— Fomw on a rnduHtiK 

Equating the effective forces on the* fluid to the rnt«* of change 
of momentum and writing separate equations invoking the 
x- and ^-components gives 

fiAi — P'>A 2 cos 9 — lt x -- ^ (l’j ens 11 f,) (35) 

and 

—P 2 A 2 sin 9 + li v — ^ t'. sin II 

In these equations R x and R„ arc forces acting on the fluid and 
the forces acting on the bend are equal and opposite. Then 

solving for R x and R y , the forces on the bend in Fig yyh arc 
found to be " 

R x = - v 2 cos 6) + { Vl A l ~ Vt A t ,-us 9) (37) 
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By = (~ v 2 + M 2 ) sin e (38) 

In Eq. (37) a positive R x is a force toward the right on the bend 
and in Eq. (38) a positive R y is a downward force on the bend. 

The equation for the case of a simple reducer with no bend, 
such as shown in Fig. 100, is readily obtained by letting the angle 
6 be zero in Eq. (37). Then 

R x = %(Vi - Vt) + (Mi - M 2 ) (39) 

The force on the reducer will always act toward the smaller end. 
Thus the force on a nozzle placed on 
the end of straight line of pipe or 
hose is always such as to pull on the 
line and place it in tension. This 
can be readily seen without the aid 
of Eq. (39) by inspection of the internal and external pressures 
on the nozzle. 

Problem 164. What is the tensile force in a 6-in. pipe line caused by an 
unsupported 90-deg. bend if it is under a pressure of 40 lb. per sq. in. (a) 
if there is no flow, ( b ) if the flow of water is 10 c.f.s.? 

166. The end of a horizontal 12-in. pipe is fitted with a tube which diverges 
gradually to 18 in. in diameter. It discharges 20 c.f.s. of water into the 
atmosphere. Determine by inspection of the pressures the direction of the 
force on the end of the 12-in. pipe. Compute the amount of this force. 

166. A 60-deg. bend reduces a pipe line from 12 to 6 in. The pressure in 
the 12-in. line is 25 lb. per sq. in. when the flow is 10 c.f.s. Find the force 
in the bend parallel and normal to the 12-in. line. Does this force change 
if the direction of flow is reversed, the pressure in the 12-in. line being 
unchanged and losses being neglected? 

66. Work Done in a Rotating Channel. — Figure 101 represents 
a rotating channel such as one of the water passages in a reaction 
turbine. It is rotating about an axis through 0 with an angular 
velocity so that the velocities of point 1, the entrance end, 
and point 2, the exit, are Ui = icr 1 and = cor 2 , respectively. 
Water is caused to enter at the outer end with an absolute velocity 
of V 1 and a velocity relative to the channel of v\. By maintaining 
the proper relation between V 1 , ui and the angle ai, the velocity Vi 
is in the direction of the tube. A similar situation prevails at 
point 2 where the absolute and relative velocities are F 2 and # 2 , 



Fig. 100. — Pipe reducer. 
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respectively. At points 1 and 2 or at any point in tin* chaund 
the absolute velocity of the water is the vector sum of a, the 
velocity of the vane, and v, the velocity relative to the vniue 
that is, V = % + v as indicated by the vendor diagrams at points 
^ 1 and 2. 

I \ The tangential nmiponcnj.s of y x 

I \ mid ^*2 ere V j eos on and r 2 ms « 2 
iln< l the corresponding tangential 
components of momentum of the 

discharge Q are ^ T, cos ai and 
(ho . , 

' V •» COS nC>. 

{J 

It is known that the torque f 
applied to a rotating mass is equal 
to the rate of change of angular 
momentum, or rate of change of 
moment, of momentum, of the mass. 

I he moment of momentum is the 
product of tin* tangential component 
of momentum and the radius. Tint 
radial component has no moment. 

Fig. 101. — Velocity diagram for a TI " !n ^ «t 

rotating channel. points 1 and 2 are '“{Vi cos cu)h 

A Qw ** 

and ^ (F 2 cos a 2 )r 2 . The applied torque on t he (dmnnel is then 

T = ^(V 1 COS ai ) ri -^(r,M,,s ( , (40) 

rt^T k ? 0 u e -x y a t0rqufi is th< ‘ «»f Ui«* t.irqm* ami hii K 1o 

nel J" *** * * **» 

Work per lb. . g . i[(F, „„ _ (r , 

rfroteTSrfi T!' 1 , ° f v> u "' !»'r pound 

may be ’.nttn L ““ '• » 
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hi = ~[(Ti cos cn)ui — (F 2 cos <* 2 )^ 2 ] (42) 

Bernoulli’s equation for points 1 and 2, corrected for the 
energy lost and for the work done by the water on the channel, is 


F1 2 pi 

2 g ^ w 


~ + 22 + fa + hi (43) 


From, the vector diagrams 

F1 2 = u± 2 + Vi 2 + 2u\Vi cos jh 

V 2 2 ==: u 2 2 + ^2 2 “4" 2w 2 ^2 COS @2 

and 

Fi cos ai = wi + Vi cos /?i 

F 2 COS (22 = ^2 + V% COS P 2 

Equation (43), after substituting the value of hi from Eq. 
(42), inserting the above values of F 2 and F cos a and simplifying, 
becomes 


, Pi 

2 9 ^ w 


1 P2 , , 

¥ + » + ,+ 


(44) 


In this form it is known as Bernoulli’s equation for rotating 
channels. The expression (u{* — u^)j2g is commonly called the 
centrifugal head. 


General Problems 

167 . A series of vanes of the form shown in Fig. 966 have cross sections 
which curve through an arc of 135 deg. on one side of the cusp and 170 deg. 
on the other side. What is the axial thrust on the wheel having these vanes 
if it is driven at best speed by a jet of water of 2 c.f.s. having a velocity of 
300 ft. per sec. ? 

168 . The tank of Fig. 102 is discharging 3 c.f.s. 
of water at a velocity of 16 ft. per sec. Neglecting 
friction, what force is required to keep the tank at 
rest? 

169 . If the tank of Fig. 102 is discharging 3 c.f.s. 
of water at a velocity relative to the tank of 16 ft. 
per sec. and if it is moving toward the left with a 
uniform velocity of 6 ft. per sec., what is the force 
on the car? What is the head h, neglecting losses? 

170 . A nozzle discharges 3 c.f.s. at a velocity of 100 ft. per sec. and the 
jet impinges tangentially on vanes which curve through an arc of 120 deg. 
The vanes have a velocity of 40 ft. per sec. parallel to the jet. Compute the 



Fig. 102. 
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absolute velocity of the wafer leaving the vanes, the toive:, parallel and 
normal to the jet, the change in kinetic energy <>l 1 1!>. id waierami the power 
developed. 

171 . A jet of water of 200 g.p.m. with a veined \ uf 10 it, per see. .strikes 
a series of varies as slum n if* Fig, 103 anti leaves 
tilu‘in with an ab.-nlat** \»4«»eity nf 20 ft, per 
sec. in the tlireetioii .hewn, What forces 
parallel and normal to tie* jet an* noting , m the 
vanes? What power i'< > <le\ eloped? 

172. A boat is prnprlh*d at a p<u*d of |fj 
m.p.li. by a pump whndt take* m water and 
discharges it at the rate of it) el. through a 
(>-in. pipe at the . >4 mm \\ bat propelling force 

is exerted on the boat? Compute the work 
per second done on the boat, the kmetje energy 
in the water discharged each second and the eiHcieiiey of tie* propelling 
system, assuming the pump to be 100 per cent etfiramf. 

173 . A body shown in Fig. 104 is moved toward the jet of water withu 
velocity of 20 ft. per sec. The jet 1ms a dis- 
charge of 1 c.f.s. at a velocity of 00 ft. per see. 

Find the power required to move the body and 
the absolute velocity of the water as it leaves. 

174 . A jet of wafer of 3 c.f.s. at a velocity of — ~ 

100 ft. per see. strikes a series of vanes as in Fig. 

105. The relative velocity of the jet is tangent 
to the moving vanes. Find the angle «, I he work 
done per second and the efficiency. What is the 
force normal to v, the velocity of the vain 1 ? 

175 . A horizontal 12-in. pipe bends 00° into a horizontal thin. line, ff the 
pressure in the 12-in. line is maintained at 20 lb. per m*. in., what force is 
required to support the bend against the action of the water ittt when there 
is no flow, ( b ) when flow is at. (he rate of 10 c.f.s.? 




176 . In a machine having pannage* similar to that shown in Fig. 101, 
7i = 30 ft. per sec., n = 1.5 ft., n - 0.75 ft., ! .5,',. 30 deg., 

Vl = mi , ft = 90 deg., p, = 15 lb. per sq. in. ami Q ~ 50 e.f.s. Find ft, Vi, 
Mi, a, ut, V h pj, torque and power developed. Assume head lost t <> be i).2i/,»/2 g. 
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DYNAMIC LIFT AND PROPULSION 

67. The Theory of Lift. — When the resistance or force pro- 
duced by the motion of a body through a mass of fluid is dis- 
cussed, it seems natural to think of this force as acting in such a 
way as to oppose the motion of the body. There are, however, a 
number of important cases where not only is such a resistance 
produced but where, in addition, the complete reaction of the 
fluid on the body has a component in the direction normal to 
that of the motion. Usually the component opposing the motion 
is referred to as the drag, while the cross-stream component is 
called the lift, even though it may not always be acting vertically 
upward. As examples of bodies which produce both of these 
force components, there are the rotating cylinder or sphere, the 
vanes of a turbine wheel, the sails of a ship and the wings of an 
airplane. 

If the flow around a body is known in complete detail, so that 
the velocity at any point on the surface can be determined, the 
lift and drag components of the resultant force can be calculated 
by using Bernoulli’s theorem to determine the corresponding 
pressures and then summing up the proper components of the 
elementary forces which they produce over the entire surface. 
Another method which is particularly suitable in some cases is 
to consider the time rate of change of momentum of the flow in 
the direction of the desired force component. Both of these 
methods will be employed in the discussions that follow. 

Problem 177. A body placed in a uniform stream of air develops a 
resultant force of 75 lb. acting upward and toward tlie left at an angle of 
85 deg. with the horizontal. What are the lift and drag components (a) 
when the stream of air is flowing horizontally and toward the left, ( b ) when 
it is flowing toward the left, and upward at an angle of 10 deg. with 
the horizontal? 

68. The Magnus Effect on Rotating Cylinders. — It was first 
demonstrated experimentally by Magnus, in 1852, that, if a 
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circular cylinder is rotated about its axis and at the same time is 
caused to move forward through a mass of fluid, a cross-wind 
force or lift is produced. The same; result is obtained if the 
rotating cylinder is placed in a stream of fluid which moves with 
a uniform velocity at a great distance from the cylinder, the 
relative motion with respect to the body being the same in both 
cases. An estimate of the magnitude of this lifting force can be 
made if it is assumed that the cylinder is infinitely long in the 
direction of its axis so that the flow patterns in any two planes 
perpendicular to that axis are identical. Such a flow is said to 
be two-dimensional since all the velocity vectors representing 
the flow in any one of these perpendicular planes lie entirely in 
that plane and there are no lateral components. 



Fig. 106. — Streamlines for two-dimensional flow past a circular cylinder. 

It is well known in the field of classical hydrodynamics that 
the flow of a uniform stream of fluid past a nonrolaling circular 
cylinder gives rise to a system of streamlines, as shown in Fig. 
106. The velocity at any point on the surface of the cylinder is 
found in classical hydrodynamics to be 

V 8 = 2Vq sin d (1) 

where V 0 is the velocity of the stream far ahead of the cylinder 
and 6 is the polar angle that determines the position of the point 
on the circumference for which the local velocity is to be com- 
puted. The flow illustrated in Fig. 106 is represented by Eq. 
(1), and is set up so that its general direction is from right to left. 
The complete development of this flow pattern and the determi- 
nation of the value of the velocity at any point are problems 
which are outside the scope of this work. 

Now, if the pressure in the undisturbed stream is represented 
by po and that at a point on the cylinder by p, an application of 
Bernoulli s theorem to these two points shows at once that 
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V = Vo + §(F 0 2 - TV) = Po + ^(1 - 4 sin 2 6) (2) 

Differences in elevation between the two points considered have 
been neglected. The pressure difference p ~ p o may be expres- 



Fig. 107. — Theoretical pressure distribution on a circular cylinder. 

sed as a ratio to p7 0 2 /2 , the dynamic pressure of the undisturbed 
stream, for from Eq. (2) this ratio is readily found to be 

= 1-4 sin 2 6 (3) 

pV 


The nature of the pressure distribution on the surface of the 
cylinder is shown in Fig. 107, in which the values given by Eq. (3) 
have been plotted along the radii corresponding to the different 
values of 6. The boundary of the cylinder has been taken as 
the line of zero pressure difference and all the values are plotted 
radially outward, whether positive or negative. The regions 
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of positive pressure are shaded, while the negative values occur 
in the unshaded areas. It is evident at once that, because of the 
complete symmetry of this diagram, there', can be no resultant 
force in either the direction parallel to or peipendieulm to that 
of the undisturbed stream; that is, both the lift and drag are 
equal to zero. 

If the cylinder shown in Fig. 106 is supposed to be located in a 
mass of fluid which is completely at rest and if an agency is 
provided whereby the cylinder may be rotated about its axis, a 
circulatory flow such as that shown in Fig. 108 will be produced. 
In order to establish such a flow in a real fluid, it is necessary to 

consider the action of viscosity 
between the cylinder surface and 
the layers of fluid adjacent to it, 
but, once the flow is fully developed, 
it may be considered as though it 
were taking place in a nonviscous 
fluid. It is to be expected that the 
velocities produced in the fluid by 
the rotation of the cylinder will 
vary inversely as the distance from 
the center; that is, 

Fig. 108. — Circulatory flow p 

around a rotating circular y __ . m 

cylinder. 2 XT ^ 



where V is a constant, r is the radius drawn to the point in ques- 
tion and 7 is the velocity perpendicular to that line. Thus, if 
the radius of the cylinder is represented by a, the peripheral 
velocity on its circumference is 




r 

2ira 


( 5 ) 


The case of a cylinder rotating in a stream of moving fluid 
may now be considered as a combination of the two flows previ- 
ously discussed. The resulting flow pattern is of the character 
shown in Fig. 109a, while the velocity on the circumference is 
now the sum of the values given by Eqs. (1) and (5), so that 

V = 2Vo sin e + ~ 


(6) 
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There is obviously an increase in velocity above the upper surface 
and a decrease below the lower. The pressures in these regions 
will therefore be lower and higher, respectively, than their values 
for the case of no rotation. Hence it is to be expected that there 
will be a force acting on the cylinder in the direction normal to 
that of the undisturbed stream. If this force or lift is represented 
by L for a unit length of the cylinder in the direction of its axis, 




then, as shown in Fig. 1096, the lift dL on an element of area a dti 
is —padd sin 8. The total lift is 

L — d$ sin 6 (7) 

The value of the pressure p may be obtained by using Bernoulli's 
theorem as in the previous example. With the introduction of 
the value of the local velocity obtained from Eq. (6), the result is 

P = Po + pV ° - £( 2 To sin 9 + 

When this expression is substituted in Eq. (7) and the integration 
is carried out, the value of the lift force is found to be 

L = pTV o 


( 8 ) 
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A similar evaluation of the drag force shows it to be zero, a 
result which might be expected from the symmetry of the flow 
about the vertical axis. 

Example— A cylinder 4.2 ft. in diameter roi.nt.as about its axis in an air- 
stream having a velocity of 80 m.p.h. It develops a lift of •!"> lb. per ft. of 
length. Determine the rotational speed and the location of the stagnation 
points, assuming that the flow conforms with the perfect-fluid theory. 
Solution.— 1 The lift per unit length is 

L — pFKo 

from which 

r = Wo 


Assuming the air to be of standard density, 


r - 45 

0.002378 X (80 X 8 %o) 


161.3 ft. 2 /seo. 


From Eq. (5), T = 2t aV P , where V v is the peripheral speed of the cylinder. 
Also V P = 2maN / 60, N being r.p.m. Hence, in terms of the diameter d, 


from which 


ir'WN 

00 


N = 


eor 


60 X 101.3 
(3.14 X 4.2)= 


1)0.7 r.p.m. 


When 7 = 0, the value of sin d from Eq. (6) is 


Direction of stream sin 0 = 1 

— 3 47ra7o 

_o nqoi 

4 X 3.14 X 2.1 X 1 17.2 

6 = sin -1 (-0.0521) = -3° or 183° 

Problem 178. At what points on the surface of 
Fig. 110. the circular cylinder shown in Fig. 106 is the pressure 

difference p — p 0 equal to zero? What are the 
maximum and minimum values of the pressure difference and at what 
points are they found? 

179. A circular cylinder 2 ft. in diameter is rotated about, its axis in a mass 
of fluid initially at rest. If the velocity at a point 3 ft. from the surface is 
15 ft. per sec., what is the peripheral speed of the surface of the cylinder? 

180. What values of 6 (see Fig. 109) determine the location of the stag- 
nation points of the flow of a uniform stream past a rotating circular cylin- 
der? What is the value of the speed ratio V p /Va when these points coincide? 

181. A cylinder of elliptical cross section is placed in a uniform stream of 
fluid, as shown in Fig. 110. The difference in pressure between point B and 
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the undisturbed stream is —0.47 lb. per sq. in. Determine the magnitude 
and direction of the components of this pressure acting parallel to the lift 
and drag axes of the cylinder. 

69. The Circulation. — It will be noted that the constant 
F appears in the expression for the lift force acting on the rotating 
cylinder. It is now necessary to investigate the physical signifi- 
cance of this quantity. The value of T may be determined from 
Eq. (5) for the velocity due to the circulatory flow, as 

T = 2waV p (9) 

This quantity is therefore equal to the product of the peripheral 
velocity of the cylinder and its circumference, and is known as 
the circulation. In its most general form, the circulation around 
a closed curve is defined as the integral of the product of the 
tangential component of velocity multiplied by the corresponding 
elements of length of the path. Hence 

r = fv cos ( V,ds)ds (10) 

in which ( V,ds ) denotes the angle between the velocity and the 
tangent to the curve. This definition is analogous to that of 
work, for, if the velocity vector is replaced by a force and the 

element ds is considered as a displacement of a mass particle, 

then Eq. (10) would be equivalent to the general definition of 
work in mechanics. The value of the lift per unit length of the 
circular cylinder, as given by Eq. (8), may now be said to be 
equal to the product of the density of the fluid, the circulation 
around the cylinder and the velocity of the stream far ahead of 
it. This relationship is known as the Kutta-Joukowski theorem 
and will later be shown to be true for a cylinder of any cross 
section, provided there is a circulation T around it. 

70. The Lift Coefficient. — If the value of the circulation 
around the circular cylinder is determined on the basis of Eq. (9), 
then from Eq. (8) the expression for the lift force per unit of 
length may be written as 

L = 27rpdVpV o (11) 

Following aeronautical practice, it is convenient to express this 
force in terms of the lift coefficient C Lj that is, 

r _ p PV o 2 q 

Jb — L — Q— 


( 12 ) 
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where S represents a characteristic area of t,ho body. For bodies 
which produce a lift force, this area is usually taken as that of 
the projection of the body on a plane normal to the direction 
of the lift vector. It should be noted here that the lift force is 
always taken as perpendicular to the direction of the velocity 
of the undisturbed stream far ahead of the body. From Eq. (12) 
it is apparent that the lift coefficient has the value 


Cl = 



(13) 


so that it may be regarded as the ratio between the a (dual lift 
on the body and the force that would be produced if the dynamic 
pressure of the stream acted at every point of its proje< ted area. 

In the case of the rotating cylinder, the area S for a span of 
unit length is numerically equal to the diameter 2a, so that the 
lift coefficient is 


/ 7 2T P aV p Vo r>_ 1 1> A\ 

Cl _ - 2^- (14) 

T~ ' 

Thus, the lift coefficient is directly proportional to the ratio of 
the peripheral and forward speeds of the cylinder, this theoretical 
result being shown in graphical form in Fig. 111. 

It is now of interest to compare the theoretical value for C h 
given by Eq. (14) with the results obtained experimentally. 
In order to duplicate experimentally the conditions that have 
been set up in the theoretical development, it is necessary to 
find some way of obtaining a two-dimensional flow, since it is, 
of course, impractical to make the cylinder of infinite length. 
This has been accomplished with good success by attaching 
plates in the form of circular disks to the ends of the cylinder so 
as to eliminate as far as possible any lateral flow that would 
otherwise take place in these regions. 

Tests have been made in this way in an airstream by Aekeret, 1 
and his results are shown by the experimental curve in Fig. 111. 
The agreement is not at all satisfactory, the principal reason 

1 Muller, W., “Mathematische Stromungslehre,” p. 118. Julius 
Springer, Berlin, 1928. 
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for the discrepancy being that the theoretical value of the 
circulation is not developed in the actual flow. For the values 
of Vp/V o between zero and unity, it appears that there is an 
appreciable lag in the transfer of the circulatory motion from the 
cylinder to the surrounding fluid. In the range from V p /V 0 = 1 
to about 3, the lift coefficient increases in approximately a linear 
manner but the rate is considerably less than the theoretical 
value of 27 r. Beyond F p /F 0 — 3, the rate of increase of C L 
becomes considerably less and, while the experimental curve 
shown does not give a definite maximum value, it appears that a 
value of C L between 9 and 10 is the highest obtainable and would 



Fig. 111. — Variation of lift coefficient with speed ratio for a rotating cylinder. 

correspond to a speed ratio between 4 and 5. In general, it can 
be said that all these differences are due directly or otherwise to 
the effects of the viscosity. In spite of the fact that there are 
large differences between theory and experiment, it should not be 
considered that the theory is entirely worthless, because it does 
give a satisfactory explanation of the general nature of the flow 
and presents a good qualitative representation of it. 


Problem 182. A cylinder 2 ft. in diameter is rotating about its axis at 
120 r.p.m. in an airstream having a velocity far ahead of the cylinder of 
25 m.p.h. What are the values of the lift per foot of length of the cylinder 
and the theoretical lift coefficient? 

(p ~ Po) 


183. Determine the values of 


pFo 2 / 2 


for points on the surface of a cir- 


cular cylinder rotating in a uniform stream when the speed ratio V v /Vq 
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is 1.5. Take values of 6 in increments of 10 dog. and plot t ho results in the 
manner used in Fig. 107. 

184 . What is the lift coefficient for a rotating cylinder 0 in. in diameter 
if the lift force on it is 400 lb. per ft. of length when it. is moving through 
water with a velocity of 20 ft. per sec.? What- is its rotational speed in 
r.p.m., assuming the Kutta-Joukowski theorem holds t 

185 . A cylinder 1.5 ft. in diameter is rotated at 250 r.p.m. in an airstream 
having a velocity of 100 m.p.h. and develops an actual lift of IS lb. per ft. of 
length. What is the ratio between the actual and theoretical lifts? 

71. The Lifting Vane. — There are bodies, such as airplane 
wings, which are capable of producing a lift, force when moved 
through a mass of fluid. Such bodies may be considered under 
the general classification of lifting vanes and it is now proposed 


^ Leading edge 



Angie of 

atfack Direction of stream 
Fig. 112. — Cross section of a typical lifting vane. 


to discuss the theory of lift as applied to bodies of this kind. As 
in the case of the rotating cylinder, the lifting vane will bo 
considered as a cylinder of infinite length placed in a stream of 
fluid perpendicular to the generators of the cylinder. A typical 
cross section of such a vane is shown in Fig. 112. In determining 
the shape of the section, some arbitrary line, usually drawn 
tangent to the undersurface and through the rear edge, is chosen 
as a base line. The projection of the vane section on the base 
line is known as the chord, and the base line is frequently referred 
to as the chord line. The inclination of the section is used in 
evaluating the forces acting on it and is determined by the value 
of the angle between the chord line and the direction of the 
undisturbed stream of fluid. This angle is called the angle of 
attack. The forward or nose portion of the section is willed the 
leading edge, while the rear portion, which is frequently sharp, is 
known as the trailing edge. 

In developing an expression for the lift force acting on this 
cylinder, it is convenient to consider first a row consisting of an 
infinite number of such blades or vanes of identical shape, as 
shown in Fig. 113. These vanes are placed at the same angle 
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of attack, with the forward edges on a line MN perpendicular 
to the direction of the stream of fluid and uniformly spaced along 
the row at a distance A apart. With this arrangement the flow 
pattern will repeat itself periodically, the distance between cor- 
responding streamlines being equal to the blade spacing. The 
lines AB and CD are to be regarded as two such streamlines, the 
lines AC and BD being drawn parallel to MN. The average 
velocities over the lines AC and BD are represented by IT and 

M 



V 2) respectively, their components in the direction perpendicular 
to MN being u x and u 2 , while those parallel to MN are v x and v«. 
The corresponding average pressures are p x and p 2 . 

It is now proposed to study the relationships between the 
various forces acting on the fluid enclosed within the area ABDC, 
a slice of unit thickness in the direction normal to the cylinder 
generators being selected for this purpose. In considering those 
components acting parallel to MN, upward forces and velocities 
will be treated as positive. There are no forces acting in this 
direction on the ends AC and BD, and any forces due to pressures 
acting on the streamlines AB and CD will exactly balance 
because of their identical shape. There is no flow across the 
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streamlines AB and CD, but there is a flow through ends AC and 
BD which involves a change in momentum. The mass of fluid 
entering the space ABDC in unit time through the face AC is 

m = phui 

and the vertical component of its momentum, in the upward 
direction, is 

Mi = phuiv i 

Considering the flow to be steady, the same mass must leave 
through the face BD and its vertical momentum is 

Mi = phuiv 2 

The density is considered constant throughout. The force re- 
quired to produce the change in momentum of the fluid is 

M 2 — Mi = phui(v 2 — vi) 

and the force L on the vane is 

L — M 2 = phui(v i — v 2 ) (15) 

For the direction perpendicular to MN, the change in momen- 
tum of the fluid in unit time is 

M4 — Mi = phui(u 2 — Ul) 

But in order to satisfy the condition of continuity, 

hui = hu 2 or ui = u 2 

and this change in momentum is therefore equal to zero. The 
force due to differences in pressure on the ends of the area acting 
in the directions u x and u% is A(p x — p 2 ). Since the change of 
momentum in this direction is zero, the total force on the body 
ABDC in this direction is also zero. Then the pressure force 
must be equal and opposite to the force exerted by the vane. 
The force or drag on the vane is 


D = A(p i - p 2 ) 

According to Bernoulli's equation, 


Vi + 


pVi* 

9 


= P2 + 


pTY 


9 
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and, on introducing the components of the resultant velocities 
and noting that u\ — u 2} this relation may be put in the form 

Pl - Pi = |(> 2 2 ~ Vl 2 ) 

Thus the drag is 

D = - Vl 2 ) (16) 

In the case of the rotating cylinder, it was found that the 
circulation around the cylinder was of considerable importance 
in the determination of the value of the lift force. It is now 
proposed to determine if such a relationship exists for the lifting 
vane. If a positive circulation around the area ABDC is taken 
in the counterclockwise direction, then 

T = h(v i - Vi) (17) 

and the substitution of this value in Eqs. (15) and (16) leads 
to the results 

L = pTu x (18) 

D = — pr fr - L± - ^ (19) 

In order to determine the values of these force components 
for a single blade acting independently, the spacing between the 
blades is increased indefinitely, the blade within the area ABDC 
being fixed in position. At the same time the end sections AC 
and BD are moved infinite distances ahead of and behind the 
vane. During this process the circulation is to be kept constant ; 
it follows at once from Eq. (17) that, if h approaches infinity, 
then in the limit 

Vi — v% = 0 or Vi = V 2 

But at an infinite distance ahead of the vane the stream is per- 
pendicular to the line MN so that v h and therefore v 2 , must be 
equal to zero. After this limiting process is carried out, there 
remains only a single blade immersed in an infinite stream of 
fluid and having a circulation Y around it. If the velocity of 
the stream at infinity is represented by V 0j then the force com- 
ponents acting on this blade are 

L = P r7 0 


( 20 ) 
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and 

D = 0 (21) 

It will be noted that these results are identical with those obtained 
for the rotating cylinder. Thus, in its general form, the Kutta- 
Joukowski theorem states that, for an infinitely long cylinder of 
any cross section having a circulation V around it, the lift force 
per unit of length, measured perpendicular to the undisturbed 
stream, is given by Eq. (20). As in the case of the rotating 
cylinder, the circulation around a lifting vane produces an 
increase in the velocity on the upper surface and a decrease in 
the velocity on the lower surface as compared with the values 
that would exist if there were no circulation. The application of 
Bernoulli’s theorem shows at once that there must be a suction 
on top of the vane and an increase in pressure underneath it. 
The lift force may be regarded as the resultant of the upward 
components of these pressures. 

The theoretical result that the drag force or resistance to 
motion is equal to zero is an example of the so-called paradox of 
D’Alembert and is, of course, contrary to observed facts. This 
paradox results from the facts that no consideration has been 
given the effects of viscosity in producing skin-friction forces 
over the surface of the vane and also that the flow is assumed 
to be streamline in character throughout and without any forma- 
tion of wake or eddies behind the body. Actual lifting vanes, 
such as airplane wings, are of finite span and there is an additional 
source of drag in the flow that is produced at the tips. This 
problem of the so-called induced drag will be discussed in Chap. 
XII. 

72. The Development of Circulation.— In the study of the 
dynamics of the rotating cylinder, it was not difficult to explain 
how the circulation in the surrounding fluid was produced. The 
rotational motion of the periphery of the cylinder and the actual 
viscosity of all real fluids are the conditions responsible for the 
development of the circulation in this case. In the case of a 
lifting vane, the production of circulation is a much more com- 
plicated process and requires more detailed study. The explana- 
tion presented here is essentially that given first by Prandtl. 1 

1 Prandtl, L., Applications of Modern Hydrodynamics to Aeronautics, 
NACA Tech. Rept. 116. 
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In the classical hydrodynamics of nonviscous incompressible 
fluids, it is demonstrated that, for any curve drawn in a body of 
fluid so as to consist always of the same fluid particles, the 
circulation along that curve remains constant with time. On the 
basis of this statement, which is known as Thomson's theorem, 
it would appear that, if a body of fluid is initially at rest and is 
to be made to flow past a lifting vane, then no circulation can be 
developed because of the fact that its value was initially zero and 
must remain constant with time. There is a theoretical flow 
which satisfies these conditions and there are also indications 
obtained from visual studies of actual flows that in the early stages 
of its development the flow is of this type, that is, without circula- 
tion. However, the theory also shows that, for a lifting vane 
set at an inclination so that the lift is different from zero, the 
velocity at the rear edge of the vane tends to become infinite. 
Such a velocity could not exist in nature; in the actual flow, differ- 
ences from the theoretical pattern of streamlines are first noted 
in the neighborhood of the rear edge. It is found that the layers 
of fluid which pass over the upper and lower surfaces of the vane 
meet at the trailing edge with slightly different velocities, with 
the result that at first a so-called surface of discontinuity is 
formed, across which there is a sudden variation in the magnitude 
of the velocity. Such a surface is inherently unstable and very 
quickly rolls up into an eddy or vortex, which is a type of cir- 
culatory flow that is accompanied by a circulation. The details 
of the process by which the surface of discontinuity and the subse- 
quent eddies are formed will be discussed more completely in 
the chapter that follows. 

The eddy generated at the rear edge of the vane increases in 
strength until the circulation accompanying it reaches a value 
which produces a finite velocity at the trailing edge of the vane. 
The flow is then fully developed and steady conditions prevail 
if no alteration is made in the velocity of the main stream or in 
the position of the vane. The generation of this so-called starting 
vortex is accompanied by the production around the wing itself 
of a countercirculation whose strength is equal but opposite to 
that produced by the eddy. For a curve surrounding the entire 
system of wing and starting vortex, the total circulation in equal 
to zero in accordance with Thomson's theorem. A stage in the 
development of this flow is shown in Fig. 114. 
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In the actual flow, the eddy, after reaching the proper strength, 
breaks away from the airfoil and moves downstream with the 
general fluid motion, leaving behind only the circulation around 
the vane. Thus the starting eddy is of significance only in 
explaining how the circulation around the vane originates; once 
the circulation is fully developed, only its final value need be 
considered in computing the lift force acting on the vane. 

73. The Lift Coefficient for the Lifting Vane. — The theoretical 
determination of the value of the circulation around a lifting 
vane which will lead to the proper adjustment of the velocities 
at the rear edge of the vane is a problem of too advanced a nature 
to consider here. The basis of the method involves the use of a 



Fig. 114. — Development of circulation around a lifting vane. 

conformal transformation of the circular section with its accom- 
panying translatory and circulatory flows into a shape suitable 
for a lifting vane. The application of this method requires a 
rather extensive use of the theory of functions of complex vari- 
ables and only the final results can be presented in this text. 
For a lifting vane whose chord is l, the theory shows that finite 
velocities will be maintained at the rear edge if the circulation 
around the vane has the value 

r = tIVo sin ao (22) 

In this expression a 0 denotes the inclination or angle of attack 
of the section referred to the direction of the undisturbed stream 
and measured from the zero lift axis. This axis is ordinarily 
drawn as a line through the rear edge of the section parallel to 
the direction of the fluid stream when the lift force is equal to 
zero. In practice it is frequently more convenient to measure 
the angles of attack from the chord line rather than the zero lift 
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axis, so that, if /3 represents the angle between these two lines as 
shown in Fig. 115, then 

ao =: ol -j- /3 (23) 

a being the angle between the chord line and the velocity vecter. 
Thus the circulation may also be expressed in the form 

F = ttIVq sin ( a + IS) (24) 


The substitution of the values in Eqs. (22) and (24) for F in 
Eq. (20) for L gives 

L = irplVo 2 sin a 0 

and 

L = irplVo 2 sin ( a 4- 

The lift coefficient is now de- ^ Direction of flow 

fined as for the rotating cylinder, attack for a lifting vane, 

the area employed being the 

product of the chord and a unit distance in the direction of 
the length of the vane. Thus the value of C L is 



Cl -jr-z = 27 r sin a 0 
pro 2 


(26a) 


or, in terms of a, 


C L = 2tt sin (a + /S) (26 6) 

Comparison of the theoretical values of the lift coefficient 
with those found experimentally shows that the theory is valid 
only for a small range of angles above and below the zero lift 
position. For most sections this range varies from about 
±10 to ±20 deg., so that it is usually permissible to consider the 
sines of the angles involved in Eqs. (26a) and (266) as equal to 
the angles themselves when measured in radians. The lift 
coefficient may then be expressed in the approximate forms 

C L — 27rao (27 a) 


and 


Cl = 2ir(a T" /3) 


(276) 
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It thus appears that for a small range of values, at. leas) the lift 
coefficient is a linear function of the angle of a (lack. If i,s equal 
to zero when a = — j8. Experimental tests have been carried 
out in which the condition of two-dimensional How in planes 
normal to the length of the vane was maintained. The results 1 



Fig. 116.— Theoretical and experimental curves of I',, versus <* fur n Jonkowslti- 
type lift, ing vnno of infinite leiiRlli. 

for a vane known as the Joukowsld type are shown in Kig III) 
The agreement here is much better than that ol,(aine<l in the, 
ease of the rotating cylinder, but it still halves something to be 
desired. The two values of the angle of zero lift, are reasonably 
close, while the experimentally determined slope of t he curve is 

'** "■ .w— H 
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somewhat less than the theoretical value. The most noticeable 
difference is found for angles beyond 10 deg., at which the 
experimental curve shows a maximum while the theoretical one 
continues on upward as a sine curve [see Eq. (266)] and would 
have a maximum value at an angle of 90 degrees. The condition 
that is responsible for the falling off of the lift in the actual case 
is known as burbling or stalling of the flow and involves the 
separation of the fluid from the upper surface of the vane and the 
formation of a strong eddying wake behind it. Thus the flow no 
longer is of the streamline character assumed in the theory and 
as a consequence the results cannot be considered as at all 
satisfactory beyond the position for which this’ burbling phe- 
nomenon begins. The detailed nature of the mechanism of 
separation can be explained only by considering the effects of 
viscosity and its discussion will therefore be postponed to 
Chap. XII, in which problems of skin friction and resistance in 
general are treated. 

The difference between the theoretical and experimental 
values of the lift curve slope is due to the fact that the vane does 
not operate at the full theoretical efficiency in the production of 
circulation. Experimental data are available which indicate 
that the lift force is properly given by Eq. (20) if T is also deter- 
mined from experimental measurements of the velocity field 
around the vane. The expressions for the lift coefficient are 
more nearly correct when written in the forms 

C L = 2wkao (28 a) 

and 

C h = 2 wk(a + 0) (286) 

where k is an efficiency factor which for usual vane sections has 
a value of approximately 0.885. Those last equations are, of 
course, valid only for angles ol attack below the stalling position. 

Example.— An airplane weighing 4500 lb. has a wing area of 21.0 sq. ft. 
and a span, of 35 ft. Determine its lift coefficient when flying horizontally 
at 185 m.p.h. in air of standard density. Compute the theoretical values of 
the circulation and the angle of attack measured from the zero lift axis. 

Solution . — In level flight the weight is equal to the total lift; hence 
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from which 


2W 


2 X 1500 


Cl ~ nv7§ ~ 6.662:178(1 sr> x *-mo 


o.2i:> 


The circulation may bo obhiinoil from dm Kull:i-.l<mUmv,ski theorem, 
L = P V„r, where L is the lift per foot of span. Then for the eni ire win* of 

span b 

P Lt = pT r u rft 


r = - 


Lt 


4500 


P VS 0.002:57S X 271 X 35 


100 ft st u*. 


The angle of attack measured from the zero lift axis in obtained from the 
equation Cl — 2-rao so that 

« = £i = 2^5 o.(K«) rail. 2.2C' 

“0 2tt (>.2S 

An alternative method is to use the relation V n l\\, sin <*», when* l is the 
chord. Assuming a rectangular wing planform. 


, S 210 r r . 

I = 7- m -.rr hit. 

b <k> 


and 


Then 


r 


100 


’ TrlVn 3.M x t) X 271 
<xo = 0.030 rad. 2.2-1“ 


0,030 


Problem 186. Calculate the theoretical lift force per foot of span and (ho 
lift coefficient for a lifting vane placed in an nil-stream with its chord line at 

an angle of attack of 5 deg. The angle 
of zero lift, is -1 deg., the velocity of the 
stream is HO m.p.h. and the chord of the 
Fig. 117. vane is l ft. 

187. The circulation around a lifting 
vane of 5-ft. chord is 500 ft. 2 /see. when placed in an airstream having 
a velocity of 90 ft. per sec. Determine the theoretical values of the lift 
per foot of span, the lift coefficient and the angle of attack measured from 
the zero lift axis. 

188. A lifting vane has a symmetrical cross section, as shown in Fig. 117, 
the axis of symmetry being used as the chord line. What an* tin* values of 
the theoretical lift coefficient at angles of attack of 0, 5 and 10 deg.? 

189. What is the theoretical value of the angle of zero lift, for a vane 
having a lift coefficient of 1.2 at an angle of attack of 10 deg.? 

190. The wing of an airplane has an area of 100 sq. ft. ami the airplane in 
flying at 125 m.p.h. in standard air. What is the weight of the airplane if 
the lift coefficient is 0.54? 
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191. What is the efficiency factor for a vane if its angle of zero lift is 
—3 deg. and its lift coefficient is 1.00 at an angle of attack of 8 deg. measured 
from the chord line? 

74. General Characteristics of Blade Screws.— The lifting 
vane as described in the preceding articles is primarily a device 
for the production of a force at right angles to its motion. The 
blade screw in general consists of a number of blades or arms 
mounted radially around a center or hub and rotating about an 
axis through the center in a plane perpendicular to the axis. 
As a result of such rotation, there is usually produced a force 
iu the direction of the axis of the screw known as the thrust. The 
exact nature of this force will depend on the form of the blade 
screw and also on whether it is placed in a stream of fluid moving 
normal to its plane of rotation, whether it is moved in the direc- 
tion of its axis through a stationary mass of fluid or whether it is 
merely rotated in a body of fluid at rest. There are then three 
principal types or classes of blade screws typified by the windmill, 
the propeller and the fan. 

The propeller is caused to rotate by the application of a 
torque from some suitable power unit. Its major function is to 
develop an axial thrust by moms of which the machine to which 
it is attached may be made to move. The most familiar applica- 
tions of the propeller are found in aircraft and water craft. 

The windmill, type of screw is acted upon by a current of fluid 
moving in the direction of its axis which causes it to rotate. The 
rotation of the blades develops a certain torque which may be 
utilized for the generation of power. This action also results 
in the development of a thrust in the direction of motion of the 
fluid stream, but this force does no useful work. 

In the ease of the fan, its rotation in a body of stationary 
fluid causes the fluid to move in the direction normal to the 
plane of rotation. In some cases the fan may be placed in a 
closed duct so that the fluid approaches the plane of rotation with 
some initial velocity. The action of the device is then quite 
similar to that of the propeller, with the exception that in the 
case of the fan it is usually desired to give the mass of fluid 
the highest possible velocity, while with the propeller the princi- 
pal function is the production of the largest possible thrust. 

The shape of the blades of a screw depends largely on the 
purpose to which the screw is to be put, but in general the 
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blades resemble the airplane propeller and the water turbine 
runner shown in Fig. 118. 



Fig. 118. — Example of hlade-Hcrew iurms. 

(а) Controllable-pitch airplane propeller. {Court my Hamilton Standard 
Propellers.) 

(б) Nagler propeller-type water turbine runner. Court* xy Allin t 'hahnm 
Manufacturing Company.) 

If the airplane propeller is moving upward, us shown in Fig. 
119, with a velocity Vo and at the same time is rotating about 



Vp 

Fig * 119 -— Resultant velocity at tho blade element of an airplane propoller. 

its axis at a speed such that the clement at A has a peripheral 
velocity equal to V p , then the resultant velocity of .1 is 

v R = VF7TT7 (29) 
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Now the .section through the blade of the propeller at the point 
A is generally constructed in the form of a lifting- vane set so that 
its chord line is inclined to the plane of rotation at an angle 0, 
known as the blade angle. This arrangement is shown in Fig. 
120, which is a projection in the plane of F 0 and V P of the blade 
section and velocity vectors shown obliquely in Fig. 119. The 
vertical line OB at the right of the diagram represents the axis 
of rotation, while the horizontal distance OA is equal to the 
radius d / 2 ot the circle on which the blade element rotates. 
This distance may also be used to represent the peripheral 



Fi«. 120. — Velocity and force components for a propeller-blade element. 

velocity V p = 7 nul, in which n represents the rotational speed 
of the blade in revolutions per second. If V p is laid off on a scale 
of I ft. = 2 tt n ft. per sec., then OA may be considered as the 
vectorial representation of V PJ its direction being from 0 toward 
A. The forward velocity Vo relative to the blade element is 
directed vertically downward and may be laid off to the same 
scale along the axis of rotation with the forward end of the 
vector located at 0. The resultant velocity V R is the vector 
sum of V p and F 0 and is directed as shown in the figure. Thus 
it appears that the blade section is operating at an angle of 
attack a whose value is 
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where D is the over-all diameter of the* propeller. The ratio 
Vo/n represents the distance that the blade element advances 
in the time required to make one revolution and is therefore 
known as the advance per turn. The quantity l ../«/> w called 

the advance-diameter ratio ot the Seims . 

If the propeller were operating as a. mechanical screw in a 
solid medium, the blade element would advance in one revolution 
a distance parallel to the axis equal to 

p = 7 rd Ia n 0 01 ) 

This distance is known as the geometric pitch of the section. 
In Fig. 120, the angle BAG is equal to 0, and, if <>A is considered 
as the radius d/ 2 , then 

„ OB 
tan 0 - - d /2 

SO that 


In general, the blade angle 0 is not constant along the radius, 
the blades being twisted. The pitch therefore will vary irom 
one section to another, but in practice propellers an* specified 
by the value of their nominal geometric pitch, which is arbif rarily 
taken as the value of p for the section at two-thirds of the tip 
radius from the center. The nominal pitch is usually given us 
a ratio to the propeller diameter. 

The advance per turn for a blade screw- represents the actual 
distance that an element moves forward in cm** revolution and 
is sometimes called the effective pitch. The value* of the effective 
pitch when the thrust produced by the section is equal to zero 
is called the experimental pitch. The 
advance per turn when tin* thrust of 
yy^ I the whole propeller is zero is known as 
| *0 the mean experimental pitch. 

i Example. An tt.5-ft .-diameter propeller 

■4-— 1 j- rotates at. 1750 r.p.m. and moves forward al. a 

** Vp >1 velocity of 210 m.p.h. Determine the angle 

of attack of the blade element at 75 per cent 
of the radius if its blade angle is 32 deg. What are the values of tho 
geometric and effective pitches for this element? 



Art. 75] 


151 


DYNAMIC LIFT AND PROPULSION 


Solution . — The forward velocity is 

v » = 210 X 8 % 0 = 308 ft. /sec. 
The peripheral speed at the blade element is 


y = 2rm = <'>-28 X 0.75 X 4,25 X 1750 

'■ ' 00 


584 ft. /sec. 


Then, as shown in the figure, the angle between the resultant velocity and 
the instantiineouH plane of rotation is 

Uu ~' ({-/) = Un ~' = tan -1 (0.528) = 27°49' 

The angle of attack is 

- - * - (f;) 

« 32° - 27°49' = 4°11' 

The geometric pitch is 

V *<t hin 9 - 3.14 X 0.75 X 8.5 X 0.025 = 12.52 ft. 

The effective pitch is 


Vo 

n 


= 308 


1750 

00 


10.54 ft. 


75. The Blade-element Theory. — It, appears from the last 
article that, the elements of a blade screw may be regarded as 
lifting vanes which move along helical paths. In the case of 
the propeller, there will consequently be a resultant force pro- 
duced on the element which will have components of lift and drag 
respectively perpendicular and parallel to the direction of the 
resultant motion. These components are shown in Fig. 120. 
The resultant force II may also be split into components parallel 
and perpendicular to the axis of rotation. The component T 
parallel to the axis is the thrust produced by the element, while 
Fq, taken at right angles to the axis, is the torque force which 
must be overcome by the source of power that drives the pro- 
peller. Inasmuch as the lift and drag forces acting on the blade 
element are dependent on the angle of attack a, it is apparent 
that the thrust and torque force will also be functions of this 
angle. Furthermore, since a as given by Eq. (30) is a function 
of the advance-diameter ratio, V 0 /nD, it is to be expected that 
this ratio should be a parameter of fundamental importance in 
the study of propeller operation. This is true of all types of 
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blade screws. In studying their pcrtormancc it is standard 
practice to consider the variation <d such quantifier as thrust, 
torque and efficiency with the iid\auec~din under udio as the 
independent variable. 

The analysis of the performance of a blade screw, based on a 
study of the behavior of the individual elements, regarded as 
lifting vanes, constitutes tin 1 so-called bladeclemeut theory 
which was first proposed by Drasewireki . 1 The mmphdr applica- 
tion of this method requires the determination of tin* thrust and 
torque components for a number of sections of the blades, and 
the values for the entire screw an* then found by integration 
along the radius. In some special eases this integration may 
be carried out analytically, but. in the majority of eases graphical 
methods are employed. In any ease the procedure is quite 
involved and lengthy and will not be taken up in detail here. 
The reader who is interested in the subject, will find full discus- 
sions in the literature . 2 

Problem 192. A O-ft.-diamctcr propeller rotates at isut) r.p.m. in an 
airstream having a velocity of 175 m.p.h. The Made augh* of t hr section at 
two-thirds of the radius is 30 (leg. (</) What an* the angle of attark and the 
resultant velocity? (b) Determine the values of the elrmnutarv thrust and 
torque force per foot of blade Length at this section duo to th lift, if flic lift 
coefficient is 0.27 and the chord is 8 in. Neglect the drag to re. 

193. The ratio of the geometric pitch to the over all di meter for the 
blade element of a 7.5-ft.-dmmoter propeller a! one half th radius is 0.(5. 
If the effective pitch is 3.23 ft., what are the angle of at t nek ai 1 the udvnuco- 
diameter ratio? 

194. A 12-ft.-diameter propeller has the Made section* art at a constant 
angle of attack of 2 deg. when the forward speed is 120 m.p.h. ami thn 
propeller is rotating at 1500 r.p.m. Determine the fdude angles of the 
sections at 25, 50, 75 and 90 per cent of the radius. 

' 76. The Momentum Theory of Propellers. The earliest 

application of the screw-typo propeller is found in (he ease of 
seagoing vessels. The first attempts lo develop a propeller 
theory were therefore made by men working in this field, the 
originator of the theory being W. J. M. Rankine. intensions of 

1 Pronounced Je-vee-yet'ski. 

2 Weick, F. E., “Aircraft Propeller Design,” McGraw-Hill Hook Company, 
Inc., New York, 1930. 

Glauert, H., “Airplane Propellers," Div. L of “Aerodynamic Theory,” 
edited by W. F. Durand, Julius Springer, Berlin, 1935. 
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Rankine’s work were made by R. E. Froude. The basic concept 
of the Rankine-Froude theory is that, as the fluid passes through 
the disk swept out by the propeller blades, its relative velocity 
with respect to this disk is made greater than the velocity with 
which the propeller is advancing. The body of fluid that h$| 
passed through the propeller disk is known as the slipstream an3^ 
as a result of the increased momentum of this slipstream, a 
thrust is produced on the propeller. 



In setting up the propeller problem so as to apply the momen- 
tum theorem to it, it is convenient to make use of the principle 
of relative motion and to consider the propeller as rotating at a 
fixed position in space while a stream of fluid moves past it, as 
shown in Fig. 121. Far ahead of the propeller there is a current 
of fluid of infinite extent moving in the direction of the propeller 
axis with a uniform velocity Vo. As the fluid approaches the 
propeller disk, the velocity of the portion of the stream directly 
in front of the disk is increased to a value V±. At the propeller, 
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this body of fluid, which constitutes the slipstream, has the same 
diameter D as the propeller, while far upstream, where the veloc- 
ity is Vo, its diameter is larger and is represented by Z) 0 . The 
fluid, after passing through the propeller, experiences a further 
jpcrease in velocity to the value V 2 , with an accompanying reduc- 
tion in slipstream diameter to D%. The boundaries of the slip- 
stream are the heavy curved lines shown in Fig. 121. 

In the simple momentum theory, the propeller is treated as 
an actuator disk which is responsible for the change in velocity 
of the slipstream. Accompanying this change in velocity, 
there is also a variation in pressure. Far ahead of and behind 
the propeller, the pressure is that of the undisturbed fluid, repre- 
sented by p 0 . As the actuator disk is approached, the pressure 
drops to pi in accordance with Bernoulli’s theorem, but in passing 
through the disk the pressure experiences a sudden increase. 
Bernoulli’s theorem cannot be applied directly from one side of 
the propeller to the other because of the fact that energy has 
been added to the fluid at the actuator disk and the total head of 
the fluid is therefore increased. On the downstream side of the 
propeller the pressure is therefore pi and from this value it 
decreases to p 0 at a great distance away. The; variations in 
velocity and pressure along the axis of the slipstream arc indi- 
cated qualitatively in Fig. 121. 

The mass of air passing through any section of the slipstream 
in unit time may be computed on the basis of conditions at the 
propeller. This mass is 


The flow through the slipstream is assumed to be continuous so 
that initially this same mass had a velocity V 0 , while far behind 
the propeller it has acquired a velocity V 2 . The change in 
momentum in unit time is therefore equal to 

AM = m(F 2 - F 0 ) 

This change in momentum is equal to the force acting on the 
propeller in the direction opposite to that of the flow; if this 
force or thrust is denoted by T, the result is 

tZ > 2 
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It is now necessary to find some relation between the velocities 
involved in Eq. (32). The thrust may also be calculated by 
considering it as equal to the force produced by the difference in 
pressure on the two sides of the actuator disk. When Bernoulli’s 
theorem is applied to the flow to the left of the propeller, the 
result is 


Po + 


P TV 


= pi + 


pIY 


while for the downstream side 


Pa + 


pV‘i x 

2 


= Pi' + 


P V x 2 


2 


The value of the desired pressure difference may be found by 
subtracting the first of these equations from the second. This 
value is 

Pi' -Pi = - To 2 ) 

Hence the thrust of the propeller is equal to 

T = t1 ~p{VA - Vo 2 ) (33) 


A comparison of the values of T given by Eqs. (32) and (33) 
indicates that the velocities must be related so that 


+ Vq 

Ki = 5 


(34) 


Thus the slipstream velocity at the propeller is the arithmetic 
mean of the velocities far ahead of it and behind it. 

Then the total increase in velocity through the slipstream is 
divided so that half of this increase takes place ahead of the 
propeller and the remaining half behind it. 

The energy absorbed by the propeller may be calculated in 
either of two ways. This power may be considered as equal 
to the work done by the propeller on the fluid in unit time and is 
therefore 


E = TV i 
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If the value of T as given by Eq. (33) is introduced, the expression 
for this energy becomes 

E = rD -pVi(.V a * - IV) 

Since the mass of fluid passing through the slipstream is 

7 rD* v 

it is seen at once that the above expression is equivalent to the 
change of kinetic energy from one end of the slipstream to the 
other. 

The theoretical efficiency of the propeller may now be expressed 
as the ratio between the work done by the thrust of the propeller 
in advancing with a velocity F 0 and the energy absorbed by it, 
that is, 

= TV o F 0 = 2F 0 

v TV i Vi V» + F„ 

If the total increase in slipstream velocity, F 2 — F 0 , is repre- 
sented by AF, then the velocity at the propeller is 

Vi = F 0 + AV 


so that the efficiency may also be expressed in the form 


The thrust as given by Eq. (33) may be written in the form 


T = -g-p(F 2 - F 0 )(F 2 + F 0 ) 

The first term in parentheses is the total increase in slipstream 
velocity, AF, while the second term may be written as 

F 2 + Fo = (Fa - Fo) + 2Fo = 2F 0 + AF = 2^F„ + ^ 
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Substituting these quantities in the above expression for T , 
the result is 



This last expression may be considered as a quadratic equation 
in AV. The value of AV in terms of the thrust is found to be 

Only the positive root of the radical is of any physical significance. 

It is now convenient to introduce a thrust coefficient into this 
expression. There are a number of different forms employed 
but the one most commonly used in the United States and Eng- 
land is defined “by the equation 

T = C T pn*D* (36) 

in which n is the rotational speed in revolutions per second and 
C T is a nondimensional coefficient. The value of the velocity 
increase in terms of C T is 

AV ,-V 

so that the relationship between efficiency and thrust coefficient 
finally is 



The power absorbed by the propeller may also be conveniently 
expressed in terms of a power coefficient such that 

E = C E pn*D* (38) 

so that an alternative formula for the efficiency is 



Problem 196. A propeller 5 ft. in diameter moves through water at 
20 m.p.h. If it develops a thrust of 3200 lb., what is the total increase in the 
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relative velocity of the slipstream? What is the relative velocity at the 
propeller? 

196. An 8.5-ft.-diameter airplane propeller develops a thrust of 1200 lb. 
when flying at 110 m.p.h. and at a rotational speed of 1500 r.p.m. Com- 
pute the values of the thrust coefficient, the ideal efficiency and the advance- 
diameter ratio. What is the theoretical value of the power absorbed by the 
propeller? 

77. Comparison of the Momentum Theory with Experimental 
Data. — It is now of considerable interest to make a comparison 



nD 

Fig. 122. — Typical performance curves for a model propeller. ( Durand , W- F n 
Tests of Thirteen Navy Type Model Propellers , NA(-A Tech. Kept. 237.) 

of the results derived from the above analysis of propeller per- 
formance with those obtained experimentally. Tests on pro- 
pellers are carried out by having the propeller mounted on a 
test stand so that the torque and thrust developed by the entire 
unit may be measured at various values of the advan (‘.e-diameter 
ratio. A typical set of test results for a model airplane propeller 
having a pitch-diameter ratio of 1.0 are shown in Fig. 122, in 
which the values of C Tj C E and p have been plotted against 
Fo /nD. The theoretical values of the efficiency, based on Eq. 
(37) and using the experimentally determined thrust coefficients, 
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are also shown. The theoretical efficiency curve is seen at once 
to be considerably higher than the experimental one, owing 
mainly to the fact that the theory is based on a number of 
simplifying assumptions. It has been assumed that the propeller 
blades can be rotated without any frictional losses, while such 
questions as rotational flow and interference have also been set 
aside. Thus, while the theoretical efficiency approaches a unit 
value when the thrust coefficient approaches zero, the actual 
efficiency drops to zero at this point because of the fact that the 
power coefficient is still finite. In spite of the large discrepancies 
between the theoretical and actual efficiency curves, the theory is, 
nevertheless, of considerable use in that the theoretical efficiency 
represents an ideal that an actual propeller may only partially 
approach. 

A more detailed study of the propeller would involve con- 
siderations of the effect on performance of such characteristics 
as blade planform, shapes of vane sections, variations of the 
nominal pitch and the variation of pitch along the radius. 
The operating characteristics of fans and windmills may also be 
studied by applications of the momentum theorem similar to 
that used for the propeller, but it is not possible to consider these 
problems in detail here. 

General Problems 

197 . A circular cylinder 8 ft. in diameter is mounted with its axis vertical 
on a flat car and is rotated at 225 r.p.m. The car moves along a straight 
track at 30 m.p.h. into a head wind of 20 m.p.h. which is directed at an angle 
of 30 deg. to the track. What is the lift force per foot of length of the 
cylinder and what is its component along the track? 

198 . Calculate the circulation and theoretical lift per foot of length for a 
cylinder 3 ft. in diameter if the velocity at the point 6 = 45 deg. (see Pig. 109) 
on its surface is 30 ft. per sec. The cylinder is rotating in an airstream hav- 
ing a velocity of 20 ft. per sec. 

199 . The landing speed of an airplane, which is determined by the 
maximum lift coefficient of its wings, is to be 75 m.p.h. Assume that the 
airplane is flying at sea level in standard air. (a) If the wings carry an 
average load of 20 lb. per sq. ft., what is the maximum value of the lift 
coefficient? (6) If the airplane weighs 4200 lb. and the maximum lift 
coefficient of the wings is 1.3, what is the wing area? 

200 . A plank having an area of 20 sq. ft. is towed under water at a velocity 
of 25 m.p.h. If its lift coefficient is 0.64, what load will it support,, neglect- 
ing buoyancy? 

201 . A kite is made in the form of a plane surface having an area of 12 sq. 
ft. It is flown in a horizontal wind current having a velocity of 15 m.p.h. 



160 


FLUID MECHANICS 


I Chap. Vli 


so that its surface makes an angle of 0 cleg, with the horizontal as shown in 
Fig. 123. If the string is at an angle of 45 deg. with the horizontal and has 
a pull of 2 lb., what is the weight of the kite, assuming that if develops its 
full theoretical lift? 

202 . The blade element at the three-quarters radius section on an 8 -ft.- 
diameter propeller has a blade angle of 19 deg. The lift and drag forces on 

this element are 26.7 lb. per ft. and 
__ 1.78 lb. per ft., respectively. The 

Kite^ — Miction forward velocity is 120 ft. per hoc. and 
\. 45 ° the rotational speed is 1250 r.p.m. 

Determine the*, values of the thrust and 
N. torque force per foot, of blade length 

acting on this element and the angle of 
Fig. 123 . attack of the element. 

203. A lO-ft.-dinmetor propeller has 
the blade element at two-thirds of the radius set at a blade angle of 25 deg. 
Determine the value of its angle of attack for rotational speeds of 1000, 
2000 and 3000 r.p.m. when the forward velocity is 120 m.p.h. If the 
blade section develops its maximum lift coefficient at an angle of attack of 
12 deg., what should be the limiting value, of the rotational speed of this 
propeller? 

204 . A 7-ft. propeller is mounted on a test, stand in an airstroam having a 
velocity of 90 m.p.h. At a rotational speed of 1200 r.p.m. the measured 
values of the thrust and power input are 750 lb. and 2*10 lip., respectively. 
Determine the values of thrust and power coefficients and the ideal and 


actual efficiencies. 



CHAPTER VIII 


THE FLOW OF VISCOUS FLUIDS 

78. Effect of Viscosity. — In the foregoing pages the discussions 
have dealt with ideal or perfect fluids; gases have been assumed 
to be without viscosity and perfectly elastic; liquids have been 
taken as nonviscous and incompressible. In hydrostatics these 
assumptions do not introduce any error except in the case of 
liquids at extremely high pressure. In dealing with flowing 
fluid, however, an explanation of many of the phenomena 
requires an adequate conception of viscosity and its effect. This 
is true not only when the flowing fluid is oil, as in lubrication 
problems, or some other of the many viscous materials found 
in engineering and industry, but also in dealing with air and 
water, the commonest of flowing fluids. Even though the latter 
are of relatively low viscosity, this property is often the prime 
factor in determining the quantity or character of their flow. 
Viscosity is in fact the greatest single difference between ideal 
and real fluids and for that reason this chapter is devoted largely 
to a consideration of its nature and effect on fluid flow. 

79. Reynolds’ Experiment on Flow in Pipes. — In the earlier 
discussion of nonviscous fluids, the flow was classified as steady 
motion or unsteady motion, having in mind the flow of the stream 
as a whole. The same classification can be made in the case of 
viscous fluids. It is important to note, however, that, even 
if the motion of a stream as a whole is steady, conditions at 
points within the stream may be quite unsteady and the detailed 
structure is very complicated. The nature of this deviation 
from steady flow within the stream is defined most clearly by 
describing the classical experiments of Osborne Reynolds , 1 an 
English scientist, who was the first to demonstrate its existence. 

1 Reynolds, 0., An Experimental Investigation of the Circumstances 
Which Determine Whether the Motion of Water Will Be Direct or Sinuous, 
and of the Law of Resistance in Parallel Channels, Phil. Trans. Roy. Soc., 
London, 1883, or Sci. Papers, vol. 2, p. 11. 
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Reynolds’ experiments were made with an apparatus such as 
that shown in Fig. 124. A straight piece of round glass tube 
with a flared inlet is placed in a glass-walled tank full of water at 
rest. One end extends through the wall of the tank and is fitted 
with a valve that controls the rate of flow. A small reservoir of 
colored liquid is arranged so that it discharges the dye through a 
fine nozzle into the inlet end of the tube with the same velocity 
as the water, and the behavior of this jet of dye indicates qualita- 
tively the type of flow in the pipe. 



Fig. 124. — Apparatus for studying pipe flow. 


When the velocity in the tube was maintained at a sufficiently 
low value, the jet of dye traveled down the pipe as a straight line 
without appreciable disintegration as shown, in Fig. 125a, 
indicating the existence of what Reynolds termed “direct” or 
“streamline” flow. This type of motion was steady in character. 
The next step in the experiments was to increase the velocity of 
flow until a speed was reached at which the jet of dye no longer 
traversed the length of the pipe as an unbroken line, but mixed 
more or less completely with the surrounding water, indicating a 
condition of flow which Reynolds called “sinuous.” In the 
latter case, shown in Fig. 1256, the motion as a whole could still 
be regarded as steady in character if the pressure in the pipe and 
the rate of discharge were maintained as constant, but in its 
detailed structure the flow was unsteady. 
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80. Laminar and Turbulent Flow. — The most commonly 
used modern terms for the two kinds of motion seen in Reynolds' 
experiment are laminar and turbulent and these expressions 
will be employed throughout the remainder of this work. Lam- 
inar flow is also described as viscous or nonsinuous motion. 
These two types of motion also characterize many cases of flow 
other than that in pipes, for example, the flow near the surface 
of an airfoil or sphere. 

In laminar flow the fluid moves in parallel laminas or layers, 
the velocities in these laminas not necessarily being the same, and 



(a) Streamline or laminar flow. 



(b) Sinuous or turbulent flow. 
Fig. 125. — Types of flow in pipes. 


at any point in the fluid the velocity is independent of the time. 
In turbulent flow the velocity at any point may be varying both 
in magnitude and in direction with time, while the average 
velocity may vary from point to point just as in laminar flow. 
Thus, in the case of a two-dimensional or plane flow which is 
turbulent, the velocity components at a particular point might 
be represented by expressions of the form 

u = u + u’ = v + v' (1) 

where u and v are the time averages of these velocity components 
and in general are functions of the coordinates of the point, while 
u' and v f are the deviations from these average values and are 
functions of the time as well as the coordinates. Ordinarily 
the deviations are rather irregular functions of time. 
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As will be shown later, there is a fundamental criterion which 
determines whether a fluid motion is of the laminar or of the 
turbulent type. In the case of Reynolds' experiments, with 
water at a given temperature and for a pipe <>1 a given diameter, 
the average velocity of the flow is the determining factor. The 
shape of the entrance to the pipe and the condition of the water 
in the tank before the valve is opened are other factors of great 
importance. Although considerable information can be obtained 
about the nature and values of this criterion both by theoretical 
and by experimental methods, there is at present very little 
knowledge of the actual mechanism that is involved when a 
flow changes from laminar to turbulent. The situation is 
somewhat analogous to that which existed in the science of 
electricity a decade or so ago, before the developments of modem 
physics, in that it is at present possible to calculate the effects 
of this flow phenomenon although there is no completely satis- 
factory theory as to its inherent character. 

81. Basic Hypotheses Concerning Viscosity. — In considering 
the effect of viscosity on fluid flow, it is first, necessary to intro- 


ul+Au 



(a) (b) 

Fig. 126 . — Motion of a viscous fluid particle. 


duce two fundamental assumptions. These assumptions form a 
basis for certain theories and will be justified by a comparison 
of such theories with experimental results. The first of these 
assumptions is that, wherever a fluid is in contact with a solid 
boundary or wall, there is no motion or slip, relative to the bound- 
ary, of the fluid particles immediately adjacent to it. In other 
words, the fluid adheres or sticks to the boundary surface. The 
second assumption was first introduced by Newton. His 
hypothesis states that the shearing stress between adjacent layers 
of fluid of infinitesimal thickness is proportional to the rate of 
shear in the direction perpendicular to the motion. If a particle 
of fluid, shown in Fig. 126a with sides of lengths Ax and Ay, is 
set in motion with a velocity u on its lower surface and u + Au 
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on the upper, it will be distorted into the form shown in Fig. 
1266. The rate of shear in the direction normal to the motion 
is then A u/Ay if the particle is assumed to be moving in the 
^-direction. In a general case the velocity u will vary with both 
coordinates x and y for points throughout the fluid, so that, if 
the particle is infinitesimally small, the limiting value of the rate 
of shear at any point is du/dy , the partial derivative of u with 
respect to y. This expression is often called the velocity gradient. 
Newton's assumption in regard to the value of the shearing stress 
r at any point in the fluid may now be written as 


du 

T = 

dy 


( 2 ) 


where p is a coefficient of proportionality. 

An analogy is often drawn between the coefficient p and the 
shear modulus of elastic materials. The latter is the ratio of 
shear stress to unit deformation while p may be written as 

T 

Q U jQy > the ratio of shear stress to transverse velocity gradient. 

There is, however, an important distinction between the effects 
of shear stress on solids and on liquids, in that a given stress on a 
solid produces a definite deformation while a given stress on a 
fluid produces continuous deformation at a definite rate. 

82. Definition of Viscosity. — In the study of the mechanics of 
elastic solids, the coefficient of proportionality between stress 
and strain is known as the modulus of elasticity. A similar 
proportionality factor in the mechanics of viscous fluids is 
represented by the coefficient p which appears in Eq. (2) and 
is known as the coefficient of viscosity or, more simply, the 
viscosity. The nature of this coefficient may be indicated more 
clearly by considering the laminar motion of a viscous fluid 
bounded by two flat parallel plates, one of which is stationary 
and the other moving parallel to its surface with a constant 
velocity V. The plates are assumed to be very large so that the 
flow may be considered as two-dimensional; a cross section of 
it made by a plane perpendicular to the plates and parallel to 
the direction of motion is shown in Fig. 127. If the upper plate 
is the one which is in motion with a velocity V and if the velocity 
of the fluid is referred to axes fixed with respect to the stationary 
plate, then, according to the fundamental hypothesis of no slip 
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at the boundaries, the fluid must have zero velocity at the lower 
plate and a velocity equal to V at the upper. The particles 
in the uppermost layer are carried along; with the moving plate 
and this layer in turn imparts a forward motion to the one 
immediately below it, this effect being transmitted downward 
through the fluid with an intensity that diminishes as the dig- 
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Fig. 127. — Laminar flow between parallel platen in relative motion. 


tance from the upper plate is increased. Tims at any point at a 
distance y above the lower plate the velocity is 



( 3 ) 


where b is the distance between the plates. The rale of shear is 
du V . . 

dy ~ J and m thls case 1S constant throughout the fluid. Then 
the shearing stress at any point is 



The force necessary to move the plate against the resistance 
produced by the motion of the fluid is simply the value of r 
multiplied by the area of the plate. A force of the same magni- 
tude, but acting in the opposite direction, must also be applied 
to the stationary plate to hold it in a fixed position. 

This arrangement of two parallel plates separated by fluid 
serves as the basis for the standard definition of the coefficient 
of viscosity as first proposed by Maxwell. If Kq. (4) is solved 
for jll, the result is 



Art. 83] 


THE FLOW OF VISCOUS FLUIDS 


167 



If the velocity of the moving plate and the gap between the 
plates are both taken as unit values, then p is exactly equal in 
magnitude to the force per unit area acting on either plate. 
Maxwell’s definition of viscosity stated in words is as follows: 

If two horizontal plane surfaces are placed parallel to one 
another and at a unit distance apart, the space between them 
being completely filled with fluid, and if one plate is moved in a 
direction parallel to its surface with a unit velocity relative to 
the other, then the force per unit area acting on either plate 
in the form of a resistance to the motion is numerically equal to 
the viscosity or coefficient of viscosity of the fluid between the 
plates. 

In dealing with viscosity mathematically it is convenient to 
take /x from Eq. (2), that is, 

M = du/dy ^ 

and treat it as the ratio of shear stress to transverse velocity 
gradient. Maxwell’s definition merely refers to a special case 
of this more general formula. 

83. Kinematic Viscosity and Fluidity. — In some problems it is 
convenient to introduce a modified form of the coefficient of 
viscosity which is obtained by dividing the value of p by the 
density of the fluid, p. This quantity, which is usually denoted 
by the symbol v , has the value 



and is known as the kinematic coefficient of viscosity, as dis- 
tinguished from the coefficient p, which is frequently called the 
absolute viscosity. 

Fluidity is a term used to indicate the facility with which 
a fluid flows. Qualitatively this property is the antithesis of 
viscosity, and quantitatively it is the reciprocal of the absolute 
viscosity. Then the fluidity is 



( 8 ) 
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The specific viscosity of a fluid is defined as the ratio of its 
absolute viscosity to that of water at 20 °G. Laboratory and 
commercial methods for the determination of these various 
coefficients will be studied in Chap. XVI, while numerical values of 
and v for some of the commoner fluids will be given in Art. 88. 
84. Dimensions and Units of Viscosity —The coefficients of 
viscosity as defined by the statements given in the two preceding 
articles are not dimensionless quantities since their values will 
depend on the units employed for their measurement. On 
introducing the fundamental units of mass, length and time in 
Eq. (5), 

Jb force length _ (ML l\( L \ _ M /nN 

** “ T V ~ area velocity ~ \ T * ' 7>J\L/fJ ™ LT w 

from which it appears that has the dimensions M/LT. The 
coefficient of viscosity may thus be measured in slugs divided 
by foot-seconds in English units, or in grams mass divided by 
centimeter-seconds in the metric system. This latter combina- 
tion of units is called a poise in honor of Poiseuille, one of the 
earliest experimenters in the field of viscous fluid motion. The 
poise may be divided into 100 equal parts, giving the unit known 
as the centipoise. It happens that the viscosity of water at 
20°C. is almost exactly 1 centipoise so that the viscosity in centi- 
poises is numerically equal to the specific viscosity as defined 
in the last article. 

The kinematic coefficient of viscosity as defined by Eq. (7) 
is readily seen to have the dimension IJ/T , that is, feet squared 
per second or centimeters squared per second. The unit of 
kinematic viscosity in the metric system is known as the stoke 
in honor of Sir George Stokes, an English mathematician who 
contributed much to the theory of viscous fluids. A one-hun- 
dredth part of a stoke is called a centistoke. 

The problem of conversion of the units of viscosity from one 
system of measurement to the other requires some detailed 
attention. Confusion sometimes results because of the fact 
that most data on viscosity are found in tables prepared by chem- 
ists and physicists, in which an absolute system of units is 
employed, while in engineering work the gravitational system is 
commonly used. For comparison, the absolute and kinematic 
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viscosities of air will now be expressed in both metric and English 
units. 

The viscosity of air at 15°C. and a pressure of 1 atmosphere as 
given in the International Critical Tables 1 is 

ju = 1.783 X 10“ 4 or poises (10) 

cm.sec. • 

Since the dimensions of p are M/LT , it is apparent that the gram 
used in Eq. (10) is the gram mass. This unit is defined as the 
mass of 1 cc. of water at 4°C. and a pressure of 1 atmosphere. In 
order to find the kinematic viscosity of air, its density must be 
determined in the same units as those used in Eq. (10). The 
specific gravity of air is 

Specific gravity = = 1.225 X 10~ 3 

and, since the density and specific gravity are numerically equal, 
the density of air at 15°C. is 

p = 1.225 X 10“ 3 g./cm. 3 

The kinematic viscosity of air is then 

_ n _ 1.783 X 10” 4 g./cm.sec. 
v ~~ P ~ 17225 X 10-* g./cm. 3 
= 1.456 X 10” 1 cm. 2 /sec. 

This value may be converted to the English system of measure- 
ment by changing centimeters to feet. Then 

1 4KA v 10- 1 

* = ( 3 Q 4 8 p ft. 2 /sec. = 1.567 X 10" 4 ft. 2 /see. 

The absolute viscosity p may be expressed in the English 
system by multiplying the above value of v by the density 
expressed in the proper units. The density of air is 

p = 0.002378 slugs/ft. 3 , 

so that 

n = 1.567 X 2.378 X 10~ 7 (ft. 2 /sec.) (slugs/ft. 3 ) 

= 3.726 X 10~ 7 slugs/ft.sec. (11) 

1 “International Critical Tables,” vol. V, pp. 2-3, McGraw-Hill Book 
Company, Inc., New York, 1926-1930. 
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The value of g in English units may also be obtained directly 
from Eq. (10) if the proper units of mass are employed. In 
order to carry out this conversion, it is necessary to determine 
the relation between the gram, which is the unit of mass in the 
metric system, and the slug used in the English system. In 
the absolute metric system the unit of mass is the gram and the 
unit of force is the dyne, which is that force which will give a 
mass of 1 g. an acceleration of 1 cm. per see. per sec. The 
weight of a gram mass or the force produced on it by gravita- 
tional attraction is therefore 981 dynes. In the gravitational 
system this force is regarded as the unit of weight and is known 
as the gram weight. Hence 


or 


But 

and 


1 g.wt. = 981 dynes = 981 g.em./seo. 2 

1 = _ 1 - - 8 - wt - 
g ' 981 cm. /sec. 2 

1 g.wt. = 0.002205 Ih. 

1 IE. = 1 slug ft./scc. 2 


Also noting that 981 cm. /sec. 2 = 32.2 ft./see. 2 , the equivalent 
of the gram mass is finally found to bo 


1 _ 0.002205 slugs ft./see. 2 

g ' ~ 32.2 ft./see. 2 

= 6.85 X 10~ 5 slugs 

If this relationship is introduced into the value of g as given 
by Eq. (10), and the unit of length in centimeters occurring 
therein is changed to feet, then 


_ 1.783 X 6.85 X 10~' J slugs 
1/30.48 ” ft. sec. 

= 3.723 X 

ft.sec. 


which agrees closely with the result given by Eq. (11). 

In comparing the two systems of units, it should be noted 
that in the English gravitational system of measurement there is 
available the unit of mass known as the slug, which is equivalent 
to a 1-lb. force divided by a unit acceleration, while in the 
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absolute metric system the unit employed is the gram mass, which 
is equal to a gram weight divided by the acceleration of gravity. 

Problem 205. The space between two parallel horizontal plates which are 
in. apart is filled with oil having an absolute viscosity of 0.032 slugs per 
ft. sec. If the upper plate is moved with a velocity of 10 ft. per sec. and the 
lower one is stationary, what is the shear stress in the oil? 

206. The absolute viscosity of a fluid having a specific gravity of 0.8 is 
0.890 poises. Determine the kinematic viscosity in stokes and the fluidity. 

207. The absolute viscosity of water at 15°C. is 0.01144 poises. Compute 
the kinematic viscosity in stokes and the kinematic and absolute viscosities 
in the English system. 

208. The kinematic viscosity of an oil is 0.017 ft. 2 per sec. and the 
specific gravity is 0.85. Determine the absolute viscosity in the English 
and metric systems and the kinematic viscosity in the metric system. 

85. Laminar Flow in Circular Pipes. The Hagen-Poiseuille 
Law. — One of the earliest important studies in the field of viscous 
flow was an experimental investigation of the characteristics of 
laminar flow in straight pipes of circular cross section. This 
work was done independently by two men, the first being Hagen, 
a German engineer whose results were published in 1839, while 
the second investigation was that of Poiseuille, a French scientist, 
whose first work on the subject was issued in 1840. Hagen 
experimented with water flowing through brass tubes, while 
Poiseuille worked with water flowing through fine capillary tubes, 
since he was interested in the behavior of blood as it flows through 
the veins of the body. 

As a result of the studies of Hagen and Poiseuille it was 
determined that the quantity of a given viscous liquid which 
flows through a small tube in a given time is proportional to the 
pressure difference causing flow, to the fourth power of the 
diameter of the tube, and inversely to its length. This is known 
as the Hagen-Poiseuille law. 

This law was later derived theoretically, and will be proved 
here by considering the equilibrium of a body of fluid moving 
through a pipe. In Fig. 128 are shown the longitudinal and 
cross sections of a horizontal straight circular pipe of internal 
diameter d. The flow is laminar in character and is assumed to 
be steady; attention is to be focused on the cylindrical portion of 
fluid, MNOP, of length l and diameter 2 y. If the fluid is moving 
from left to right through the pipe, there being an average 
pressure p x on the left end and on the right, then the force on 
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the cylinder in the direction of motion produced by this pressure 
difference is 

(Pi ~ 7 h)ry" 


If it is assumed that the flow is steady and that the velocity does 
not change along any lino parallel to the axis of the pipe, then 
there is no accelerating force acting on any of the fluid particles. 
There is, however, a force due to the shearing stresses acting 
on the outer surface of the cylinder of fluid. Since the velocity 
is independent of *, the distance measured along the axis of the 
pipe from some convenient origin, the velocity gradient need no 
longer be written as the partial derivative of u with respect toy 
but is now equal to du/dy so that the shearing stress at any point 



l 



is r = fi(du/dy). The total shear force on the outside of the 
cylinder is the product of the shear stress and the area of this 
cylindrical surface or 

du 0 , 

~%^ yl 

The negative sign is necessary because, with the coordinate sys- 
tem here employed and with the velocity greatest at the center, 
du is a decrement. 

Since the cylindrical body is in uniform motion, which is a 
condition of equilibrium, the sum of the axial forces is zero, or 

(pi - Pi)ry 2 = -y—jhryl 

which may be simplified to give the differential equation 


du (p x - V i)y 
dy 2 yl 


( 12 ) 
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This expression when integrated gives the result 


(Pi - Pa)2/ 2 
4 


+ A 


The constant of integration A is determined by the fact that 
there is no slip of fluid at the boundary so that, when y = d/2, 
u = 0, which requires that A have the value 


A = 


(p i - 



4/d 


The velocity at any point is thus found to be 



(13) 


indicating that the maximum velocity occurs at the center of the 
pipe and has the value 


_ (p i ~ Pt)d 2 
IQjjlI 


(14) 


Equation (13) also indicates that the distribution of velocity is 
in the form of a paraboloid of revolution or that for the longi- 
tudinal section shown in Fig. 128 it is a parabola. The average 
velocity may be readily determined by integration or more simply 
by recalling that the average height of a paraboloid such as that 
represented by Eq. (13) is one-half of the maximum ordinate. 
Thus the value of the average velocity is 


v = (pi - 
32 


(15) 


The discharge or quantity of fluid passing any section in unit 
time is the product of the average velocity and the area, that is, 


Q = 


Tr{p i - V2)d A 
128 ul 


(16) 


This equation is a mathematical statement of the Hagen-Poiseuille 
law. It indicates that the discharge from a pipe under steady 
laminar flow is directly proportional to the pressure difference on 
the ends of the pipe and to the fourth power of its diameter and is 
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inversely proportional to the viscosity and to Mu* length of the 
pipe. 

The validity of the Hagen-Poisouillo law lias l>een well 
established not only by the experiments of the men whose 
names it bears but also by many other investigators. Because 
of the excellent agreement between theory and experiments, 
the latter serve as verifications of the hypotheses that the shearing 
stress in a viscous fluid is directly proportional In the velocity 
gradient and that the fluid in contact with a solid boundary must 
be at rest with respect to it. 

It follows from the above discussion that laminar (low in a 
pipe is merely a continuous deformation of the fluid. In Fig. 129, 



Fig. 129. — Result of laminin* How in a pipe. 


for example, particles of fluid at a, d, m and p do not move, hut 
such particles as b, c, n and o take the positions //, r', n' and o’ after 
time t, so that the fluid which was in the cylinder atnpd is then 
bounded by the pipe and the paraboloids ab'd and niii'p. In 
the same time any similar body of fluid in the pipe undergoes a 
like deformation. 

86. Loss in Head in Laminar Flow through a Pipe. The 

application of the Hagen-Poiseuille law to engineering work is 
usually concerned with the calculation of the loss in pressure or 
head due to viscosity. For a given discharge, Kq. (Mi) may be 
solved for pi — p 2 , the result being 


Pi - 


l2HQnl 

V% 7T 5 «" 


(17) 


This pressure difference may bo expressed as a difference in head 
by dividing both sides of Eq. (17) by w, the specific weight of the 
fluid. Thus 


This last formula 


hi — h>2 


mgjd 

irdhv 


(18) 


may be still further modified by substituting 
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p g for w :uul then replacing the quotient p/p by the kinematic 
viscosity v, mo that finally 


A, - A, = ^ 

Tr(i,g 


(19) 


Problem 209* An oil having; an absolute viscosity of 0.001 slugs per ft. 
sec. flows through a 1 -in. -diameter pipe at an average velocity of 1.00 ft. per 
sec. Compute the pressure drop in 100 ft. of pipe and the velocity at a 
distance of 0.25 in. from Um wall of the pipe. 

210 . A liquid having a viscosity of 250 centipoises flows through a pipe 
10 cm. in diameter with an average velocity of 50 cm. per sec. Plot curves 
showing the distribution of velocity and shearing stress in a cross section of 
the pipe. 

87. Motion of Bodies through a Nonturbulent Fluid. Stokes 7 

Law.— The problems so fur dismissed in connection with the 
laminar motion of viscous fluids have, for the most part, been 
concerned with the movement of the fluid past stationary bound- 
aries. Another group of problems which is of great importance 
treats of the resistance to motion produced by moving a solid 
body through a, mass of fluid that was initially at rest. Such 
problems are frequently found in aeronautics and in marine and 
automotive engineering. The mathematical theory involved in 
the solution of those problems is extremely complicated and 
results have been obtained for only the simplest forms, such as 
the sphere and an infinitely long circular cylinder moving at 
right angles to its axis. No attempt will be made to discuss the 
theoretical details except to mention that the fundamental 
hypothesis on which the problems have been solved is that the 
motion is such that the inertia forces on the fluid particles may be 
neglected in comparison with the shearing forces due to viscosity. 

In the case of a sphere moving with a constant velocity V 
through an infinite mass of fluid, it has been found that the resist- 
ance opposing the motion has the value 

1) - 3r rfiVd (20) 

where fi f as before, is the coefficient of viscosity and d is the 
diameter of the sphere. This formula is known as Stokes 7 law 
and was first demonstrated by him in 1851. Experimental 
data on the resistance of spheres will be discussed in detail in 
Chap. XII, but at this point it may be mentioned that Stokes 7 
law holds only for a very restricted range of conditions. In the 
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case of ordinary fluids, such as wafer and air, the size of the sphere 
must be so small as to be practically microscopic in character, 
while with larger spheres, either the fluid must he extremely 
viscous or the velocity must be very low. These latter cases are 
often referred to as “creeping” motions. 

In spite of these restrictions Stokes’ law has not been without 
its practical applications. For example, if- forms the* basis for 
one method of measuring viscosity a, ml has also been used to 
advantage in investigating the settling out of material suspended 
in liquids and in solving problems in diffusion. A recent applica- 
tion of much interest is concerned with the amount of ash deposit 
from stack gases in the vicinity of coal-burning power plants . 1 

88. Numerical Values of Viscosity —In using the equations 
of the previous articles in this chapter, it is necessary to have 
some numerical data on viscosity. Air, water and castor oil arc 
examples of fluids of low, medium and high viscosity. The 
accepted values of the absolute and kinematic, viscosities of those 
fluids under standard conditions are given in Table IV. 

Table IV. — Viscosity of Air, Water, and Castor (hn at Standard 
Conditions of 59°F., 29.92 In. Hu (15 n 0. t 790 Mm. Hu) 


Fluid 


Absolute; viscosity, n 


Kinematic, viscosity, v 


Poises 


Slugs pca- 

ft. SCO. 


Stokes 


tfq. ft. per 
see. 


Air 1.783 X 10~ 4 3.723 X 10 1.455 X 10 1.500 X K)™ 4 

Water.... 1.144 X 10' 2.389 X 10~* 1.145 X 10 1.232 X I0~ fi 

Castor oil ; 15.14 3.16 XU) 15.70 1.090 X 10™ 2 


The values of m in poises given in Tables IV, V and VI are taken from "International 
Critical Tables,” McGraw-Hill Book Company, Inc., Now York, HMO. 

The range of values of absolute viscosity for a few common 
liquids at room temperature is indicated below in poises. 

Liquid Viscosity, Poises 

Gasoline 0 . 003 0.000 

Kerosene 0,02 

Light lubricating oils 0 . 025 4 . 5 

Medium lubricating oils 1.5 3.5 

Heavy lubricating oils B , 5 20 

1 Croft, H. 0., The Calculation of the Dispersion of Flue Dust and 
Cinders from Chimneys, Tram. A.S.M.E. , vol. 57, pp. 5 10, 1935. 
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Viscosities of a lew common gases in poises are as follows: 


Gas and temperature 


Viscosity, 

poises 


Ga,s and temperature 


Viscosity, 

poises 


Hydrogen ;il. 20.8°C O.OOOOSol Sl^am at 10()°C 0.000127 

Helium at 21.4°C 0.000199 Hi, earn at 207°C 0.000168 

Nitrogen at 23°C 0.000177 Methane at 100 ° V 0.000115 

0xyg(-ti at 23 °G 0.000201 Carbon dioxide at 21°C. . . 0.000148 


89. Effects of Temperature on Viscosity.— The effects of 
changes in temperature and pressure on the viscosity of fluids 
are best studied separately. It has already been mentioned in 
Chap. I, Art. 10, that liquids and gases are oppositely affected 
by changes in. temperature, liquids exhibiting a decrease and 
gases an increase in viscosity with an increase in temperature. 
Water and air may be taken as examples of a liquid and a gas. 
The fact that they behave in opposite ways under a change in 
temperature is verified by the data given in Table V. Empirical 


Tablk V.- Viscosity ok Am ani> Water at Various Temperatures 


Temperature, 

°C. 


0 

20 

40 

00 

80 

100 

200 

300 

400 

500 


(Pressure ~ 700 Mm. Hu) 


Water Air 


/* X 10* 

Density, 

g X 10" 

poises 

K« P«r ««■ 

poises 

1.793 

0.9998 

1.709 

1 .008 

0.9982 

1.808 

0.653 

0.9922 

1.904 

0.409 

0.9832 

1.997 

0.357 

0.9718 

2.088 

0.283 

0.9584 

2.175 

2.582 

j 

2.946 


3.277 


3.583 


formulas representing the variation of the viscosity of water 
and air are, also available. 1 Helmholtz, using Poiseuille s 
experiments, found that for water 
1 Lamb, H., ‘Hydrodynamics,” 5th od., p. 545, Cambridge University 
Press, 1924. 
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0.01779 

^ - 1 +1I0336S/ + 0.000220WM 2 


( 21 ) 


while for air, according to Grindley and Gibson, Urn viscosity is 

p = 0.0001702(1 -f 0.00 329/, + 0.0000070/- ) (22) 

In these expressions £ is the temperature in degrees centigrade and 
ix is the viscosity in poises. 

The variation of viscosity with temperature is especially 
important in the case of lubricating oils since an oil that is 
satisfactory at the beginning of operation of a bearing may bo 
insufficiently viscous when the full operating temperature is 
reached. On the other hand, an oil that, is suitable for high- 
temperature work may have such a high viscosity at low tem- 
peratures that considerable difficulty may be experienced in 
starting the machine after it has been allowed to cool off. The 
effect of temperature on oil is illustrated by flu* figures on castor 
oil given in Table VI. 

Table VI. — Viscosity of Castor Oil at Various Temperatures 
(Pressure = 700 Mm. lies) 


Temponil.uro, 


I )pnsily, 

°C. 

pOLSOH 

g. per <•<*. 

f> 

37.00 

0.9707 

10 

24. 18 

0.9072 

15 

15.14 

0.9038 

20 

9.86 

0.9003 

25 

6.51 

0.9509 

30 

4.51 

0.9534 

35 

3.16 

0.9*199 

40 

2.31. 

0.9405 

65.6 

0.005 

0 . 928*1 

100 

0.109 

0.9050 


90. Effect of Pressure on Viscosity. -The effect of changes of 
pressure on the viscosity of fluids is practically negligible under 
ordinary conditions. Some liquids, such as ether and benzene, 
show a very slight increase while water exhibits a decrease in 
viscosity with increasing pressure, but in all these eases the 
changes are unnoticeable except at extremely high pressures. 
Liquid carbon dioxide behaves in much the same manner as ether 
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and benzene, but the changes in viscosity are appreciable in 
magnitude only in the neighborhood of the critical temperature 
where the liquid becomes gaseous in form. According to the 
kinetic; theory of gases, the viscosity of such fluids is independent 
of the pressure and this statement is corroborated by the available 
experimental evidence, with the exception that the viscosity 
shows rather large; variations in value when the gas is near its 
critical temperature. In the case of lubricating oils, the viscosity 
increases with the pressure much faster for mineral oils than for 
the fixed oils, a fact which is of considerable importance in the 
operation of bearings under heavy loads. The effect of pressure 
on the viscosity of Mobiloil “ A ” is shown by the following data. 1 


(Stige pressure, 


kg. per sq. em. 

poises 

0 

0.495 

7-1 . 2. r > 

0.578 

227.0 

0.755 

f>r>o.r> 

1 .519 

804.0 

3.355 

1019 

5.105 

1131 

7.030 

1 101 

10.950 


91. Dimensional Homogeneity. The general problem of 
fluid mechanics is to determine and to describe; completely the 
nature of the flow of a fluid with respect to a certain specified 
arrangement of boundaries. As a part of this problem, it is 
frequently desirable to obtain an expression relating the funda- 
mental quantities that characterize the fluid and its motion. 
Thus, earlier in this chapter formulas were given for the loss in 
head involved in flu; laminar flow of a viscous fluid through a 
circular pipe and for flu; resistance experienced by a sphere when 
moving with a constant velocity through a viscous fluid. In 
the majority of flows, particularly those concerned with viscous 
fluids, it is not possible to derive such relationships by analytical 
methods and it then becomes necessary to resort to experimental 
means. If, however, some indication is given of the important 

‘Lanoom'-BOrnhthin, “PhymkaliHch-chemisohe Tabellcn,” vol. I, p. 
169, Julius Springer, Berlin, 1923. 
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quantities on which the flow depends and v-v hot her or not there 
is any particular combination oi Umm which is significant, the 
experimental work can be more readily systematized, and in 
some cases considerably reduced in amount. 

The process of determining the proper combination of the 
significant physical quantities in any flow may bo carried out 
by the methods of dimensional analysis. The basic principle 
of this method is that any equation relating physical magnitudes 
must be dimensionally homogeneous. In other words, if a 
formula is to represent an expression for resistance to the motion 
of a body through a fluid, then, since tin* resistance is a force, 
the quantities on which this force depends must be so arranged 
that their combination will also have the dimensions of a force. 
In applying this method it is usually convenient to reduce all 
quantities to the fundamental units of mass, length and time. 
These units are designated as fundamental because no one of them 
involves either of the others. If the problem at hand involves 
three distinct quantities, then, since there are three fundamental 
dimensions, it is possible to determine completely the form of 
their combination. If there are four quantities, three of them 
can be expressed in terms of the fourth but tin* problem cannot 
be solved completely except by more detailed analytical or 
experimental methods. 

92. Application of Dimensional Analysis to Pipe Flow. As 

an example of an application of the methods of dimensional 
analysis, the problem of the head lost due to friction in a circular 
pipe, as studied in Arts. 85 and 86, will be considered. liquation 
(18) of Art. 86 for the loss in head was 


, , 128 Qm! 

h - h = • ,, 

mho 


(23) 


Since the discharge is Q — mPV/i, and w = gp f this may also 
be written in the form 


h\ — h% 


32 Vfd 
d 2 pg 


(24) 


The form of this equation can be found by dimensional analysis 
if it is assumed that the loss in head is dependent on the mass 
density, the viscosity, the velocity and the pipe diameter. Equa- 
tion (24) also contains the length of the pipe but this may be 
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expressed as a constant, times the diameter. The acceleration g 
which appears in Eq. (24) will be omitted because of the fact 
that neither inertia nor gravitational forces are involved in the 
flow as it was originally set up. 

It is now assumed that the loss in head along the pipe may be 
written in the form 

hi - Ih = /(p, jjl, V, d) 
or 

hi — Ih = k ;p a n b V c d a (25) 

in which k is a nondimensional coefficient of proportionality 
and a , 6, c and v an* undetermined exponents. The left side of 
Eq. (25) represents a head which is measured in units of length. 
Expressing all the quantities in this equation in terms of the 
fundamental units it/, />and 7\ the following dimensional equality 
is obtained : 



Inasmuch as the fundamental dimensions M, L and T are inde- 
pendent, Eq. (2(5) can lx* satisfi(*<l only by equating the exponents 
of the corresponding terms. In this way three separate equa- 
tions are obtained, which an* 

1 - 2a ■ ft + c +• e 

0 - a T ft 
0 - - b - c 

These expressions may be solved simultaneously for three of 
these exponents in terms of t he fourth. If all are expressed in 
terms of ft, then 

a = -ft 
<: = —ft 

v 1 — ft 

so that Eq. (25) for the loss in head now becomes 

/„ - *. -- m 

Since k is nondimensional and sinee the right side of this expres- 
sion should have the dimension of a length, it is obvious that the 
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combination of terms n/pVd should l><> noiulimensional. That 
this is the case may be verified by direct substitution of the 
dimensions of the quantities involved. But IOq. (27) does not 
appear to correspond in form to the original ICq. (24). However, 
the nondimensional combination p/pVd may be introduced into 
the latter, giving as a result 

In this form the velocity head V~/2g has the linear dimension 
L, while the last two factors iiro dimensionless, so that the 
equation is still dimensionally homogeneous. 

93. The Reynolds’ Number.— The application of the methods 
of dimensional analysis to the pipe-flow problem does not give 
the result in the same form as that obtained by direct analysis. 
However, it does bring out the fact that there is a. nondimensional 
combination of the physical quantities which describe the flow 
and on which the loss in head is dependent. This combination 
is known as the Reynolds’ number after Osborne Reynolds, 
who was the first to show its meaning and importance. It will 
hereafter be designed by the symbol 

N IC = pV<t (29) 

r* 

Equation (28) thus indicates that, for a given value of the Rey- 
nolds’ number, the loss in head in a pipe is directly proportional 
to the velocity head and to the ratio of length to diameter. If 
dimensional analysis had not suggested that the quantity Nr 
was of some significance, this simple form for the loss in head 
might have remained hidden in the form in which I0q. (24) is 
expressed. When both the Reynolds’ number and the length- 
diameter ratio are constant, the loss in head is proportional only 
to the velocity head. With l/d constant, such flows have 
geometrically similar boundaries while, as will be shown in Chap. 
XV, a constant value of N u indicates so-called “dynamic simi- 
larity” of the flows, that is, the forces acting on the fluid particles 
are in the same ratio at corresponding points. 

In studying the motion of bodies through a fluid, it is found 
that the resistance is dependent on a combination of quantities 
which is analogous to the Reynolds’ number for flow in pipes. 
The Reynolds’ number for pipe flow is proportional to the diam- 
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eter; in the ease of the moving body this term is replaced by some 
convenient length which is indicative of the size of the body. 
In many eases this quantity is taken as the length of the body 
measured in the direction ol its motion. In all types of viscous 
fluid flows, the motion is lound to he dependent on a general 
form of the Reynolds’ number which may be written as 


= pYl 


(30) 


in which l represents some characteristic dimension of the body 
or bounding surfaces. 

The significance of Reynolds’ number in the case of a body 
moving through a viscous fluid may be exemplified by means of 
Stokes’ law for the resistance of a sphere. If the value of the 
resistance given by Kq. (20) is multiplied and divided by the 
density, velocity and diameter, the result is 


3 TpjjL K V 2 
p V (1 


3ttpPV/* 1 | 


> VdJ 


3x P V*tP 
N lt 


( 31 ) 


In this case the Reynolds’ number is Nn = pVd/fi, the diameter 
of the sphere having been taken as its characteristic length. 
The impression should not be obtained from Eq. (31) that the 
drag of the sphere 1 is proportional to the square of the velocity. 
This difficulty will he avoided if it is remembered that the 
Reynolds’ number contains the velocity to the first power. 

94. The Critical Reynolds’ Number. -In the earlier discussion 
of Reynolds’ experiments on the flow of water through circular 
pipes, it was mentioned that he found that under certain condi- 
tions the flow would be laminar in character and that under 
others it would be turbulent. It is now possible to discuss 
quantitatively the criterion which determines the type of flow 
that takes place under any given set of circumstances. The 
results of Reynolds’ original experiments, as well as those of 
many other workers in this field, particularly those; of Schiller, 1 
have shown that at a certain so-called critical value of the 
Reynolds’ number, based on the pipe* diameter and the average 
velocity, the flow begins to exhibit turbulence. Thus for a 
pipe of a given diameter and carrying a fluid of a certain viscosity, 
the flow is laminar until the velocity reaches the value correspond- 

1 Schiller, L., Foritch unymrbmten Var. daut. fng., vol. 248, p. 16. 
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ing to the critical Reynolds' number. For slightly higher speeds 
the flow becomes turbulent at a point at, a considerable distance 
down the pipe from the inlet, but this turbulence may be of an 
intermittent character and does not. extend throughout the 
entire remaining length of the pipe. As the velocity is still 
further increased, the turbulence becomes more and more 
complete until finally the entire length of the pipe beyond the 
point where turbulence first commenced is filled with fluid in 
which the motion is of this type. It, appears that the change 
from laminar to turbulent flow is not an instantaneous one but 
occurs more or less gradually over a range of values of Reynolds' 
numbers known as the transition range. The Reynolds' number 
at which laminar flow ceases to exist, is known as the critical 
Reynolds' number or Reynolds' criterion. It will be desig- 
nated by Nc- 

Although considerable information is now available concerning 
the effects of turbulent flow on the velocity distribution, pressure 
drop and other external characteristics of the motion, very little 
is known about the actual mechanism by means of which turbu- 
lence is produced. The most satisfactory oxplanalion offered 
is that in any flow there are initially certain small disturbances 
and that when laminar flow exists, these disturbance's are rapidly 
damped out, while turbulent flow is the result of their augmenta- 
tion. While this is a very sketchy and incomplete attempt to 
explain, the fundamental nature of the difference between these 
two kinds of flows, it does give some insight into their processes of 
formation. From this point of view it would appear that 
conditions in the fluid before and at the inlet, to the pipe would 
have considerable influence on the motion, and this supposition 
is borne out by the evidence obtained from experiments. If 
the fluid in the reservoir which feeds into the. pipe* is allowed to 
stand for several days before any tests sire made, so that it has 
attained an almost complete state of rest, it is possible to obtain 
much higher values for the critical Reynolds' number than would 
otherwise be the case. Likewise a carefully flared and polished 
mouthpiece placed on the inlet of the pipe makes it possible to 
increase the value of the critical Reynolds' number. The most 
reliable experiments indicate that there is no definite upper limit 
to this critical value and values have been obtained ranging all 
the way from about 2400 to 50,000, depending on the earn taken 
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to minimize the effects of initial disturbances. However, it 
docs appear that the critical Reynolds’ number has a lower 
limit; that is, there is a value below which turbulent flow does 
not persist and Inflow which the motion is always laminar in 
character, even for extremely violent initial disturbances. The 
value of this “lower critical Reynolds’ number,” as determined 
by Schiller, is 2320. 

When the Reynolds’ number for the flow in a circular pipe 
exceeds the lower critical value of 2320, there is always the 
possibility that the flow may be turbulent rather than laminar, 
so that for values higher than 2320 the Hagen-Poiseuille law 
should not he applied unless there is evidence that the critical 
value for the installation in question is higher than this lower 
limit. Since the great majority of actual flows found in engi- 
neering work have proved to be turbulent in character, turbulent 
flow is sometimes known as hydraulic flow. Its detailed study 
in the ease of pipes will be taken up in the next chapter. 

Turbulence and the transition from laminar to turbulent 
flow are of importance not only in connection with the flow in 
pipes but in many other examples of fluid motion. An outstand- 
ing instance is found in the so-called boundary-layer theory for 
the determination of the resistance of bodies moving through 
fluids of small viscosity such as air or water. In this theory 
the effects of viscosity are confined to a thin film of fluid adjacent 
to the surface of the body and in this layer the flow may be of 
cither a laminar or a turbulent character. The nature of the 
flow has, as might be expected, a marked effect on the resistance 
of the body. A fuller discussion of such problems will be found 
in Chap. X II. 

Example. ■ An oil having a specific gravity of 0.78 and an absolute 
viscosity of 0.075 poises fW'H through a horizontal '^-in.-diameter pipe 
line 40 ft. long. Determine the highest average velocity for which the flow 
is certain to be laminar and eompule the pressure difference necessary to 
maintain this flow. 

Solution.- - The absolute viscosity of the oil is 

H 0.075 poises -- 0.075 ~£— 
em.HCc. 

and, since 1 g. 0.85 X 10 6 slugs (see page 170) and 

1 om. • s 2.54 ! X12 = °- 0328 ft ’ 
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then 

u _ 0.075 .. X ASS X Kr „ M 1() 

M ~ 0.0328 ft. wee. 

The limiting velocity for laminar flow oorrespomls to the condition where 
the Reynolds’ number is equal to its critical value, that is, 


or 

v * ,i N f 

fid 

Now No = 2320 and 

w 0.78 X 02.4 , . . . , .. 

P “ ~ g = ■ 32.2 = '■ 5I s1uksA ' U ' ft 

Then 

v = 2320 = 5.77 ft,. / hoc, 

1.5! X y? 

The pressure drop in terms of the average velocity, as obtained from 
Eq. (15), is 

32 V fil 32 X 5.77 X l .500 X 10 4 > -10 

^ ' q; 

— 607 lb./sq. ft. or 1.03 lb./sq. in. 

Problem 211. Water at 40°C. flows through a l-in.-dbmieter pipe. Wlmt. 
is the lowest velocity at which the flow can be turbulent? Wlmt is the* 
corresponding value for air at atmospheric pressure and 10"O.Y 

212. Compute the highest velocity at. which the flow of water in a } .j-in. 
pipe is certain to be laminar at zero and 1 G0°C. 

213. Compute the Reynolds’ number for a sphere 30 in. in diameter in 
atmosphere at 15°C. moving at a velocity of (K) m.p.h. 

95. Surfaces of Discontinuity and Vortex Formation. The 

forces due to viscosity are present in real fluids only when there 
exists a velocity gradient in the direction normal to the motion 
of the fluid. This is immediately evident from Newton’s law 
for the shearing stress between adjacent layers of fluid as written 
in the form of Eq. (2). The layers of fluid dealt with there are of 
infinitesimal thickness and there is a continuous variation in 
velocity from layer to layer. In many eases circumstances may 
arise which lead to the presence of two adjacent layers of fluid 
having velocities differing from each other by a finite amount. 
The velocity distribution and its gradient normal to the motion 
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can no longer be regarded a,s (continuous functions and the theory 
of viscous fluids developed in the preceding pages is not strictly 
applicable. There is a, marked difference in the magnitudes 
of the velocity on the two sides of the surface separating the two 
layers of fluid, and lor this reason this surface is commonly 
known as a surface of discontinuity. 

In general, surfaces of discontinuity are very unstable and 
remain intact for only a short period of time during the early 
stages in the development of a flow. The surface rolls up into a 
series of eddies or vortices which adjust themselves so as to form 
a stable arrangement. The development of these eddies from a 
surface of discontinuity lias boon explained by Prandtl 1 and is 
best illustrated by means of an example. 



(a)- Symmetrical Row (b)- Asymmetrical Flow 

wilhoui Pi-.continuity with Discontinuity 

Fui. UK). Forming of Hurfncn of dineontinuity. 

The streamlines of the two-dimensional flow of a uniform 
stream past a strut having a symmetrical cross section are shown 
in Fig. 130a. In this case the direction of the undisturbed 
flow is parallel to the axis of symmetry of the section and the 
fluid layers passing along the upper and lower surfaces meet at 
the trailing edge with equal velocities so that no surface of 
discontinuity is formed. If the direction of the flow is inclined 
upward, then the layer of fluid passing along the upper surface 
reaches the trailing edge with a lower velocity than that of the 
layer passing along the lower surface as shown in Fig. 1306. 
A surface of discontinuity is thus formed in the fluid between 
these two layers after they leave the trailing edge of the section. 

Initially the surface* of discontinuity leaves the trailing edge 
of the strut as a smooth line*, but through the action of any small 
disturbances it soon acquires a wavy formation. The breaking 
down of this flow into a series of eddies may be shown by using a 
system of axes which moves with a velocity equal to the mean 

1 Ewam), P. P., Pobchl, T., and Prandtl, L., “The Physics of Solids 
and Fluids,” pp. 225-227, Blackie & Son, Ltd., London, 1930. 
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velocity of the two layers of fluid. The* wave system iulvanees 
with this same velocity relative to the strut so that, with respect 
to the new coordinate system, the waves are at test as shown in 
Fig. 131a. The heavy line represents the wavy surface of 
discontinuity and the fluid below it is moving to (lie loft while 
that above it moves to the right. From the character of the 
streamlines, it is possible to locate at once the regions ol increased 
and decreased pressure, these being indicated by the plus and 
minus signs in the figure. Because ol those dilloronees in pres- 
sure, the waviness of the surface of discontinuity increases, taking 
on the shape shown in Fig. 131b and finally rolling up into eddies 
as shown in Fig. 131c. 



Fig. 131. — Surface of discontinuity breaking down into oddioH. 

In all actual flows where discontinuities may appear, the 
fully developed flow consists of a system of eddies which has 
adjusted itself in strength and position so as to form a stable 
arrangement. The wake behind a normal plate or bluff-shaped 
body is represented by a double row of eddies known as a. vortex 
trail. Cases where an isolated eddy or vortex is formed in a 
fluid are frequently found in nature, the tornado and waterspout 
being two of the best known examples. 

96. Properties of Vortices. — An eddy or vortex formed in a 
real fluid consists of a relatively small core rotating about an 
axis within itself as though it were a solid rod. The action of 
viscosity on its outer surface transmits this rotation to the sur- 
rounding fluid and causes the latter to circulate around the core 
with a velocity that varies more or less inversely with the distance 
from its center. In hydrodynamic theory where viscosity is 
neglected, there is also a flow known as a vortex, which may be 
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defined by «:>.yins that the velocity is inversely proportional 
to the distance r from its center, that is, 


The constant V is known as the strength of the vortex and is 
equal to the circulation a, round if. 'Flu- fluid moves around the 
center on concentric circular streamlines and there is no core as 
in the actual vortex. The velocity at the center of the mathe- 
matical vortex consequently becomes infinitely large, a condition 
which could not exist in nature, while the velocity approaches 
zero only at an infinitely great distance from the center. In the 



real vortex the velocity drops off somewhat more rapidly than 
would he indicated by Kq. (32) because of the effect of viscosity. 
The nature of the flow in a. right cross section of a real and 
mathematical vortex is shown in some detail in Fig. 132. Equa- 
tion (32) may usually be employed for approximate calculations 
of the velocity field around a, void, ex which has an infinitely long 
core in the form of a, straight line, provided that such information 
is not wanted for points in the immediate neighborhood of the 
core. When the core is curved the calculations are more com- 
plicated and will not be discussed here. It might be mentioned, 
however, that the problem is mathematically identical with one 
in electricity, that is, the* determination of the strength of the 
magnetic field a, round an infinitesimal conductor carrying a 
constant current. The velocity outside the vortex core e.orre- 
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sponds to the strength of the magnetic field and the strength 
of the vortex to the magnitude of the current passing through 
the conductor. 

Helmholtz, who was the originator of the mathematical theory 
of vortex motion, demonstrated several laws concerning their 
behavior. These laws are as follows: 

1. A vortex is of constant strength throughout its entire 
length and cannot terminate at a point within the fluid, except at 
a boundary. 

2. The strength of a vortex remains constant with time. 

3. A vortex always consists of the same fluid particles as it 
moves through the fluid. 

The first of these laws would imply that, in the ease of the 
tornado, the vortex must extend upward an infinite distance 
from the surface of the earth. However, in a real fluid, such as 
air, this is not necessarily true because the action of viscosity will 
produce a dissipation of energy in the vortex and cause it to 
disintegrate at a finite distance from its boundary. For calcula- 
tions of the velocity near the earth's surface produced by the 
tornado, the assumption that the vortex obeys Helmholtz' first 
law will give reasonably accurate results. The second and third 
laws are also not strictly true for real vortices, and again the 
differences may be attributed to the effects of viscosity. An 
example of a vortex whose core is in the form of a dosed curve is 
the smoke ring, which is easily produced for demonstration 
purposes. 

Many fruitful applications of the theory of vortices have been 
made in problems of fluid mechanics, particularly in the calcula- 
tion of the resistance of bluff bodies, using the idea of the vortex 
trail mentioned above, and in the aerodynamics of airplane wings. 

The circulatory flow used in the study of the rotating cylinder 
in Chap. VII may be considered as being obtained by the super- 
position of a uniform flow on that produced by a vortex located 
at the center of the cylinder cross section. This vortex does not 
exist in the actual flow but may be regarded as producing an 
effect which is theoretically the same as that produced by the 
cylinder. 

Further light may also be thrown on the concept of the surface 
of discontinuity by regarding it as being made up of a number of 
infinitesimally small vortex filaments all rotating in the same 
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direction. When :t, unilonn stroam ol fluid pussun over such a 
vortex layer, it is at oiuv evident from Fig. 133 that a discon- 
tinuity of velocity will result. The vortices appear to act as a 
series of roller bearings between the two layers. When infini- 
tesimal vortices are distributed continuously throughout a body 
of fluid, the latter is said to possess vorticity. Such a concept 
is sometimes used for studying the behavior of the turbulent 



Fit*. l.'W. Surface of discontinuity represented by :i vortex layer. 

motion of viscous fluids. Several of these problems will be 
treated in greater detail in later chapters of this book. 

General Problems 

214 . A sphere is in a stream of gas having a kinematic, viscosity of 10 
stokes and a velocity of 20 ft . per see. Its Reynolds’ number is 200, What 
is the Reynolds* number of the same sphere in a stream of air at 20°C. and 
ii velocity of *10 m.p.fi,? 

216 . Compute I he velocity at which castor oil at li> n O. will How through a 
tube 0.4 cm. in diameter and 4 ft. long under a head of 18 in. What is the 
Reynolds 1 number? What head would be required to reach the critical 
velocity? 

216 , A vertical shaft 2 in. in (Kamel or rotates at 240 r.p.m. in a concen- 
tric cylindrical bearing 2.5 in. in diameter. The bearing contains lubri- 
cating oil having a viscosity of 0/105 poises. Assuming a straight-line 
distribution of velocity in the oil, what is the shear stress in the oil next to 
the shaft? If 1 ft, of length of the shaft is in oil, what is the torque on the 
shaft due to tin* oil? 

217 . A capillary tube 0,2 cm. in diameter and 10 cm. long discharges 1.0 
liter of liquid in 10 min. under a pressure difference of 2 in. of mercury. If 
the specific gravity of (he liquid is 0.0, what is the viscosity? 
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97. Motion of Fluid in a Pipe.— A fluid in a. pipe is const, rained 
laterally by pressure forces at the walls so that the genera] 
motion of the fluid must be along the axis of the pipe. These 
lateral forces, being normal to the direction of motion, can have 
no effect on the velocity. The velocity of the flow is controlled 
and maintained by the axial forces, namely, tin* pressure differ- 
ence and the axial component of gravity forces. An idea of the 
manner in which these forces act may be gained by considering a 
cylindrical body of fluid contained in a portion of pipe of length 



A l and cross section A, such as that shown in Fig. 1H4«. It is 
affected by an axial force due to the difference in pressure forces, 
Ap A , and the axial component of weight, wA A l sin 0 — wA Az; 
the simplified force condition is as shown in Fig. 1Mb. When 
Ap A = wA A 2, the fluid is static, that is, A p — w Ac, which is 
the usual condition for static fluids. If Ap > w Ar, the (low will 
be upward and toward the right at such a velocity that the 
resistance to flow is downward and equal to 

R = Ap A — wA A z = A (Ap — w A z) 

When Ap < w A z, the flow is down and toward the left at such 
a velocity that the resistance is upward and equal to 

R = wA Az - Ap A A(wAz~ Ap) 

192 
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figurn 135 represents a portion of a pip,- lj no having a length 
l and a const, ani, cross-sect, ional area, ,1. Points 1 and 2 are at 
elevations Zi and z s , respectively, above any horizontal datum 
plane BB. r l he Bernoulli constants for points 1 and 2 referred 
to this datum a. re 


and 



//, 


( 2 ) 


It will lx; recalled from Art. -13 that, the terms of Bernoulli’s 
constant, when written in the above iorm represent energy 
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content of the several forms in foot-pounds per pound of fluid, 
a quantity having Mm dimension 

foot-pounds 

pounds '' <( ^' 


The terms arc therefore commonly willed velocity head, pressure 
head and potential head, respectively, while their sum H is 
the total head. The difference in total heads at points 1 and 2 is 
then 


/Ji - // a 
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J + + z 2 
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If the fluid is a liquid or if the change in density is negligible, 
the velocity in a pipe* of uniform diameter is constant and the 
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velocity heads in Eqs. (1), (2) and (3) aro all equal. Then 
from Eq. (3) 

H. - ft - (g + *■) - (* + *) " '• (4) 

The terms of Eqs. (3) and (4) appear in Kig. 135, and an 
examination of that figure shows that, in the ease of a, pipe carry- 
ing a liquid, h in this equation is the difference in elevation of the 
free surfaces in open piezometer tube's connected to the pipe at 
the points in question. A line connecting such free surfaces is 
known as the pressure grade line or hydraulic, grade line, a very 
useful device in dealing with flow in pipes. The line drawn at a 
distance V~/2g above the hydraulic grade line is known as the 
energy grade line since its ordinate measured from the datum 
plane represents the total Bernoulli constant. The velocity 
being constant, the direction, of flow in a pipe is always down 
the slope of the energy grade line and is independent of the slope 
of the pipe itself. 

The fall in the energy grade line along a pipe is the loss of head 
or energy loss per pound of fluid. It is the energy which in the 
case of a liquid has been transformed to heat and no longer 
exists in any of the three forms represented by the terms of the 
Bernoulli constant. This loss, or, more properly, this trans- 
formation of energy, results from natural resistance to flow. 

98. Nature of Resistance to Flow in Pipes. -The study of the 
nature of the resistance to flow in pipes and the gathering of 
data to be used in computing the loss of energy or head due to 
such resistance have occupied the time of great numbers of 
scientists and engineers. 

The resistance to laminar flow of fluids is due entirely to 
viscosity. The loss of energy is commonly called the friction 
loss but it is not to be .supposed that there is friction in the 
sense in which the term is used in dealing with relative motion of 
solids in contact. There is no motion or slip of the fluid at the 
walls of the pipe. As heretofore explained in Art. 85, laminar 
flow consists merely of a continuous change in shape of the body 
of fluid in the pipe at any time. The only resistance to this 
change in shape is due to viscosity of the fluid, which property 
must, therefore, be charged with all lost head or energy in 
laminar flow. 



Art. 99] 


FLOW OF FLU IDF IN PIPES 


195 


When the flow in a pipe is turbulent, the motion is so complex 
that no rigorous analysis or (lot. ailed description of the motion has 
been made. Particles of turbulent fluid may successively 
occupy different positions in the cross section of the pipe and are 
no longer confined to a, particular lamina. There is then an 
interchange of momentum, not only between molecules of the fluid, 
but also between finite masses of fluid as they move to other parts 
of the cross section. It. is certain that such finite masses do not 
long remain intact and that there is a very thorough mixing of the 
fluid. The resistance to turbulent flow is the combined effect of 
forces due to viscosity a, ml those due to inertia. 

An idea, of the great diflerenee between resistance to the two 
kinds of (low which may exist in pipes can be gained from the 
fact that in laminar flow the resistance or loss varies directly 
with the first, power of velocity while in turbulent flow it varies 
approximately with the second power of velocity. 

99. Reynolds’ Number for Pipes. -The significance of Rey- 
nolds’ number as a criterion of the kind of flow in a pipe was dis- 
cussed in Arts. 1K> and 91. The expression Nr = pVd/jj, - Vd/v 
contains the fa.et.ors which affect, resistance to flow and for that 
reason has been referred to as a “least, common denominator” of 
pipe flow. 

The critical value of N railed Reynolds’ criterion No, is the 
same*, for all fluids. All have laminar motion in a pipe when 
Nu is less than the critical value of 2220 and they may, and 
usually do, have turbulent motion when Nr is higher. This 
number is also a criterion for velocity distribution and the dis- 
tance required for its adjustment in the ease of laminar flow. 
Experiments on one fluid may be used to predict definitely 
the resistance to flow of any other fluid, even in a pipe of different 
diameter and at a different velocity, provided that Nr is the same 
for the two cast's. 

Two pipes of different diameters, containing fluids of different 
densities and viscosities moving at unequal velocities, may be 
likened to two similar triangles in that whatever they have in 
common must be dimensionless. In the triangles that thing is 
the angle or the ratio of corresponding sides; in pipes it is the 
dimensionless combination of factors known as Reynolds'' 
number. The use of this quantity as a parameter in studying 
and plotting experimental data on the flow of fluids has done 
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much to advance the knowledge of the nature of .such flow and 
also of the numerical constants involved because if servos to 
correlate the data on all fluids. 

100. Velocity Distribution in Cross Section of a Pipe. — The 

nature of velocity distribution for laminar (low in pipes is sus- 
ceptible to exact analysis. It was shown in Art. Nf>, in connec- 
tion with the derivation of the Ilagen-Poisouille La w, that when 
the velocity is plotted against position on the diameter of a pipe 
the resulting curve is a parabola with its axis coinciding with the 



Pig. 136. — Ideal velocity distribut ion for hi minor /low. 


axis of the pipe, as in Fig. 136. The velocity at any distance ' 
from the axis of the pipe is given by Kq. (13), page 173, as 



( 5 ) 


The velocity at the center is maximum and, lotting y = 0, it is 
found to be 


(v\ 


V*) fi* 
4 pi 4 


( 6 ) 


and from Eqs. (5) and (6) 


4 y; 

~c I* 


r> 


( 7 ) 


The flow across the ring-shaped element, of area d.A = 2 n/dv 
in Fig. 136 is 

dQ = u dA = 2 iruy dy 

Substituting u as given in Eq. (7) and integrating, 


dy = 7r r 2 


a M'tr 


( 8 ) 
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Expressing Q in terms of the average velocity V and the area 
of the pipe xr 2 and equating this value to that given by Eq. (8), 

Q = irr' V - Tt a ~ 

2 » 

whence the average velocity is 

V = ‘"T (») 

This could have boon deduced from tho fact that the volume of 
the paraboloid DUO is hall ol the volume of the circumscribed 
cylinder BCDH . 

The ideal parabolic distribution of velocity exists only at a 
considerable distance downstream from the entrance to the pipe 
and af values of N a not too close to the critical value N c . The 


f (a) (b) (c) 

l«To. U57, Traimitiun of velocity dinfribuliou for laminar flow. 



velocity distribution at the* rounded entrance to a pipe is approxi- 
mately uniform except at the walls. A short distance down- 
stream it becomes a combination of a nearly parabolic distribu- 
tion at the walls and a eon* in which the velocity is nearly 
uniform. Thus there is a gradual transition from the distribution 
shown in Fig. Vi7a to the ideal parabolic distribution of Fig. 
137c. The distance* from the entrance required for practically 
complete transition has been shown theoretically by Boussinesq 
and experimentally by Nik unwise 1 to be such that x/N ad = 0.065, 
in which x is the distance from the entrance and d is the diameter. 
Here again Nn plays an important part since the dimensionless 
expression x/N ud is a criterion for velocity distribution; that is to 
say, the variation of velocity in a cross section is the same in 
different pipes for equal values of x/N id. 

1 Prandtl, L., and (). J. Tiktjhns, “Applied Hydro- and Aero-me- 
chanics,” p, 25, McGraw-Hill Book Company, Inc., New York, 1932. 
This work gives velocity distribution diagrams after Nikuradsc and con- 
tains a thorough discussion of the subject. 
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With turbulent motion the distribution ol velocity docs not 
follow any simple mathematical curve. Many empirical formu- 
las have been devised to express the relation bet ween velocity and 
distance from the axis, each of which has some limitation. 1 
Velocity distribution in turbulent flow is more nearly uniform 

than for laminar flow. At points well 
downstream from any disturbance and 
for values of Nr well above AV, the 
average velocity in the cross section is 


Umax.- /.22V 

Curve for 
transition 

r 

<-V~0.82umax.^ \ 

1 j 

/ Fully developed 
r velocity 
' distribution 


V = 0.82k b1 


or u n 


1.22 T (10) 


Fig. 138. — Velocity distri- 
bution of turbulent flow for 
Nr well above Nq. 


' lurbuknt 


The latter figure is sometimes found as 
high as 1.25 and 1.225 may be taken as 
an average value over a. long range of 
Nr. The typical velocity distribution 
is established in a distance of 25 to 50 
diameters from the entrance, this distance being shorter than 
for laminar flow and apparently .independent of Nr. The 
velocity curves in the transition region do not differ so widely 
from that finally established as in the case of laminar flow. 
Figure 138 affords a comparison of the estab- 
lished velocity curve with one in the transition 
region and Fig. 139 shows a comparison of 
typical velocity curves for laminar and turbu- 
lent flow at the same average velocity. 

Stanton, 2 3 in very carefully conducted experi- 
ments, found no evidence of any slipping of 
fluid along the wall of the pipe, and several 
others have confirmed his results. There is a 
very thin annular space at the wall in which the 
flow is laminar. The presence of this thin laminar sub-layer has 
been demonstrated experimentally and theoretically and PrandtP 
shows that it has a thickness of 5 - 125.4nV*~ ? \ Between this 
very thin laminar boundary layer and the center of the pipe the 
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V J 

Kui. 130. Oora- 
p.'irisnn of velocity 
(list rilml ion for tur- 
bulent ami laminar 
flow at mime aver- 
age velocity. 


1 Lba, F. C., “Hydraulics,” 5th cd., p. 203, Longmans, Green & Com- 
pany, New York, 1930. This book gives a summary of empirical formulas 
for this purpose. See also Art. 107 of this text. 

2 Stanton, T. E., The Mechanical Viscosity of Fluids, 1‘roc. Ifo y. Soc., 

vol. 85, p. 366, 1911. _ 

3 Prandtl and Ttetjens, vp .' frtl .', /pr t 781 
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flow is turbulent. It is not to be supposed that there is a sharp 
division between the laminar and turbulent portions of the cross 
section. On the contrary, turbulence diminishes gradually near 
the wall. 

In either type of flow the velocity distribution is altered by 
any change in lonn or alignment ol the pipe, by any convergence 
or divergence ol the walls however gradual or by a temperature 
gradient across the pipe. The thorough mixing of fluid in 
turbulent flow makes a marked temperature gradient impossible 
except in tin' laminar sub-layer. 

The (‘Heel, of temperature gradient is more pronounced in 
laminar flow owing to the change of viscosity with temperature. 
If heat is being lost through the wall of the pipe, a liquid is more 
viscous at the wall than in the center and the ideal velocity 
diagram of Fig. VM) or hT7r is distorted so as to be sharper at the 
center and to have a smaller slope at the wall. If heat is being 
absorbed by the liquid at the wall, the velocity diagram becomes 
more blunt at the vertex. The effect of temperature gradient on 
velocity distribution of a. gas in laminar flow is directly opposite 
to its effect in the case of a liquid. Large temperature gradients 
across the pipe make accurate computation of resistance quite 
difficult if not impossible. 

All changes in velocity distribution change the required energy 
content and may have considerable effect on the resistance to 
flow. 

101. Relation of Kinetic Energy Content to Velocity Dis- 
tribution. It has boon demonstrated in previous articles that 
the kinetic energy per pound of fluid having velocity u is u 2 /2g, 
the velocity head. The total kinetic energy contained in the 
fluid passing in 1 sec. through a cross section over which the 
velocity is uniformly V is the product of the total number of 
pounds per second and \"'/2<j } or 

K.h. per see. — 2 ^ it.lb./scc. 

When the distribution of velocity is nonuniform, the average 
velocity being V t the kinetic energy content will invariably be 
more' than QwY“/2<j. 

In laminar flow with parabolic velocity distribution, for 
example, it can bo readily shown that the kinetic energy content 
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is 2QwV 2 /2g, or twice as much as for a uniform velocity of 
7. Referring to Fig. 136, the ring-shaped element of area is 
dA = 2 wydy and the velocity through it is u, whence the ele- 
mentary discharge is 1 

dQ = udA = 2 t ray (77/ (11) 

The kinetic energy in the fluid passing dA each second is 

w = jn>y (77/ (12) 

From Eq. (7) and Eq. (9) 

u = iw(i - f!) = 27(1 - 5) 


Substituting this value of u in Eq. (12) and integrating over 
the entire area, that is, from y = 0 to y = r, the total kinetic 
energy per second is 


K.E. per sec. 


8 unoV* 

o . 

irwX n r‘ 

v~ 



y <iy 


(13) 


From this it is seen that the total kinetic energy for parabolic 
distribution of velocity is twice as much as for a uniform velocity 
of 7. 

In the case of turbulent flow the total energy content is not 
conveniently found by integration, at this time because the 
velocity distribution curve is not represented by a simple equa- 
tion. For the purpose of arithmetic integration the cross 
section may be divided into small rings of area A A . The kinetic 
energy of the fluid passing through each A/1, in 1 see. is then 

A A — A E and the total kinetic energy content of the 

quantity per second is 2 (A E) = 2^AA uu^j- By taking values 

of u for each A A from the velocity distribution curve, it is found 
that the total kinetic energy per second for turbulent flow is 

7 2 

about 1*1 Q w ~%j or 1® P er cent more than for uniform velocity. 

1 In terms of the type dA the symbol d denotes a differential, the bar 

being used to avoid confusion with diameter d. 
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This quantity w l»iw«l upon the assumption that the local 
velocity is parallel to the axis of the pipe and that the motion 
docs not vary with tune. Neither of those assumptions is strictly 
true and the coefficient 1.1 is therefore somewhat small 
102. Energy or Head Lost in Pipes. Laminar Flow.-The 
head lost m laminar How in a pipe can he computed directly 
from the Ilagon-Poiseuille law, the only empirical data required 
being the viscosity and density of the fluid. Using this law in 
the form of Kq. (lf>), page 172, 


On - 

22 nl 


(14) 


in which d is the diameter and I. is the length of pipe between 
points 1 and 2, the drop in pressure for a horizontal pipe is found 
to be 


V i 


Vt 


22 yiv 

IP" 


(15) 


and, dividing hy the speeilie weight, (he head lost is 
■ir w m{~ 

Multiplying hoUi nuiu<*r;i.tor iind (Iriiomiinitor of this cxpA'cs- 
sion by p Vd and then substituting Ah, - p Vd/p, the lost licacf 
in terms of Reynolds’ number is seen to be 
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Noting that p w/g and canceling w, 


(17) 
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(18) 


This form is considered very convenient because it contains 
the expression lor velocity bead V-/2g and also because it resem- 
bles the well-known Darcy lonnula. The pressure difference for 
horizontal pipes expressed in terms of velocity head and Rey- 
nolds’ number is 


Pi - • pt 


<M wl V s 

M, t d 2g 


(19) 
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While these formulas are convenient in the forms given in 
Eqs. (17), (18) and (19), they should not be allowed to obscure 
the fact that losses in laminar flow vary directly with the first 
power of V and not with F 2 , since Nr contains 1 as a factor. 

The above formulas for laminar flow, which are hast'd on 
theoretical considerations, are well substantiated by experiment. 
The only empirical data required is the viscosity since resistance 
to laminar flow is independent of the roughness of the walls of 
the pipe if it is not so great as to cause an actual change in the 
interior dimensions or shape. 

103. Energy or Head Lost in Pipes. Turbulent Flow. — The 

head lost in turbulent flow in pipes is computed from formulas 
involving the velocity, the length and diameter of the pipe, 
and the viscosity and density of the fluid. The formulas have a 
fairly rational basis but invariably depend for their usefulness 
upon an empirical coefficient. One of the most, generally 
accepted of these is that by Darcy, 1 

( 20 ) 

in which the terms l, d and V are as previously defined and / is 
a dimensionless coefficient. The latter varies widely with the 
condition and diameter of the pipe and the velocity. Many 
experimenters have collected data from which / has been com- 
puted and a few values for water under ordinary conditions are 
given in Table VII. Most of those experiments were performed 
on flow of water in pipes and, while their number is large, 
most of the experiments made with water are included in a com- 
paratively short range of Reynolds* numbers. 

It has been shown definitely that values of / for turbulent flow 
are closely related to Reynolds* number, but this relationship in 
such that it cannot be contained in one simple mathematical 
expression. Empirical formulas, notably those of Blasius and 
Lees, have been devised which express the relationship between 
/ and Nr, but to cover the whole range of available experiments 
and engineering problems it is convenient to resort to a graph in 
which values of the coefficient / are plotted against values of Nr. 


1 Also variously credited to Chezy, Eytelwein, Wetsbac.h and Fanning. 
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Table VII. — Values of / foh Cast-iron Pipe Carrying Water 


Diameter, in. 


Velocity 











0 

8 

12 

10 

IS 

20 

24 

1 

0.028 

0.027 

0.020 

0.023 

0.021 

0.023 

0.022 

0.021 

2 

0,027 

0.02(1 

0 . 023 

0.024 

0.022 

0.022 

0.021 

0.020 

4 

0.025 

1 0,024 

0.023 

0.022 

0.021 

0.020 

0.020 

0.019 

0 

0.024 

! 0.023 

0.023 

0.021 

0.020 

0.020 

o.oi a 1 

0.018 

8 

0.023 

0.022 

0.022 

0.021 

0.020 

0.019 

0.019 

0.018 

10 

0 . 023 

0.022 

0.021 

0.020 

0.019 

0.019 

0.018 

0.018 

12 

0 . 022 

0.022 

0.021 

0.020 

0.019 

0.019 

0.018 

0.018 

10 

0.022 

0,021 

0.021 

0.020 

0.019 

0.018 

0.018 

0.017 

* 2 AH 

0.010 

0 . O ld 

0.014 

0.042 

0.040 

0.038 

0.037 

0.036 

O velocities 










Example. A linn of clean 6-in. east-iron pipe shows a pressure of 10 lb. 
persq. in. at A and 2-1 lb. per sq. in. at D, which is 000 ft-, from A and 20 ft. 
lower. What is (he quantity (lowing ami the direction of flow in the lino? 

Solution First compute pa hr 10 : 0.-133 -- 23.1 ft. and p It /w = 55.5 
ft. Now, after sketching the hydraulic, grade line, ah, it, is evident that the 
flow is from B to A and that (lie head lost, is 55.5 — 20 — 23.1 ~ 12.4 ft. 
Then 


h • / 


/ r* 
<1 *0 


or 


12.4 


000 K* 
J '»,/ r»4. i 


and 


\ 


0.845 

V? 


But/iH unknown nml its value depends to Nome <<xU-n t. on the velocity, 


h A2A ' 

b 

n » C - L 

— 

t 

Pa ' , , ,i 

W '/' U 

l ^ 

A 

PR 

W* 



20' 

t .. 


~Cr 


which is iiIho unknown. 1'sinK Table VII ns n. Ruble, assume, a reasonable, 
value of /, say 0.022. Then 

V () - Kli> ; 3.30 ft./seo. 

a/0.022 

Referring again to Table VI I, it in won 1 lmt 0.022 is a more appropriate value 
of/than 0.022, which was used. Repealing the process with/ = 0.023, 

y . °; Kir> . 3.38 ft. /see,. 

•\f 1)023 
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and 

Q - AV = 0.1% X 5.38 « 1.05 c.f.s. 

It is never necessary or beneficial to interpolate' value's of / beyond the two 
figures given in the table. 

Problem 218. The flow in a pipe has an average velocity of 0.8 ft. per sec. 
Compute the maximum velocity in the pipe («) if N R - 4000, (/>) jf 
A* = 2000. 

219. If the flow in a 3-in. pipe is such that- N I{ - Nr/2, at what distance 
from the rounded entrance docs the velocity distribution become parabolic? 

220. An oil having a viscosity of 0.02 slugs per ft. see. and specific gravity 
of 0.9 flows through a 2-in. pipe line at one-tenth the critical velocity. If the 
line is horizontal, what is the pressure difference for points 300 ft., apart? 

221. A line of new 6-in. cast-iron pipe delivers water at the rate of 2,0 c.f.s. 
If the line is horizontal, what is the pressure* difference at points 1000 ft, 
apart? If the flow is from point A to point- ft, which is 70 ft. higher, what 
is the difference in pressure, the distance being 1000 ft.? 

222. A clean 12-in. cast-iron pipe line shows a drop in energy gradient of 
20 ft. in a length of 1500 ft. Compute the quantity flowing in the line. 

104. Stanton’s Diagram. — The graphical representation in the 
form shown in Fig. 140 of the relation between value's of N n and 
the coefficient / in the Darcy formula is frequently called Stan- 
ton’s diagram because Stanton was among the. first to employ a 
graph in this form. 

In this diagram values of the two dimensionless quantities 
/ and Nr are plotted as ordinates and abseissas, respectively, on 
logarithmic scales. The single straight line at the left gives 
values of / for laminar flow based upon the Ilagen-Poiseuille 
law. The equation of this line is 



It applies to all round pipes and the only data required are those 
necessary to compute N R = p Vd/ix. 

For values of N R greater than No the relationship between/ 
and N r becomes more complex and is represented graphically by 
a curve. In the diagram the lower curve gives values of / for 
smooth tubes such as those made of glass, load, brass or any 
drawn metal while the upper curve gives value's of / for pipes of 
steel or cast iron of the quality ordinarily used in commercial 
work. The curves shown are as drawn by Drew, Koo and 
McAdams 1 and are based upon a large number of tests by other 

1 Drew, Koo and McAdams, The Friction Factor for Clean Round 
Pipes, J. Am. Inst. Chem. Eng., vol. 28, p. 56, 1932. 
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experimenters. The lower curve is in good agreement with that 
determined by Stanton and others. The points on the curve for 
high Reynolds’ numbers are necessarily obtained by experiments 
on the flow of air in which V can be very large and n quite small 
but the lower curve has been checked with heated water up to 
N m = 1,600,000 by Streeter. 1 The value's of / in turbulent flow 
are valid for any fluid and any combination of conditions, with 
certain limitations in the case of compressible fluids. Within 
the range of the diagram the values of / for laminar flow arc 
correct except for extremely viscous fluids in very small tubes.® 
Blasius proposed a formula for loss in smooth pipes which 
when reduced to the form of the Darcy formula becomes 


(1316 IV* 

</Nld2g 


( 21 ) 


from which it is seen that the term in the Blasius formula cor- 
responding to / in the Darcy formula is 


( 22 ) 

If values of/ computed from this equation are plotted on Fig. 
140, they fit the lower curve well for values of Nr up to 150,000. 
Equation (22) may then be regarded as an empirical equation 
for that part of the curve. This fully covers the range' of N u for 
ordinary hydraulic practice. Beyond this point tlx; (equation 
of the curve is more complicated and the entire length cannot bo 
represented by so simple a function. The equation of Drew, 
Koo and McAdams 

/ = 0.0056 + O.SOOiW" 0 '** (23) 

fits the curve for smooth pipes very well but is not so convenient 
in form as Eq. (22). 

The position of the curve at the transition from laminar to 
turbulent flow depends much upon the initial condi tions. Either 
type of flow has a tendency to persist and by exorcising great 
care laminar flow may exist at very high value's of Nr. It is 

1 Streeter, V. L., Frictional Resistance in Artificially Roughened Pipes, 
Proc. A.S.C.B-, February, 1935. 

2 Prandtl and Tietjens, op. cit., p. 21. This gives lower limits. 
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always certain that the flow will be laminar below the critical 
value of N » = 2220 and it is always possible and quite probable 
that flow will bo turbulent for higher values. 

Example. — What, is the head lost in 1000 ft. of smooth 6-in. steel pipe 
carrying 0.7 e.f.s. of water at. (a) 20°C., (h) S0"O.? 

Solution. — The. area of a (i-in. pipe is 0.106 sq. ft,. The velocity is 

6.7 s 0. 10() 3.57 ft., per sec. 


The viscosity of water at. 20"O. is 1 .008 X 10" s poise's, that is, 0.01008 g. per 
cm. sec. ami, since I g. 6.S5 X It)" 1 * slugs and 1 cm. = 0.0328 ft., 


0.0 IO0S X O.Kf) X IO~ 6 
0.032, S 


2.10 X 10-‘ slugs/ft. sec. 


In the name way the viscosity at 8<)°C. is found to he 
;t 0.71-1 x 10"'* slngn/ft. HOC. 

The Reynolds’ numbers at. 20"C. and 80**0., considering the change in 
densit.ywit.li temperature, are Mien 

»« il, V“' ; * lli5.(KKI,,l2(re. 

». v ": 

and the valu(*H of / from Stanton’s curve are 0.0105 and 0.0180, respectively. 
From the Dare.y formula the head lost- is 


and 


0.0105 X X '’Ilf '* IN ft. at, 20®C. 

0.0 O'l.rt 


h 0.0IH0 X ? '’rf,* ' 7.1 ft. at 80°C. 

0 .;> <>■! .*1 


Problem 223. A smooth pipe 0 in. in diameter carries water at a velocity 
of 8 ft, per sec. Compute the head lost in 1000 ft. of pipe when the temper- 
ature of the water is la) 20 u C. f (h) JOOC. 

224. A l-in, pipe carries castor oil at a vtdoeity of 2 ft. per see. What is 
the head lost, in 100 ft. of pipe («) when the temperature is 20°C., (b) when 
it is 40°C.? 

226. A el<‘a,n 12-in. <'ast-ir<m water pipe shows a drop in the hydraulic 
gradient of 8 ft. per 1000 ft,. Compute Q if the temperature is 00°C. 

106. Effect of Roughness. The coefficient / for laminar flow 
is independent, within certain limits, of the roughness of the 
walls of the pipe. Unless the roughness is so marked that it 
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constitutes an obstruction to flow or a decrease in the diameter, 
/ may be taken as equal to 64 /Nr. Roughness has a tendency 
to limit the range of laminar flow, the critical value of Nr being 
lower for very rough pipes than lor smooth ones. 

In turbulent flow the roughness of the walls of a. pipe* has a 
decided effect on resistance to flow, /, for rough pipes, being 
much larger than given by the curves of Fig. 140. 

Ordinary ideas of roughness as a physical property of a surface 
cannot be applied directly to the problem of finding / for a pipe 
and must be supplanted by a notion of hydraulic roughness. 
Two pipes are said to have the same hydraulic roughness when 
they have equal values of / for flow at equal values of N /e . They 
do not necessarily have surfaces of the same texture; on the 
contrary, rough pipes with wall surfaces of the same texture and 
different diameter will not have the same / because the relative 
roughness is different. In order to have the same relative 
roughness, pipes must have the same values of K/r, where r is the 
radius and K is some linear measure of absolute roughness. 
Since roughness cannot be described or characterized by a 
simple linear dimension, K must be something more complex 
and at present it is purely hypothetical. 

Nikuradse 1 found that pipes with the interior surface eovered 
with sand grains of diameter K f had values of / represented over 
a wide range of N R by 


/- 


( 


1.74 + 2 login 


K 1 


Some experimenters have sought to characterize roughness by 
computing from this formula the size of sand grain necessary to 
produce the/ of the experimental pipe in question.- The above 
expression for / does not change with N Jt and in general / for a 
given rough pipe is fairly constant except for values of Nr near 
the transition from laminar to turbulent flow. 

Natural roughness of pipes is usually caused by deterioration 
such as corrosion, tuberculation or depositing of solids. The 
change with age is progressive and takes place at a rate depending 

1 Nikuradse, J., Stromungsgesctzo. in raulien Rohron, V I) /, Fornchungs- 
heft No. 361, 1933. 

2 See footnote 1 on p. 206. 
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upon the material, the lluiri a, ml the use and maintenance of 
the line. It is therefore impossible! to state the condition of a 
rough pipe in terms of material or age. Excessive values of / 
cannot be attributed to ordinary roughness but must be due to 
fouling of the pipe by projections or deposits which are so large 
as to have the client ol reducing the diameter or deforming the 
passage through which the fluid must flow. It is quite impossible 
to separate the effects of two kinds of roughness. Many engi- 
neers believe that, ordinary roughness cannot produce an / 
exceeding that for commercially smooth pipes at the critical 


(XL 


Pti 1 . 




F rndt 
Kiu. Ml. - ItmKtauifw to flow. 




N r , or 0.054, and on Uiis basis they compute the diameter of a 
pipe of equivalent rapacity having this value of/. 

It is usually impossible to separate, the effect of surface rough- 
ness from that of roughness of the line due to poor joints and 
poor alignment, which may be mom important in some cases 
than the surface condition. Any condition causing repeated 
changes in direction, velocity or velocity distribution will greatly 
increase resistance to flow. 

The distribution of velocity in rough pipes does not follow the 
form shown in Fig. I dX and discussed in Art. 100. 

106. Shearing Stress at a Pipe Wall. Resistance to flow in 
pipes is occasioned by the relative motion of particles of fluid 
and the actual loss of energy 
m flow is the work done by 
internal forces due to relative 
motion and impart of fluid 
upon fluid. Si nee there is no 
motion at the walls of the pipe, 
the shear force 1 at the wall cannot be said to perforin work. This* 
shear force performs much the same function as the frictional 
force exerted by a track on the rim of a car wheel. This force is 
static and does no work although it makes possible the rotation 
of the wheel and the performing of work at the bearings. The 
two forces are also similar in that they are a measure of the work 
performed bv internal forces. 

The xmmerieal value 1 of the resistance to flow in a pipe can "be 
computed by using the head lost. Figure 141 represents the 
body of fluid at any lime in a pipe of length l and cross section A. 
For convenience the pipe is taken to be horizontal and of uniform 
diameter, in which case the head lost is the difference in pressure 
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heads at points 1 and 2. The pressure difference causing uniform 
flow from point 1 to point 2 is opposed by a shear force F at the 
walls. The motion being uniform, the sum of the external forces 
on the body of fluid is zero or 

F = p x A — p.<A (24) 

From Eq. (15) the pressure drop for laminar flow is 

32p.IV 

V I - 'ID = - ( j.y ■ 


Substituting in Eq. (24) and expressing A as mi s /4, the resistance 
to laminar flow is 

F = KirplV (25) 

The total shear force on the surface of the cylinder is the unit 
shear stress r multiplied by the area Kill or F = xillr. Substitut- 
ing this value of F in Eq. (25) and solving for r, the result is 


S/J.V 
T d- 

Introducing Nr = p Vd/p in Eq. (2G), 

8pV* 

T ' Nr 

or in the dimensionless form 


(26) 

(27) 


r 8 _ / 

'pV* Nr ~ 8 


(28) 


In Stanton s original diagram, he plotted r/pV- against Nr and 
this is common practice in English texts. 

In order to get an expression for resistance to turbulent flow, 
it is necessary to use some empirical formula for pressure drop or 


lost head. Using the Blasius formula, Eq. 


(21 




Pi — Pi = wh — - 


0.31 fife l. V 


</N k d 2 Q 


Substituting this value in Eq. (24) and putting /I = xd 2 /4, 
F = °- 316w V il Tt 

</Nr T 2 g 


( 29 ) 
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The unit shear stress a t the wall is 

T = , F ^ 0.079a' P 0.0395p F 2 

v(il \Z'N„ 2< i 
and with dimensionless I (Tins 

r _ 0.0395 / 

P 1 ' ' ” \/N lc K ^ 31,) 

107. Seventh -root Law for Velocity Distribution in Smooth 
Pipes.— -There are several empirical formulas giving the relation 
between velocity and position in the cross section of the pipe. 
Bazin proposed three which were either cubic or biquadratic 
equations and others are very complicated or are based on false 
premises. Prandtl and von Kantian, working independently, 
developed an exponential relation between velocity and position 
in the cross section founded upon the empirical formula of 
Blasius for pressure drop. They assume that the velocity dis- 
tribution at the wall is dependent upon the shear at the wall, 
that t is independent of the radius and that the form of the 
velocity distribution curve does not change with velocity. The 
latter assumption is expressed mathematically by the statement 
that the ratio of u to is always the same at a given position 
in the cross section. Tims, if ;/ is the actual distance from the 
wall of the pipe, y'/r is the relative distance in a pipe of radius r 
and 

u - u m „,</>(•'' * 1.235l>^) (32) 

Supposing d>(///r) to be a simple exponential function, Eq. (32) 
can be written 


w 1.2351' 


(33) 


In the last article the 1 shear stress at Urn wall of the pipe, based 
upon the Blasius formula for pressure drop, was found to be, 
Eq. (30), 


0.0395(9 1' 2 
</N„ 

Writing N R — p Vd/p. = 2p I V/ p, Eq. (34) becomes 
= 0.0395p ^ 

■\/2 P >4 ^/2 r ' H 


( 34 ) 



212 FLUID MECHANICS [Chap. i X 


Now substituting the value of V obtained from Eq. (33), the 
expression for the shearing stress becomes 

0.0395 _ p W y r\ls 
T “ -1^/2(1.235 jw’ r ' M V / 7 35 ^ 


Having assumed that shear stress at the wall is independent of r, 
the exponent of r in Eq. (35) must be zero, whence 



n — 


1 

7 


Using this value of n in Eq. (33), the exponential equation for 
velocity at any point at a distance ij from the wall is 

u = 1.235 y(~j" (36) 

This equation fits the actual turbulent velocity distribution very 
closely. Thus by placing the origin of coordinates at the wall 
of the pipe there results a simple exponential formula for velocity 
distribution which can be used wherever the Blasius formula is 
applicable. 

Problem 226. Compute the velocity at a point 3 in. from the side wall 
in a smooth 12-in. pipe which carrion water at 0<)°O. and at. an average 
velocity of 2 ft. per sec. Wluit is the maximum velocity in the pipe? 

108. Energy Losses Due to Changes in Velocity. When fluid 
flowing in a pipe is forced to undergo any change in velocity or 
velocity distribution, there is a loss of energy or head, that is, 
energy in the forms included in the Bernoulli constant is trans- 
formed to heat. At the entrance to a pipe line, at, enlargements, 
contractions or obstructions, and at bends the change in velocity 
or velocity distribution entails losses which in some eases com- 
prise a relatively large part of the total loss and cause a con- 
siderable part of the resistance to flow. 

The amount of such losses can be approximately determined 
in some cases by theoretical means, but on the whole theii 
computation depends upon certain experimentally determined 
coefficients. 

Sudden enlargement offers the best opportunity to determine 
a loss by theoretical means. In the sudden enlargement shown 
in Fig. 142 the stream initially has a cross section Ax and is 
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discharged into a pipe of cuss section A a . The transformation 
in size oi the stream requires some distance and the face of the 
expanding stream is a .surface of discontinuity outside of which is 
eddying fluid not taking part in the general downstream motion 
The pressure m the jet at the beginning of the large pipe is the 
same as that in (.lie surrounding fluid. Considering the pressure 
forces on the body of fluid CD /']/<’, there is a total force 0 f Vl A, 
acting toward the right on face CD and a force' Jh A„ exerted 2 
toward the left, on face MF. If 

the shear force along the wall — T 

of the pipe is neglected, the net j ' V/ ■ -. .ZZZ.Z.Z j 
effective force aeeeleraling the ' * d * 

body CDEF is • -p a A s . 1 1> I , 

In passing through the spare ! — *- 

CDEF, a (piantity of Q C.f.S. onlarKcmcnt. 

has its velocity changed from I’, to Equating the effective 
force to the rale of change of momentum, 


and 


(Pi ~ Vi)-U 



>',) 


ttvM'o 

!/ 


(V a 


V\ 

w w 


r 

u 


\w 


l' s ) 


Vi) 


( 37 ) 


Writing Bernoulli’s e< (nation between points I and 2 and cor- 
recting for the loss //,, gives 


IV , v\ 

2(i ' w 


y* + ih + k 

2g w 


from which the loss is 


*''(£-*) •(?-?) <*> 

Substituting the value of the latter term a.s given by Eq. (37), 
the loss is found to he 



( 39 ) 
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Equation (39) is known ns Bonin’s formula. It is li, US0( j 
entiroly on theoretical considora lions, Imf for wafer if. is well 
supported by the experimental work of \Y. 11. Areher, 1 who 
developed the formula 



It is often desirable to express this loss in the form /»,. = K r \, 1 - j n 

Z(J 

which K r is a coefficient varying in value with the ratio of veloci- 


ties, diameters or areas. Equating this expression for h e to 
that in Eq. (39) and. solving for K n 





Sudden coMnwtion product's losses that can he completely 
determined only with the help of experimental coefficients, 



Km. M.'i. Sudden <*oid ruction. 


Figure 143 represents a, pipe in which tie* area is suddenly reduced 
from A i to A o. When fluid is math* to pass over a surface having 
such a sharp curvature that it. cannot follow it, as around the 
sharp corner in this case, the stream leaves the surface and in 
contracted. As the fluid rounds the sharp corner of flu* sudden 
contraction, the cross section is reduced or contracted from A a to 
Aq and Aq — C c A 2 , in which C t . is a coefficient of contraction, 
This coefficient changes with the ratio A«,'A U being larger for 
large values of the ratio and reaching a minimum of about 0.62 
for water when A\ is very large*. Downstream from piano 00 

1 Archek, W. If., Experimental Determination of D>hn of Head Due to 
Sudden Enlargement in Circular Pipes, 7'rnnx. AM '.ft., vol. 7<», p. 999, 
1913 . 
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the stream expands to fill the pipe again. The loss in this expan- 
sion is far larger than the loss in the contraction just upstream. 
Considering the latter to be negligible, the loss may be determined 
from Eq. (39), which, when applied here, becomes 


_ (F 0 - F 2 )* 

c ~2g 

Expressing the loss in contraction in the form h c 
equating this to h c from Eq. (43) and solving for K C) 


= K t 


(43) 

F 2 * 

V 



Weishaeh 1 givers the following values of C c for sudden con- 
traction with water: 


As/A 0.1 0.2 0.3 0.4 0.5 0.6 0.7 0.8 0.9 1.0 

C c 0.024 0.032 0.043 0.059 0.(>8l 0.71.2 10.755|0.813|0.892| 1 .00 

The loss as given by Eq. (45) is only approximate as it is based 
upon theory which neglects the loss upstream from section 00 
of Fig. 143. Furthermore, experiments show that there is a 
slight variation of K e with V. 

The loan al entrance to a pipe line depends upon the form of the 

opening. The sharp-cornered entrance of Fig. 144 is a special 

case of sudden contraction. The total loss is about 0.48 V 2 /2g 

and is usually taken to be 0.5V 2 /2g. Commonly used values 

for the loss computed from Eq. (19) of Chap. XI are shown in 

Fig. 144. The rounded entrance causes a very small loss while 

the re-entrant pipe causes a large loss. 

Bends , tees, valves and other fittings or obstructions in a line of 

pipe cause losses which depend in amount upon the construction 

y 2 

used. Any such loss may be stated in the form h = In 

1 Weisbach, Julius, “Die Experimental-Hydraulik,” p. 133, J. S. Engel- 

hardt. Freiberg, 1855. 
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work involving a largo number of such fillings, it is convenient 
to adjust for such losses by increasing the length of pipe in the 
Darcy formula by a length which it is estimated would cause the 
same loss as the fitting. 1 Those equivalent- lengths are based 
on the assumption that the pipe is in good condition. For pipes 
with a different value of/ the equivalent length may bo adjusted 
according to the ratios l\/l< = /»// 1 . 

Knowledge of the subject of minor losses in pipes for all fluids 
appears to be in an unsatisfactory state. All the values given 
here may be considered approximations. Any enlargement, 



/ 


\ 



/ 


V 2 

ho-0.5% 


h 0 -aos~- 

dg 


n 0 loo £ 


Fhi. 144 Losh :it, cntranci* to a pip<* lint'. 


contraction or other fitting disarranges the velocity distribution, 
and for that reason the losses caused by them are not confined 
to their immediate vicinity but extend downstream until the 
velocity distribution is again normal. Bonds always sot up a 
rotation in a pipe which may have an important eiToet on loss in 
the line downstream from the bond. 

As shown in Art. 101 of this chapter, the energy involved in 
laminar flow is much greater for a given average velocity. Lam- 
inar flow requires a much greater distance downstream from a 
disturbance for the velocity distribution to red uni to normal and 
the rotation induced by a bend is probably more important than 
for turbulent motion. It is to be expected then that the coeffi- 

V 2 

cient K in the expression h = iv<> - is somewhat larger for laminar 
flow than those given here for turbulent, flow. 

1 For equivalent lengths for fittings, see D. 10. Foster, KOWtof Fitting on 
Flow of Fluids through Pipe Lines, Trans. vol. 42, p. (>47, 1020; 

and W. A. Thomas, “Resistance of Fittings Chart/’ p. 203, The Valve 
World, Crane Co., Chicago, November, 1932. 
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Example. — The pressure in a pipe line changes from 12 lb. per sq. in. to 
10 lb. per sq. in. where the diameter is changed suddenly from 20 to 12 in. 
Compute the quantity flowing in the line. 

Solution. — The pressure heads at. points 1 and 2 are 

- = 12 0.433 = 27.71 ft. 


-ih' 



hi -wo' 


and p*/w — 10 0.433 = 23.1 ft. These arc plotted in the figure. The 

loss as given by ICq. (45), taking ^ 

Wcisbach’s values of C c for A->/A i = 

0.36, is 

-(ois-O’y- 0 ”!’ 

Bernoulli’s equation between 1 and 2, corrected for this loss, is 

■S? + 27 ' 71 --g + 23.10 + 0.283-^ 

After finding from A x V v = A»V» that - 0.130“-> 

*0 2 g 

K.. 2 l' (> 2 y.,2 y 0 n 

4.61 - — + 0.283-™- - 0.130— - 1.153- 2 
2g 2g 2 g 


2g 


from which VP/2g — 4.00 and V» = 16.04 ft. per sec. The discharge 
is (h ~ A <>V-> “ 0.785 X 16.04 -■ 12.50 o.f.s. The drop in the energy 
gradient is the lost head, in this ease 0.283kY 2 /2<7 = 1.13 ft., and the initial 
velocity head is 0. 1 30 V 1 */%/ ~ 0.52 ft. 

Problem 227, A water pipe (tarrying 8 c.f.s. is enlarged abruptly from 
12 to 18 in. in diameter. What is the change in the energy grade line and in 
the hydraulic grade line? 

228. A water pipe currying 8 c.f.s. is reduced abruptly from 18 to 12 in. in 
diameter. Compute the change in energy and hydraulic grade lines. 

229. A 12-in. water pipe connected to a reservoir has a sharp-cornered 
entrance. The hydraulic grade line just downstream from the entrance is 
1.5 ft. below the surface of the reservoir. Compute the quantity flowing 
in the pipe. If the line had a carefully rounded entrance, what would be the 
drop in hydraulic grade line with the same quantity flowing? 


109. Hydraulic and Energy Gradient for Nonuniform Flow. — 

In the case shown in Fig. 135 and discussed in Art. 97 the hydrau- 
lic grade line is affected only by the head lost in uniform flow. 
When the flow is nonuniform as in a line having contractions and 
enlargements, the changes in velocity and velocity head and the 
resulting losses complicate the hydraulic grade line. Velocity 
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being fixed by the conditions of the continuity equation, and 
elevation being controlled by the position of the pipe, all changes 
in velocity head and all losses must be reflected in the pressure- 
head term of the Bernoulli constant. The fall in the pressure 
gradient in this case is then due to the loss of head and the crea- 
tion of velocity head. 

In drawing the grade line shown in Fig. 145 it is assumed that 
the losses and transformation of energy take place in a short 
distance as compared with the length of straight pipe, that the 
gradient for the straight portion is a straight line unaffected by 



Fig. 145. — 'Hydraulic tfrado lino for nonuniform flow. 


the disarrangement of velocity distribution at the changes, and 
that the velocity head V 2 /2g represents the average kinetic 
energy content per pound of fluid. In spite of the fact that the 
two latter assumptions are never strictly correct, the grade line 
is helpful in studying the flow. 

The pressure drop at the entrance can be determined by 
Bernoulli's equation for points 1 and 2, whence 

rr 2 

Zi = + — + ho (lo.s,s at entrance) 

2gw 


the pressure head at point 2 being 

» " " (§ + **) 

It is seen from this equation that the drop in grade line is 


Sl 


Jh _ W 


w 


% 


” + h) 


( 46 ) 
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It should be noted that it does not consist of the loss alone but is 
affected by both loss and change in velocity head. 

Applying the same method, it can be shown that the drop in 
grade line between points 3 and 4 is the increase in velocity head 
plus the loss, that is, 



and it can likewise be shown that there is a rise in pressure head 
at the enlargement between points 5 and 6 of 



owing to the partial transformation of the higher velocity head 
at 5 to pressure head at 0. The value of h r . is given by Eqs. (39), 
(40) or (42) and h c can bo computed from Eq. (43) or (45). 

When a pipe discharges into a reservoir of liquid as in Fig. 145, 
most of the velocity head is lost. This is a special case of sudden 
enlargement. Writing the Bernoulli equation between points 7 
and 9 and computing the loss from the Archer formula, Eq. (40), 
which in this ease becomes 

h,! ~ 1.098 1 ■ (49) 

Vi Vi 

it is found that - - is less than z 9 . The quantity Zq — ~ 

represents that part of W-/2f / which is not lost when the stream, 
expands in the reservoir. It is quite common practice to assume 
that the loss is just Yr 2 /2 {/, in which ease f p 7 /w = z*. 

If the quantity flowing is known, the pressure anywhere in the 
line can be found by using the Bernoulli equation between point 
1 and the point in question and including all losses. 

Bernoulli's equation between points 1 and 9 takes the form 

z i = + (all losses between 1 and 9) 

from which 


%x — — ho T ha ~b h e . + hn + + hr + hj — H (50) 


or 


„ , , - Ik V k * , r TV , , U TV , K v/ 

H - h 0 +f It J" + K r 2(/ - + f, - (L - 2f/ + K - 2(7 + 

, , It Vr* r ,Vr- .... 
+ *%V +h 'V ( 51 ) 
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At first glance this equation appears quite formidable. The 
velocities are related through the continuity equation but some 
of the coefficients are dependent upon the unknown velocities. 
In solving for any velocity or Q it is necessary to use a series of 
approximations starting with assumed values of / which can be 
corrected when making the second solution. With Q given, the 
solution for H is direct. 

The upper line in Fig. 145 is plotted by adding the velocity 
head to the elevation of the pressure gradient, its elevation at 


. , „ T . Vb , Vn z 
any point B being — + 


This lino is the cue rgy gradient 


and its elevation above datum represents the total energy 
referred to datum. The vertical distance from the energy line 
at any point to the level of point 1 represents (Ik* energy lost 
and it follows that the line must always slope downward in the 
direction of flow. 

The slope of the hydraulic gradient is (Ik* hydraulic slope of 
the pipe, independent of the position of the pipe. The pipe in 
Fig. 145 could have been in a position higher, lower or inclined, 
within limits, without change in the hydraulic grade line or slope. 

When a pipe line contains a largo number of valves, bends and 
changes in size and where the straight runs are comparatively 
short, the hydraulic grade line cannot be accural ely drawn. 
The velocity distribution is never ideal and (In* conditions 
under which experimental values of / are determined arc not 
even approximated. Such problems require the* exercise of 
considerable judgment as accurate computation of losses is not 
possible. 

110. Minor Losses Neglected.— In many pipe line's the fluid 
flows through comparatively great distances between dis- 
turbances such as those caused by obstructions, contractions, 
enlargements or bends. If the distances are sufficiently large 
the minor losses due to these disturbances are relatively unim- 
portant and may be dropped from such an equal ion as Ftp (51), 
which then becomes 


H 


f hi V ft 2 , Iff Vti~ 

J *d* 2 q +/ VvV 


+ fr 


It Vt* 
d T 2g 


(52) 


The uncertainty in choosing values of / is often such that there 
is no real refinement of results to be had by using the minor 
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losses. The length ol pipe lor wliieh such losses are negligible 
depends upon the conditions at hand and the accuracy desired. 
If the flow is turbulent, the minor losses have relatively little 
effect on discharge when the undisturbed lengths are 1000 
diameters or more. In solving for V and Q the errors introduced 
will be small but, when II is computed from a known Q, the per- 
centage of error will he much larger. 

For the pipe lino shown in Fig. 146 the Bernoulli equation from 
the free surface to the end of the pipe, corrected for losses and 
referred to a datum plane through the outlet, is 



Neglecting the velocity head and entrance loss, this becomes 



and the hydraulic, grade line is merely a line assumed to be 
drawn straight from the free surface to the outlet. 


Problem 230. In Kig. 1*15 the lengths of the three pipes are Ir — 300 ft., 
l 8 = 100 ft., and It -150 ft., and the diameters are 1.8, 12 and 18 in., 
respectively. The quantity flowing is 10 o.f.s. and the pipes are new cast 
iron. Compute the total head // and plot the hydraulic and energy grade 
lines. 

231. In Pig. 1-15 the lengths of the three pipes are Ir = 500 ft., Is ~ 1200 
ft. and It 000 ft., and the diameters are 12, 18 and 12 in. respectively. 
The material is old east iron and the tot. a, I head is 30 ft. Compute the flow 
of water («) considering all losses, (5) neglecting minor losses and velocity 
changes. 


111. Other Hydraulic Gradients.- Tf the pipe is of uniform 
condition or roughness and if tin* slope of the pipe is such that 
axial lengths do not differ much from the horizontal distances, 
the hydraulic gradient is essentially straight. 

Thus the hydraulic grade line for the pipe of Fig. 146, neglect- 
ing minor losses, is a line from the free surface to the outlet. If 
minor losses are considered, the grade line drops a distance 
V 2 

2 ^ + ho at the entrance end. 

The pressure head at such points as B and D is indicated by 
the vertical distance of the pipe below the hydraulic gradient and 
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it follows that, when the pipe is above the hydraulic gradient, 
the pressure head is less than atmospheric by an amount equal 
to the difference in elevation. This difference is limited theo- 
retically to the difference between the atmospheric pressure 

p tl }) v 

head and the vapor pressure, that is, w ~ , w ' ‘‘or practical 
reasons the negative head is further limited because at such low 



Fig. 140. Hydraulic grade line and profile of a pipe line. 


pressures there is a tendency for air out mined in a liquid to 
separate and collect at a crest such as point (h Kven in linos 
entirely under pressure this accumulation of air may become 
troublesome, for the pipe becomes “air bound” and its capacity 
is greatly reduced unless provision is made lo remove the air. 
A pipe in the position shown in Fig. MO must be structurally 



(a) (b) 

Fta. 147. — Pipes on Htoop inclines. 


capable of resisting a load from the outside. Other pipes often 
collapse when accidentally subjected to negative pressure. 

In the case of the vertical or sharply inclined pipes of Fig. 147, 
it is impractical to draw a true hydraulic gradient. Since it is 
merely a device to assist in the study of pipe flow, the user is 
free to adopt any workable convention as, for example, in Fig. 
147a. In this case the hydraulic slope of the pipe is h/l This, 
however, is not the slope of the grade line as drawn. In the 
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vertical pipe of Fig. 1476 the liquid always stands higher in the 
upstream tube by the amount of the lost head and the hydraulic 
slope is again h/l 

Problem 232. Sketch Urn hydraulic grade line for Fig. 146, (a) with a 
nozzle on the end of the line, (b) with a vent to the atmosphere at C, (c) with 
the pipe closed at G, (d) with the pipe cut. off at I). 

233. The water pipe in Fig. 140 is 800 ft. long and 12 in. in diameter and 
/ = 0.02. Point G is 30 ft., below A and C is 0 ft. below A and 300 ft. from E. 
Compute the discharge and the pressure at. C. Correct for all losses. 


112. Divided Flow in Pipes.— In such a system of pipes as 
shown in Fig. 148 the liquid flowing from reservoir A to reservoir 



B is divided between pipes 2 and 3. The drop in the hydraulic 
grade line in either pipe is 

(w + *'•) " (« « + Zi ) fh = ,h 


and the flow must divide itself to satisfy this condition. In 
doing this the flow in the two pipes from C to 1) is analogous 
to the flow of electricity in parallel conductors over which the 
drop in potential must be equal. Neglecting minor losses, the 
conditions shown establish the following equations: 


)i‘> — A,*} 

hi T A 2 T h.\ = 11 
Qi = 04 
Q\ — Q‘> + 


(55) 


Each A and Q may be expressed in terms of a corresponding 
velocity and there are then four equations in Vi, 7 2 , V s , 7 4 , 
the first two of which contain values of / depending to some 
extent on the unknown velocities. A direct solution may then 
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be both difficult and futile and the trial solution is indicated. 
One convenient method of solving for Q when // is known is to 
assume a value of hi and compute Q i, h. u //«, Q 2 , Q :{ in order. 
If the computed values of Q satisfy the last of Kqs. ( 00 ), they are 
correct; otherwise another trial is necessary. On the next trial 
the solution may be started with an assumed value of h { or Q h 
using the first results as a guide. 

In the system shown in Fig. 149 the flow in pipes 1 and 3 is 
evidently toward the right. If the elevation of 0 and the 
elevation of the free surfaces in the reservoirs are given, there is 



often no indication of the direction of (low in pipe 2. The 
direction can be quickly determined by assuming no flow in pipe 
2, thus placing the hydraulic grade line (dotted) at the junction 
j D at the same level as the free surface in B. ami can thou 
be computed. If Q x is greater than Q- h it is evident that the 
flow is into B . It is then known, that the grade line at I) is above 
B and the following conditions are to be fulfilled: 

hi * 4 " Z / 1 — " z iij 

hi + h = z A - zr> (56) 

Q 2 + Q.i — Q\ ) 

These equations can be satisfied by trial, one method being 
to assume h h compute h 2 , h h Q h Q h Q {i and check the values of Q 
by the last equation. 

Example. — In the figure reservoirs A, B and (■ are connected by pipes 
1 and 2, which are clean cast iron, and pipe 3, which is old east iron. Find 
the quantity flowing in each pipe. 

Solution . — The direction of flow is at first unknown and it is therefore 
impossible to set up equations for the system. If if is first supposed that 
there is no flow in pipe 1, the grade lines are as shown in dotted lines. Then 
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= 20 ft., h-t = 22 ft., ami Qt and Q-, can bo computed. For this purposf. 
it is convenient to write the Darcy 
formula as V ~ V'MM/lf- Consider- 
ing only the frict ion losses and assuming Ekv.200 \ 
f t to be 0.020, SHap" 


./”()•! .4X20 

V * - VtSoo x 0.020 (, - ,r> 



and 


Q« - AiV* ■ - 0.785 X 0.55 = 5.15 c.f.s. 


Likewise, taking /a ^ 0.088 from Table VII, 


V:\ 


/o-l. l X 22 X I. 5 
> .1000 x 0.028 


5.91 ft. /sec. 


and 


Q* A aba 1.77 X 5.91 - 10.40 c.f.s. 


It is obvious that Mi oho values t>r Q» and Qn are incompatible. There must 
be flow toward Mu* right in pipe 1, which moans that the grade ij no ^ /) 
is lower than elevation 200, the new system of grade lines being as shown 
by the full lines. It. is now possible to write the equations for the system, 
which art 1 

h, - /#, 20, /;, l h 3 • 22, Qn m Q x + Q, 


These can be solved by trial. With t ho grade line lowered at. /), it is apparent 
that Q<> must, be greater than 5.15 c.f.s. and that Q:\ must he less than 10.46 
c.f.s. Hence the flow in pipe 1 must bo less than 


10.10 5.15 5.21 c.f.s. 


As a first trial, assume that Q, is, say, 2 e..f.s. Then 

r, -f' :! 0.7.85 ,'{.82 ft./nec. 

^ 4 1 


and, taking / from the table, 


0.22 


1200 (2.82)- 


Now hs = 20 h 0 


1 04.4 

20 and h-.i - 22 — 0 ~ 

/04.4 20 X i 

1 * V 1500 V 0.02 f 


6.0 ft, 

10, from which 
7.28 ft, /see. 


no that Q'i ~ 5.71 c.f.s. and 


/04.4 X 1 OX 1.5 
V 1000 X 0.028 


5.04 ft. /see. 


so that Qn - 8.92 c.f.s. Now the assumed (*>i plus the computed Qi is 
3 4- 5.71 g.71 c.f.s. as comnared to 8.92 c.f.s., the computed value of Q s . 
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This is considered good agreement, and well within the limits of error in 
choosing values of /for a pipe. Then the discharge can ho taken as Q { = 3 
Q<> = 5.8 and Q 3 = 8.8. If good agreement is not obtained, another trial 
is necessary. The neglect of the sma.Il losses at entrance and exit has little 
effect on the results or on the accuracy in this problem. 


113. Equivalent Pipes.— Many systems are so complicated 
that it becomes convenient to substitute a pipe of equivalent, 
capacity for two or more pipes of the system. The new pipe 
can be made of equivalent capacity for one sot of arbitrary con- 
ditions which should approximate the conditions under which 
the system is operating. For example, pipes 2 and 3 of Fig, 143 
could be replaced by an equivalent pipe having an arbitrary 
length l between lengths Z 2 and U and a capacity Q — Q 2 4 . Q 3 
with the same loss of head as pipes 2 and 3. The value of h 
should be about the same as in service, and a value of/ about the 
same as for pipes 2 and 3 should be used. Then, after computing 
Q 2 and Qz from the arbitrary h, 


Q = Q<> + Qn, 


h 



y _ Q 4Q 

" A ~ 7T(P 

J WQ* 

d 2f/7r*V/' 1 


and the diameter of the equivalent pipe is 


d = 



(57) 


By repeating this or similar operations many systems of pipes 
either in series or parallel can be reduced to a single equivalent 
pipe. 


Problem 234. A test, of a 10-in. pipe .shows that / 0.82, which is 

excessive for a clear line. Assuming that, legitimate roughness cannot 
produce a value of /more than 0.05, compute the diameter of an equivalent 
pipe of this roughness. 

236. In Pig. 148 the lengths of the pipes ant l x 2000 ft.., l x - 1800 ft, 
h = 1000 ft., U — 2400 ft., and the diameters art* 18, 12, 12 and 24 in., 
respectively. Letting Q x = 12 c.f.s. of water and taking /from Table VII, 
compute H. The pipes arc clean cast iron. 

236. In Fig. 149 the pipe lengths are Z, 2000 ft., l t 1000 ft.. 
k = 1500 ft. The diameters are 12, 12 and 18 in., respectively, and the 
elevations of A, B and C are 200, 180 and 150 ft., respectively. Compute 
Q* t using / for clean cast-iron water pipe. 
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237 . In Fig. 140 lake diameters and lengths as in Prob. 236. A and C are 
at elevations 200 and 170, respectively, and Q ;i == 10 c.f.s. of water. Find 
the elevation ol B, taking / #fe 0.02 for all pipes. 

114 . Flow of Compressible Fluids.— In Art. 104 it is stated 
with some qualification that Stanton’s curve can be applied to 
both liquid and gaseous fluids and that much of the curve is in 
fact determined by experiments on flow of air. It can be further 
stated that the methods of this chapter are in general applicable 
to all fluids within certain limits. The flow of compressible 
fluids may be entirely similar to the flow of a fluid at some section 
of a pipe but quite different in respect to the variation along the 
length of the pipe. The absorption by the fluid of all or part of 
the energy lost and the change's in temperature, pressure, density 
and viscosity must be given consideration according to the princi- 
ples of thermodynamics. These problems, which become some- 
what involved, are discussed in (-hap. XIV. Acceptable results 
following the methods of this chapter may often be obtained by 
dividing a line of pipe into reaches over which the pressure drop 
is small as compared to the absolute pressure and the Reynolds’ 
number nearly constant. There is no sale general rule for 
telling when this method can be safely applied and the results of 
such work should be frequently chocked against the more exact 
theory of (-hap. XIV. 

The discussion in this chapter of minor losses applies particu- 
larly to How of liquids and should not be applied to compressible 
fluids where changes in velocity arc great. 

115 . Noncircular Pipes, The work of this chapter thus far 
has referred to the (low of fluids in pipes of circular cross section. 
It can bo applied with fair results, however, to turbulent flow in. 
noneircular tubes and annular spaces. The term d in Nr or in 
the Darcy formula must be replaced by a new term having the 
same dimension as d, for which purpose the hydraulic radius is 
introduced. The hydraulic, radius of any cross section is 

^ ___ urea of cross section 

wetted perimeter of cross section 

In the ease of a round pipe 

7U/"/4 __ (l 

t rd ” 4 


or d = 4 R 


(58) 
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Substituting this value for d, the Reynolds’ number becomes 


A it 


4 Yltp 

F 


and the Darcy formula is 


/ 1 r * 

4 A’ 2)7 


(60) 


Equations (59) and (60) used in connection with the Stanton 
diagram give fair results for all ordinary shapes if the flow jg 
turbulent. 

When the flow is laminar these equations cannot be used except 
for shapes nearly circular or square. The difference in results 
for the two types of (low is attributed to the great difference in 


O a = Inner radius 
r » Outer radius 

(a) (Id 

Fig. 150 . — (a) Annular Hpaco with largo ratio r/a. ih ) Annular Mpacr with small 

ratio r/tt. 



velocity distribution. The error introduced by using ( lie hydrau- 
lic radius is especially large for laminar flow in annular spams 
such as those shown in Fig. 150. The equation for laminar flow 
given by Lamb 1 for the quantity flowing through a tube of this 
form is 


_ £_(pi - lh) 

8g l 


r -\ a i 


(r' ■- <r)’ 2 
log,.(r/a) 


( 61 ) 


When r/a = 10 this equation gives a correct value of Q only 
slightly more than half of that for a full circle as computed from 
Eq. (16) of Chap. VIII. The hydraulic radius method in this 
case would give a value of Q which is about 80 per cent too large. 

When the proportions are as shown in Fig. 1506, the flow can 
be computed by Eq. (61) or as between two parallel plates of 

1 Lamb, H., “Hydrodynamics,” 6th ed., p. 587, Cambridge University 
Press. 1932. 
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y _J_ Q 

width 2 tt — g wii,h 11 H 1 );1(:0 between. of thickness r - a. The 

equations for this latter ease ure given in Chap. XVI. 

116. Flow in Pipe Bends. —When fluid is made to flow around 
a bend in a pipe, the centrifugal force which is introduced pro- 
duces an excess of pressure on the outer surface of the bend. If 
it should be supposed that the flow is laminar and that each 
lamina remains parallel to the axis of the bend, then the outer 
laminas would have to acquire more velocity. But this increase 
in velocity would necessitate a reduction in pressure at the out- 




(oi ) 

Fiu. 151. 


(d) 

Flow in bendn. 


side of the bend which is quite incompatible with the above idea 
of an increase due to centrifugal force. The supposition that 
the motion around the bond is a more speeding up of outer parti- 
cles or retardation of the inner ones must therefore be abandoned. 

Consider the prisms ah and dc in the square cross section of 
Fig. 1516. Prism ah has the higher velocity because it is less 
affected by the sides than dc, and accordingly the centrifugal force 
is greatest on ah. This builds up a pressure difference such that 
p b £ p t , and p d > p a and the motion indicated by the arrows is 
induced, with a similar motion in the opposite direction in the 
other half of the section. This motion is also present in round 
pipes, as shown in Fig. 151c, and exists in both laminar and 
turbulent flow. The induced or secondary motion is superim- 
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posed upon the original motion and it can lx* shown that the 
resultant motion may involve a smaller total energy content than 
when the velocity is merely assumed to increase outside the axis 
and decrease within. The pressure increase at- the outside and 
decrease at the inside may muse eddies in the regions mn and rs } 
the latter being eliminated as soon as the secondary motion or 
vortex pair is strong enough. 1 

When this secondary motion is once established, it lends to 
persist for a considerable distance downstream so t hat the losses 
caused by a bend are not confined to t he bend itself. In experi- 
mental work with air the secondary motion is eliminated or 
minimized by providing vanes at. the bend as shown in Fig. 151d 

General Problems 

238 . A 30-in. water pipe carries 20 c.f.s. At point H t he pressure is 25.5 lb. 
per sq. in. gage and the elevation is 120 ft. At point <\ which is 5000 ft. 
from By the pressure is 45.2 lb. per sq. in. absolute and tin* elevation is 
100 ft. Compute / in the Darcy formula.. 

239 . A liquid having a viscosity of 2 poises and a weight- of (H) lb. per eu. ft. 
is pumped through a smooth (5-in. pipe at I he rale of 0. 1 r.f.s. What is the 
difference in pressure at two points on the same level and 0000 ft. apart? 
What is the actual kinetic energy per pound of fluid flowing? 

240 . A pump at an elevation of (>0 ft. is connected to a reservoir at an 
elevation of 100 ft. by 4500 ft. of old 18-in. east-iron pipe. At a point in this 
line 1500 ft. from the reservoir an old 12-in. pipe is connected. It is 1200 ft, 
long and leads to a point at elevation 85 where it, discharges at the rate of 
6 c.f.s. Taking/ as 0.032 for all pipes, compute tin* pressure that must be 
maintained by the pump. The fluid is water. 

241 . Water is pumped through a smooth (bin. pipe line 1200 ft. long at the 
rate of 100 g.p.m. What is the head required if tin* temperature is (a) at 
the freezing point, (/;) at the boiling point? 

242 . What is the largest diameter of pipe 1 1ml will carry 200 g.p.m. of 
castor oil with laminar flow at. 30°G.? 

243 . Two water reservoirs are connected by 2000 ft. of 1 2-in. pipe for 
which/ is 0.038 and the flow produced by the difference in level is (M) c.f.s. 
If a new 12-in. pipe 1500 ft. long is laid from the higher reservoir, parallel to 
the old line and connected to the old line 1500 ft. from its inlet, compute the 
total quantity flowing. For the new pipe / ~ * 0.0 1 9. 

244 . In Fig. 152 pipes A, B and <7 have diameters of 24, 18 and 12 in. and 
lengths of 2000, 3000 and 4000 ft., respectively. If tin* llow in pipe A is 
known to be 15 c.f.s., compute the head II. Use values of / for old east, -iron 
water pipe from Table VII. 

1 For discussion, photographs and bibliography on flow in bonds, see W. 
Kaufman, “Hydromechanik,” vol. II, p. 84, Julius Springer. Berlin, 1934. 
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246. A horizontal line of new east-iron pipe, 4 in. in diameter and 600 ft. 
long, is connected to a, pump which maintains a pressure of 50 lb. per sq. in. 
gage. What is the discharge of water (a) when the end of the pipe is open’ 
(&) when if is fitted with a. 1-in. nozzle in which the loss is 0.1 of the velocity 
head at exit? Use / from Table VII. 



246. It. is desired (<> pump 30 g.p.m. of oil through n pipe at, a velocity 
which could ho doubled and still have the How remain laminar. The oil has 
a viscosity of 2.0 poises a, ml its specific gravity is 0.8. Compute the chain- 
etcr of the pipe. 

247. An annular space between two tubes has a mean diameter of 3.75 in. 
and a thickness of 0.25 in. Assuming laminar flow, at what rate does water 
at 20°C. flow through this space with a pressure difference of 0 2 lb per 
sq. in. in .100 ft.? 

248. An oil is pumped through 2000 ft. of smooth 6-in. pipe at a velocity 
equal to twice the critical velocity. Compute the head rot pi i red if p ~ 0.6 
poises and ir - 5K lb. per ru. ft. 

249. A smooth 12-in. pipe -100 ft. long is connected to two reservoirs with 
a difference in level of 10 ft. The entrance and outlet, of the pipe arc square- 


A 


1 

- i 

* . .. 7nn/) t i . 

-mo'-* 

"~r, 

2S' n 
^ , 

i I 




Diameter 1?" C 

* 


Kiu. 153. 


cornered and submerged. Oompute flu* quantity of water at. 20°C. which 
will flow through flu* pipe. 

260. At. a sudden enlargement of a water line from a diameter of 12 in. to 
one of 24 in., the hydraulic grade line rises 
0.4 ft. Estimate the quantity flowing in 
the line. 

261. In Fig. 153 the How of water from 
reservoir A to reservoir B is 3. 1 e.f.s. under 
a head of 25 ft. Is the pipe clean or old? 

If the line is broken wide open at U, what Fw. 154. 

is the discharge at this point? 

262. In Fig. 154 points .1, B and D have* elevations of 220, 205 and 150 ft., 
respectively. The pipes have lengths and diameters of h = 8000 ft., 
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h = 0000 ft., I, = 10,000 ft., rf, 12 in., </•■ IS in. ami 24 i n 
The pressure at Z> is 15 11). per sq. in. gage. Using values of / for new pipe 
from Table VTI, find the elevation of the wafer surface at (\ 

253. An old 12-in. east-iron pipe 1800 ft. long and a new 12-in. cast-iron 
pipe 2600 ft. long both connect a point at which the pressure is 1() ]} K p er 
sq. in. gage with a reservoir in which the water surface is >10 fl. higher 
What is the diameter of an equivalent new pipe 2000 ft . long? 



CHAPTER X 


FLOW WITH A FREE SURFACE 

117. Nature of Flow with a Free Surface.— The flow of liquid 
with a free surlaee is, in most eases, extremely complicated as 
compared with (low in pipes, tlm difficulties involved in the two 
subjects being comparable only in the very simplest ease of 
uniform flow in channels, a condition requiring the cross section 
to be constant in siren and form. Even after making the simplify- 
ing assumption of uniform flow, the wide range of forms of cross 
section and ol conditions of channel surface makes it practically 
impossible to formulate a general description of the motion. 

The free surface of a. flowing fluid is under constant pressure 
since every part of the surface is exposed to the same atmosphere; 
the pressure being thus constant, the only force causing flow is 
the weight of the fluid or a component of it. The forces resisting 
motion are the viscosity forc.es when the flow is laminar or a 
combination of viscosity and inertia forces when the flow is 
turbulent. 

With respect to the forces producing and resisting motion, the 
flow in pipes and uniform How in channels with a smooth free 
surface are similar, but they are quite different in the manner in 
which the gravity forees are applied. In pipes flow is accom- 
panied by a drop of pressure while uniform flow in channels is 
always accompanied by a change in elevation. When the flow 
in a channel is nommiform it is not possible to treat the channel 
as a whole and it becomes necessary to account for difference in 
elevation, change in velocity and resistance to flow over every 
element of length of the channel. 

Water is, of course, the usual fluid involved in flow with a free 
surface and the empirical coefficients and formulas offered in 
this chapter are based upon experiments with that liquid. Any 
theory presented is, however, applicable to any liquid. The 
use of open channels in transporting industrial liquids is not 
uncommon. 
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118. Hydraulic Slope. — The energy or head required to main- 
tain flow in a channel is always obtained at. t he expense of poten- 
tial energy. In uniform flow the velocity is constant,, and, there 
being no change in kinetic energy, the entire change in elevation 
of a stream is chargeable to the maintaining of flow. 

Figure 155a shows a longitudinal section of a channel in which 
the flow is uniform. Writing Bernoulli’s equation tor a stream 
tube connecting points 1 and 2 on the surface, 

= 1/ + (1uh( ' h< * ml) (D 

A similar equation for any stream tube lying parallel to the 
surface, such as that connecting points A and -1, is 

-w 2 - +~ + h— A" + V " + dost, head) (2) 

2g w 2(j w K J 

By canceling equal terms in these equations it is seen that 

h = lost head (3) 

from which it appears that the head lost is the same for all 



(a)-Proflle of Channel (b)-Crn.v<i .Vr.fmn nf ChnnnA 

Fig. 155. — Flow in an optm chaimd. 

stream tubes and is equal to the drop in the free surface. The 
hydraulic slope of the free surface is the ratio 


and, since h is the number of foot-pounds of potential energy 
given up by each pound of liquid in flowing a distance l } tills 
ratio represents the head lost per unit length of channel. It is 
equal to the sine of the angle between the surface and a horizontal 
plane but in most cases it is practically equal to the tangent or 
to the angle itself. 

In Fig. 155a the slope of the surface and the slope of the bottom 
are equal. Later in dealing with nonuniform flow if becomes 
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necessary to distinguish carefully between the slope of the chan- 
nel bottom, the slope of the free surface and the ratio 

__ lost head 
length 

119. Hydraulic Radius. Resistance to flow is equal to the 
total shear force on the wetted surface. Channels having a 
shape in which the wotted surface is large in proportion to the 
cross section of the stream have a relatively large resistance, and 
vice versa; formulas involving resistance must therefore contain 
some expression of the relation between cross-sectional area and 
the area of the wotted walls ol the channel. For this purpose 
the hydraulic*, radius, sometimes called the hydraulic mean depth, 
is introduced. 

The hydraulic radius of a given cross section of channel is 
equal to the area of that cross section divided by its wetted per- 
imeter. Thus in Fig. 1555 the hydraulic radius is 

= area /I BCD 
‘ length A BCD 

The hydraulic radius might be called a section factor since it 
describes the shape of a section. It is not completely descriptive 
of a section and should be used with caution in dealing with 
unusual shapes of channels. 

120. Open-channel Formulas. -Formulas dealing with flow in 
channels must contain terms representing the mean velocity V, 
the slope ,s, the proportions of the channel or the hydraulic 
radius It and the condition of the walls in contact with the liquid. 

There is no entirely theoretical derivation for the relationship 
between these four variables and in developing formulas dealing 
with them it. is necessary to assume the form of the equation and 
to insert three or more exponents or coefficients determined by 
experiments. 

On the basis of experiments made in 1775, Chezy proposed a 
relationship that can be expressed in the form 

V = CV/ti (5) 

in which C is a coefficient largely dependent upon the roughness 
of the walls. The term C is a dimensional coefficient, its dimen- 
sion being lJ A /T . Later experimenters, notably Darcy, Bazin, 
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and Ganguillet and Kuttor, showed that, Che/.y’s C also varies 
with R and developed empirical formulas for it. containing It and 
also another quantity n, expressing the roughness. The formula 
of Ganguillet and Kutter, unfortunately and probably wrongly, 
also contained an s term. Its use became so general that the 
best known medium for stating the roughness of a channel is the 
so-called Kuttcr’s n. 

The most convenient formula adapted to the use of Kuttcr’s n 
is that by Manning, 


v = --/A 5 * 


and by comparing this equation with Eq. (b) it. appears that 
Manning's value for Chezy's C is 



Because of its simplicity and its adaptation to K utter's n, the 


Manning formula is being more widely used each year. 1 

A few values of Kutter's n are given below. These coefficients 
are based upon experiments with water at ordinary temperatures 
and they are not applicable to other liquids. 

Type of Surface Kutter’s n 

Planked surfaces 0.011 

Smooth concrete surfaces . 0,012 

Smooth metal 0,011 

Co rrugated m ctal 0.022 

Earth canals in good condition 0.025 

Earth canals with stones or weeds 0.025 


Open-channel formulas may be applied to pipes, in which case 
R = d/4. The Chczy formula and the Darcy formula for pipes, 
Eq. (20), page 202, when solved for V are similar in form. 

121. Resistance to Flow. — -The manner in which the walls of a 
channel resist flow of a liquid is the same as in the ease of pipes. 
Here again the shear force at the walls sets up a complex motion 
within the fluid, the maintenance of which requires a continuous 
input of energy. When flow is uniform, the potential energy 
given up by the liquid as it flows downstream is just sufficient to 
1 For a discussion of open-channel formulas and tallies of Kutter's n, 
see H. W. King, “Handbook of Hydraulics,” McGraw-Hill Book Company, 
Inc., New York, 1929. 
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provide the required input, of energy and there is no acceleration 
of the stream as a whole. 

The average tractive force per unit area, at the wall of the 
channel can he computed by considering the equilibrium of the 
body of liquid of length l between sections aa and bb, Fig. 156. 
The stream having a cross section A, the total weight of the body 
under consideration is tv A l with a component parallel to the 
motion equal to wAl sin 0 = writs'. The wetted perimeter being 
p the area of coni, a, el, is PI and the total tractive force or resist- 
ance is tIH = where r is Urn tractive' stress. The pressure 
forces on the two ends of the 
prism being equal and the con- 
dition being one of equilibrium, 
it follows that « 

F = Tin = (N) ; 

i. 

and 

r = w 4 .s' m wits (<)) 

or, in words, the average shear VliL ir>r> - ^Histanw to flow in a channel, 
force per unit urea, at the we.II of the channel is the product of 
the specific weight of the liquid, tin* hydraulic radius of the 
channel and the slope. Substituting the empirical value of the 
product j Its as obtained from the ( -hezy and Manning formulas, 

- r" (10) 

When a channel is wide m proportion to depth d and when the 
sides are short, the effect, of the sides is small and Ii is approxi- 
mately equal to the depth. The tractive force per unit area is 
then 

mis (11) 

Example. An earth canal of trapezoidal cross section having side slopes 

of 1.5 horizontal to 1 vertical is to lx* 1 ft-. deep and is to carry 234 c.f.s. at a 

velocity of 4.5 ft. per see. Assuming the 
canal to lx* in good condition, what, is the 
required slope? 

Solution. The (irons suction of the stream is 
Q/V * 234 4.5 52 sq. ft. The area in terms of the bottom width b is 




46 b (4 X 0) - 52 
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whence 6 = 7 ft. The hydraulic radius is then 

■V> 


welted perimeter 7 -T 2\/ 0 2 T I'' 
Using the Manning formula, J-Ctj. ((>)» 

//. 

and n = 0.025 from page 236, 

W __ (4.5) 2 X (0.025)= 


2.13 


(1.48(>) 2 /^ ” 2.208 X (2.43)* a 


0.00176 


Problem 254. A V-shaped channel with side slopes of 1 !o 1 has a maxi- 
mum depth of 4 ft. when the discharge is 32 c.f.s. and tin* How is uniform. 
Find the slope of the channel if it is lined with smooth concrete. 

256. A canal is 20 ft. wide and has vortical sides. II curries 300 c.f.s. in 
uniform flow at a velocity of 5 ft. per see. and it is lined wit It plank. What Is 
the slope? 

256. A semicircular flume of corrugated iron is 8 ft. in diameter and has a 
fall of 4 ft. in 2500 ft. of length. What is tin* discharge when it is (lowing 
full? What is the average drag or shear force per square foot of surface? 

257. An earth canal in good condition has side slopes of 1 to 1 a, ml a depth 
equal to one-quarter of the bottom width. It carries 240 c.f.s. in uniform 
how at a velocity of 3 ft. per see. What is the slope? 

258. A channel has a V-shaped e.ross section with side slopes of 1 to 1. 
When the depth is 4 ft. the discharge is 32 c.f.s. What is the discharge 
when the depth is 6 ft.? The flow is uniform in bot h eases. 

122. Laminar Flow in Open Channels. The Chozy and 
Manning formulas of Art. 120 and Eq. (10) for tangential stress 
are applicable only to turbulent flow, in which ease the slope or 
resistance is known to be nearly proportional to the velocity 
squared; these equations are not to be used in laminar flow. 

There is abundant evidence that flow in channels is laminar 
at low velocities and it might be correctly supposed that there 
exists a critical velocity, in the sense in which tin* term is used in 
connection with flow in pipes, 1 below which the flow is laminar 
and above which it is turbulent. It is not possible to predict 
this limiting value for laminar flow in channels by comparison 
with Reynolds 7 criterion for pipes, as laminar flow is known to 
exist at much greater velocities in channels than in pipes of the 
same hydraulic radius. 

l The term critical velocity will be used in an entirely different sense in 
the following articles dealing with flow in channels. 
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The loss or resistance in l:unin;ir How is proportional to the 
velocity, that, is, the slop*' is proportional to velocity, and the 
formula for velocity would be of the form 

F = Klt'-a (12) 

in which K might vary to some extent, with R. 

123. Velocity Distribution in Cross Section of a Channel. — The 

distribution of velocity in an open channel is affected by the 
traction on the wails in the same manner as in pipes and in addi- 
tion it is influenced by the presence of the free surface. The 
velocity varies widely over any cross section, being greater at 
the point or points least affected by the solid boundaries and the 
free surface. Figure 157 shows a cross section of a channel and 
diagrams showing the distribution of velocity along two vertical 
lines an and bb and a horizontal line re. 

The thread of highest velocity in the channel in this case is in 
the center of the section on line na and at a depth of about one- 
fourth of <L The depth of the point of maximum velocity 
increases for relatively mu-rower channels and also increases for a 
position nearer to the side, such as line bb of Fig. 157. It has 
been shown conclusively that there is no slip of fluid along the 
walls of a pipe, the velocity at the wall being zero, and it is there- 
fore certain that the velocity is also zero immediately at the walls 
of an open channel. 

The distribution of velocity along the horizontal line cc is 
typical, being more nearly uniform at greater depths; the maxi- 
mum is more prominent near the surface. At the surface the 
region of maximum velocity, commonly designated by the 
Gorman term ihaltwy, is usually plainly visible. 

It has been observed by Hibson 1 and others that the flow in a 
channel is spiral in nature, the rotational component of the 
velocity being as shown in Fig. 157, with downward flow at the 
center and upward flow at the side. The rotational velocity is 
small in comparison to the downstream component. Gibson also 
observed that, the level of tin* surface* is slightly higher at the 
thalweg than at the sides. 

Even in tin* simpler forms of channels, for example the semi- 
circular flume, the distribution is too complex to admit of mathe- 

1 Gibson, A. II., u Hydraulics and Its Applications,” 4th ecL, p. 329, 
D. Van Nostnunl Company, Inc., Now York, 1930. 
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matical analysis. Irregularity of form or change of alignment 
of the channel or wind over the surface will alter the velocity 
distribution. At a bond in a channel (here is an increase of 
velocity near the outside of the bend, the distribution of velocity 



Cross Section 

Curves of Velocities 
in Vertical Sections 

IF 


Section cc 



Velocities in Horizontal Section 

Fig. 157. — Velocity distribution in u straight channel. 


along a horizontal Motion being as shown in Fig. 158, and the 
surface is slightly higher at the outside. Since the velocity is 
greater near the surface than near the bottom, the effect of 
centrifugal force is greater at the top. dins establishes a spiral 
motion as indicated in Fig. 158 with an outward component of 



Section oo 

Fig. 158. — Velocity distribution at a bend in a channel. 

velocity near the surface, a downward component at the outside 
and an inward component near the bottom. 

The ldnetic energy content of any strewn of nommiform 
velocity is greater than that computed by using the average 
velocity. The energy term in Bernoulli’s equation is neverthe- 
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less written as V i /2g where I is the average velocity, thereby 
introducing an error which is usually, but not always, compen- 
sated for by the empirical coefficients. Assuming the average 
kinetic energy per pound of flowing liquid to be V 2 /2g, the total 
kinetic energy per second is Qw\’-/2g. It will be recalled from 
Art. 101 that tin* corrected total kinetic energy per second in 
pipes is 2QwV~/2g for laminar flow and about l.lQwV-/2g for 
turbulent flow. It is likely that equal or larger corrections 
should apply to flow in channels. 

124. Specific Energy and Critical Depth.-- -The total energy 
per unit weight of liquid flowing in a channel, referred to the 
bottom of the channel as datum, is known as the specific energy. 
In Fig. 159 consider any particle at a depth di below the free 
surface and having a velocity 1Y The total energy per unit 


weight, referred to the bottom inunedi 
ately below point 1, is found from tin 
Bernoulli constant to be 


~S r j?yjira client 


E 


IV 

2 g 


f V ' 4 (// - </,) 

w 



Assuming the pressure (o be 
as for static conditions, p, 

E 


the same Hpwific eucrfiy. 

: wd\ and this equation becomes 


IV 


(14) 


Replacing Id by the average velocity b, Urn value of E for any 
particle is 


E 



(15) 


This quantity, under (he assumption of uniform distribution oi, 
velocity in a cross section, is a constant for all particles in a cross 
section and in uniform flow is tin* same at all sections of the chan- 
nel. It is the specific energy. The quantity has the dimension 
of a length and, when the distance E is plotted from section to 
section, the upper line in Fig. 159, marked “Energy Gradient," 
is produced. 

Substituting for V the expression Q/A, Kq. (15) becomes 


E 


y -f 


Q\ 

2<jA- 


(16' 
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For a unit width of rectangular channel with a constant discharge 
per unit width equal to < 7 , the velocity is 1 = <//!/ and the specific 
energy may be written 


E 


v + 




(17) 


Each term of Eqs. (15), (16) and (17) is represented in Fig. 160, 
in which the specific energy E is plotted as abscissas against 
ordinates representing depth. At very small values ol y the curve 



is asymptotic to the horizontal axis and at large values of y it 
approaches a 45-deg. line, the equation of which is 

E v { potential energy) // 

That part of any abscissa between the potential energy line 
(45-deg. line) and the curve represents the kinetic energy term, 
V 2 /2g, Q 2 /2gA 2 or q z /2gy 2 . For either large depths or very small 
depths, the latter requiring excessive velocity, the specific energy 
becomes very large. 

An examination, of the curve of Fig. 160 shows that, there are 
two depths for a given value of the specific, energy and a single 
depth at which the energy is a minimum. A very special interest 
attaches to the depth for minimum specific energy. This mini- 
mum can be found by the usual procedure of placing the first 
derivative equal to zero, which will now be done for the simple 
case of the rectangular channel. The algebra becomes very 
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involved for the trapezoidal channel. The first derivative of E 
with respect to y is 


whence 


HE 

dy 


+ 1=0 

mr { 



(18) 

(19) 


and, since q = Vy, the velocity lor minimum specific energy is 

Y ** V(W (20) 


From Eq. (20), y 


Y"/i1 Jind, substituting this in Eq. (15), 


K = 



K 2 

f/ 


from which it may be seen that, for minimum specific energy in a 
rectangular channel, 

Potential energy = y -- (21) 


and 


Kinetic energy 


P* 

2(1 



( 22 ) 


The depth at which this condition of minimum specific energy 
obtains is called the critical depth y G and the corresponding 
velocity is the critical velocity. 

Up to this point this article has dealt largely with the specific 
energy content for a given quantity q. The equations will now 
be examined with the* object of determining tins q for a given 
specific energy. Equation (17) may be written in the form 


r - MK\r y*) 


(23) 


This equation being a cubic in ;//, it might appear that there are 
three depths at which a given q can flow with a given E and there 
will be two maximunis or minimums of q for a given. E. Taking 
the first derivative of q with respect, to y and equating it to zero, 


d !' r* g (2Ey - dy 2 ) = 0 
dy q 


( 24 ) 
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whence 

2% - Ay- ^ 0 (25) 

and 

y = o and y m b) (26) 

An examination of these roots shows that q is a maximum when 
y = %E and confirms the result, that might well have been 
expected, namely, that the conditions for maximum q with a 
given E are precisely the same as for a, minimum b) with a given 
q, and both are found at critical depth. 

Solving Eq. (23), it is found to be satisfied by (wo positive real 
values of y and one negative value of no physical significance. 
Of the two positive real roots, one is always greater than y c and 
the other is less than y r , The velocity at. critical depth is 

Vc. = Via/,- (27) 

and it follows from an examination of Eq. (1.5) and Fig. 160 
that at depths greater than critieal the velocity is such that 
V < \/gy and for depths less than critical F > \/gy. 

When the depth is greater than critical tin* flow is said to be 
tranquil or streaming; when the depth is less than critical the 
velocity is high and the motion is described as shooting or rapid 
flow. 

It is well to note that although the specific energies may be 
equal for two corresponding depths, one with tranquil flow and 
the other with shooting flow, the energy input required to 
maintain flow is quite different in the two eases, a much greater 
slope being required for continued shooting flow. 


Example.— A rectangular channel lined with concrete arid 20 ft. wide 
carries 400 e.f.s. at a velocity of T> ft. per see. What is (in* specific energy? 
At what depth would this quantity flow with minimum specific energy? 

Solution . — The area of the channel is Q/V 400 : T> 80 sq.ft. Then 
the depth y is 80 20 = 4 ft. The specific energy is 


The velocity of 5 ft. per sec. is less than VV// s<> the flow is streaming, that 
is, the depth is greater than critical. 

The specific energy will be a minimum when V V v Voth" The depth 
and velocity are then critical and 


If! 

2*7 
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But Vc = Q/ A * lOO/^O.V.- 20/;/,. a.ii(l, sul».sl,itut,ing I, his for V c , 

20 1 / 20 " , \ 

MAhS : »Uw + ilml V‘ - 232 ft - 

Then V e . = -0 2.32 -- S.(>2 it., per see. and ( he minimum specific energy is 

!>'" I //, l.lti f 2.32 - 3.48 ft. 

Problem 259. A reetnngular channel 20 ft,, wide and 4 ft,, deep carries 
400 e.f.B. What is Mu* specific energy? Is the depth more or less than 
critical depth ? 

260. In a rectangular channel 20 ft. wid<‘ what, is the maximum flow for a 
specific energy of 0 ft.? What slope is necessary if the channel is lined with 
concrete? 

261. At what, two depths will a rectangular channel 30 ft. wide carry 
360 c.f.s. with a specific energy of 4.5 ft.? 

125. Nonuniform Flow. -The foregoing articles of this chapter 
have dealt entirely with uniform flow, a condition requiring a 
cross section constant in both area and form and hence a surface 
slope parallel to the bottom slope. In a particular form of chan- 
nel and for a given quantity and slope, there is only one depth at 
which flow will bo uniform. This is called the normal depth. 
There is, however, an unlimited number of ways in which the 
same quantity of water might, be made to flow through the same 
channel with a variable 1 depth and a surface slope different from 
the slope of the bottom. If the depth is controlled so as to be 
greater than normal, the effective slope is less than the bottom 
slope, and conversely depths less than normal require effective 
slopes greater than tin 1 bottom slope. In this connection the 
term effective slope is used to designate the slope of the energy 
gradient, line um of Mg. 101. 

If the depth is other than normal, tin 1 surface profile is a curve, 
the equation of which can be- developed by making the usual 
assumption of uniform velocity in a cross section and computing 
the loss of energy in the stunt 1 manner as for uniform flow, that is, 
by the Chezy or some other channel formula. 

Figure 101 illustrates a ease in which the velocity is being 
reduced, the bottom having a slope 1 / and the energy gradient a 
slope s. The total head at any section referred to the horizontal 
datum is the ordinate to the energy gradient 

K -= I< + y + 2 f/ 


(28) 
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The total head at a section downstream a, distance dx is 

E' = (K - i dx) + (y + dy ) + !,- + d( ^ ( 29 ) 

in which i dx is an increment of tail, dy is an increment, of depth 
and d(V 2 /2g ) is a decrement of velocity head. In the figure dA 
is an increment of lost head and the cluing' in total head in dis- 
tance dx is E - E f = dh. .Referring to Arts. 1 IS and 120, it will 
be noted that the head lost per foot of distance traveled is the 
slope of the energy gradient, in this east* dh/dr . Assuming no w 
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that loss in nonuniform (low is the same as for uniform (low and 
using the Chezy formula, V ~ Cy/lis 


V* dh 

cm dx 


(30) 


From the geometry of Fig. 161, or by lotting dh ~ E — A!', and 
subtracting Eq. (29) from Kq. (28), it follows that 


dh = i dx — dy (31) 



This general equation for channel flow can be simplified by 
introducing V = Q/A and noting that tin* increment of area 
is dA = b dy, in which b is the surface width of the c.hanmd. The 
last term of Eq. (32) then becomes 
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d( ^ ^ = ~~2Q" dA _ — Q'-b dy 

dx\ 2(7 / dx\2gA ~) ~ 2r/A 3 dx ~ ~JA T dx 


Substituting this expre-ssiem in Kq. ( 32 ), 

.. = : _ 'Hi , Q*b <ly 

dx gA 3 dx 
and 

<?, 

dy i -.s' _ A-C-R 

dx' ' _ Q3 ’ ' _()*b 

g A* gAA 


( 33 ) 


( 34 ) 


( 35 ) 


The expression dy/dx is the convergence; or divergence of the free 
surface from the plane of flu; channel bottom. Although it 
rarely is possible to integrate this equation, it is not without 
value, because; an examination of if will etften reveal helpful facts 
about the surface- pmfile. Kor this purpose it may be simplified 
by substituting the; velocity 1' = Q/A and introducing the mean 
depth D = A/b. If is them written 


dy 

dx 


1 


V* 
f ll> 



V s 

'em 

V* 

f ji> 


( 36 ) 


On inspecting this e-epiafion if appears that 

1. Whe;n i is gre;a(.er than the- slope; s ne;e;e;ssary for uniform 
flow at the; gi ve;n ele-pth, the nume;rate)r is positive; in sign, and vice 
versa. 

2. Wheat V > y/g'll the- eleneiminator is negative; and when 
V < s/gi) the; denominator is peisitive;. 

3. At erifie'.al ele-pfh, that is, wheai V = y/gl), the; eleamminator 
is zero and dy/dx is mathematically infinite 1 . 

It appears then that I'lep (36) may re;pre‘sent a great number of 
surface; profile; feirms. The third stafeaneait is of special interest in 
explaining the fact that wafer flowing at e;ritie;al depth has an 
unstable wavy surface*. The* depth e-an never be; e;xaetly critical 
over any finite; length e>f channel. At this stage any small varia- 
tions of D, such as may be eauseal by minor irregularities which 
are always present, will result in value's of dy/dx that are alter- 
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nately negative and posit ive. The surface is then wavy and 
unstable. 

The surface in nonuniform flow may assume a. variety of forms, 
depending upon the way in which the How is controlled by inlet 
and outlet structures, dams or other obstructions and changes in 
grade of the canal. These profile's may bo determined by apply- 
ing Eq. (35) to short reaches of the channel or by applying the 
Bernoulli equation from point to point, for example, to sections 
1 and 2 of the channel illustrated in Fig. 102. Let l be any 
convenient length, keeping it small enough so Unit there is not a 
wide difference between conditions at the two sections, and let 
V m and R m be the mean velocity and mean hydraulic radius for 



IU<i. 102, Nommiform flow. 


the reach Z. The head lost between sections as computed by the 
Chezy formula, V — C\/"Rh, is then 


and the Bernoulli equation corrected for loss is 

Yg + = V + !h + r”h> l m (37) 

In obtaining any quantity from this equation a solut ion by trial is 
necessary. The value of V m is computed either as t he moan of Vi 
and V 2 or as Q/A where A is the area of a cross section having a 
depth equal to the mean of y x and y<>, Likewise R m either may be 
taken as a mean or may be based on a mean section. Neither 
method of computing V m and R m is strictly correct but the results 
are acceptable if the reach l is short. 

Problem 262 . A smooth concrete-lined channel has side slopes of 1.5 
horizontal to 1 vertical and a bottom width of six times the depth. If 
Q = 400 c.f.s. and s — 0.0001, what is the normal depth? 
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263. A cniiiil is rcgubilcd so licit. the slope of t he energy gradient is 0 0008 
The bottom slope is 0.006 and at. a point, where the depth is 6 ft. the velocity 
is 9 ft. per see. At what rale is the depth changing? Is the stream deeper 
or loss deep downstream? 

126. Hydraulic Jump.— Under favorable circumstances flow 
at a depth less than critical depth may suddenly change to flow at 
a certain depth greater than critical with a corresponding reduc- 
tion in velocity. This abrupt change in dopt.h is known as the 
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hydraulic jump. The phenomenon consists of a sudden vortical 
expansion of the stream in the form shown in Fig. 163a if the jump 
is high, or of the form shown in Fig. 1(336 if the initial depth is not 
much below critical. In the first case the liquid is rolling back 
down the face of the jump and this eddying portion contains much 
entrained air. If colored liquid is added to this face, several 
seconds are required for if to become clear again. In the second 
case the surface is waving but not broken and there is no hack roll. 



The relation between the depths and velocities upstream and 
downstream from the jump can he developed by applying the 
principles of impulse and momentum. Figure 164 represents a 
profile taken through a, hydraulic jump in i horizontal channel. 
The only forces capable of causing a change in momentum are 
the pressure forces exerted by the water on the left of section 1 
and on the right of section 2. Assuming these pressure forces 
to be the same as for static, conditions, they are respectively 
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Pi = whiAi andPo = wh< 2 A 2, in which /*, is the depth of the center 
of gravity of the cross-sectional ami A. The momentum of the 
quantity Q which passes section .1 in .1 sec. is Qw\\/g and the 
momentum of the same Q as it leaves through section 2 is QwV 2 /g. 
Neglecting tangential forces at the walls of the channel, the only 
force in the direction of motion is — IK. By equating this to 
the change of momentum per second, 


whiAi 


wh->A 2 


QwV* 

(J 


Qw)\ 

a 


(38) 


Substituting velocity in terms of Q and A, canceling w and trans- 
posing terms, this equation becomes 


Or 

gAi 


+ hi A 1 


=- Q :+k<u 

gA 2 


(39) 


Considering only a unit width of a rectangular channel, the 
pressure fore.es are wdd/2 and wdr/ 2; the momentum is wV{kl\/q 
before the jump and w Vrd 2 /g after. Tin* impulse and 
momentum equation corresponding to Eq, (3N) is then 


wdr __ wdr ___ w Vr'dt wl'rdi 
2 2 ~ g g 


(40) 


which can be written 


ddVd dd ^ rf*JV , dr 

g 2 “ (J ^ 2 


(41) 


Using the continuity equation V\di = l V/ 2 and after considerable 
manipulation of Eq. (41), the expressions for d\ and d<> are found 
to be 


and 


di = 

+ 

-^I<n 

1 

a 4 4 

(42) 

d 2 = 


l2<hVr dr 
g ' " l " " T 

(43) 


If Vi = \Zgdx, the condition for critical depth, is substituted in 
Eq. (43), it is found that d 2 = d h that is, there is no jump. It 
can be proved from Eqs. (42) and (43) that the- jump can take 
place only from an initial depth less than critical depth. 
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The solution of I4q. (39) to find tlio height of jump in a channel 
not rectangular is far more complicated than the above expres- 
sions for (h and <!■>. The solution for any given form of channel 

O ' 1 

may be expedited by treating the expression + hA, from 

Eq. (39), as a function of the depth, which function, for lack of a 
better name, may he called the momentum function since it is 
obtained from the momentum equation, 14q. (38). Since the 
factor w was canceled, the momentum i unction does not have the 
dimension of momentum. Baklmteleff 1 plots this momentum 


d d 



(a)-C>hanncl Section (/>)- Momentum Function (c) -Specific Energy 
Kkj. I <>f>. Solution of hydraulic jump equations. 


function against depth in a. diagram of the form shown in Mg. 165. 

The curve, is drawn by plotting values of ^ + hA computed for 

any given Q and various depths. The depth d> to which the 
flow may change from any initial depth d\ is found by drawing a 
vertical line be through the point on the curve where d = di, 
the upper intersection with the curve being at depth d The 
depths di and d« are not depths of <*< jual energy since the jump is 
accompanied by a considerable loss of energy, which may be 
computed by writing tin* Bernoulli equation between points 1 and 
2. The loss eould also be sealed from tin* specific. energy diagram, 
Fig. 165c, where if is represented by the difference between the 
specific energy before and after the jump, K\ — E%. 

127. Examples of Critical Depth. In Art. 124 it was explained 
that flow at critical depth is flow having a minimum specific 

1 Bakhmktbfk, Boris A., “Hydraulics of Open Channels,” McGraw- 
Hill Book Company, Inc., Now York, 1932. This book contains a very 
complete discussion of the hydraulic jump. 
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energy content for a given Q or a, ma.ximum Q for a. given specific 
energy. An example of critical depth may he found at the 
entrance to a steep channel. The (low from a reservoir into a 
channel is controlled by the critical deplh at entrance provided 
the slope of the bed is such that the channel is capable of taking 
away all incoming flow at a depth less than erit ieal. Under these 
conditions, illustrated in Fig. 1<>6, the available head 1) can be 
safely assumed to be divided naturally info velocity heart and 
depth in that proportion which will produce maximum How. 

Writing Mu* Bernoulli equation for 
points I and 2, while neglecting 
velocity head at L and the loss 
between 1 and 2, 

l) I*/ 4 ( 44 ) 

Fig. 166.— CritidU depth at oiitnim-o. ,., /2(/ r . (h( . velocity is 

V = *\/2 gh. The area per unit width of channel at section 1 is 
D — h, making the quantity per unit width equal to 

q = \/2gh(l) — h) — \/2q(I)h x ' h “■') ( 45 ) 

To find the value of h which will produce maximum </, the first 
derivative of q with respect to h is equated to zero. Thus 



and 

Then 

and 



y = - 21, 



r = V </y 


( 46 ) 


Equation (47) expresses the condition for tlow at critical velocity, 
which now appears to exist at the entrance to a channel of ample 
slope. Then y is the critical depth d e . 

Figure 167 shows the profile of a channel with a large increase in 
slope. The upstream part has a slope for which the normal depth 
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is greater than d,- while the normal depth lor the steeper down- 
stream portion is less than il r . Th<> depth at some point slightly 
upstream from the break in grade must he equal to d c . 

The fret' overfall illustrated in Fig. 1GS is an extreme case of 
the change in bottom slope shown in Fig. 167 and the depth will be 
critical some distance upstream from the drop. Critical-depth 
relations have been developed in 
this chapter on the assumption of ^ 
a static distribution of pressure. 

The pressure downstream from 
the critical-depth section in big. Km. 1 C>7 . ( 'ril.kral depth at change 

168 is progressively less than of slope, 

static and is zero in the freely falling sheet. The thickness t 
of the overfalling sheet is not far different from the end depth 
d e , and the elevation of the center of the stream at overfall is 
approximately 1/2. Assuming the velocity to he uniform in the 




falling sheet and negleeling the small loss of head, Bernoulli’s 
equation between the eenlers of sections >' and a is 


I',* , <1. , dr r- , t 
2(1 1 2 2 ■ 2(1 + 2 


(48) 


From the eontinuity equation and the relation V c = -\/gd c the 
discharge per unit width is 

q = dr V, ■■-■■■ d,.\/qd,. ■■ VI, and V = 

Substituting l "'/2(j dff'M* ;mcl Vr/2g — */ r /2 in Eq. (48), it 
reduces to 

/ :! h d? = 0 (49) 


This equation is satisfied by the root i 0 A)5d r , which agrees 
very well with the value d r ■ -$ti r since //,. is necessarily slightly 
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larger than t. The latter value wan obtained by O’Brien,' using 
momentum theory, which might be expected to agree well with 
the energy theory employed here where the lo.st energy is small. 
From a series of experiments on water with a free overfall O’Brien 
found that 

<L - (U>4:W, (50) 

and also found the discharge to he given by the empirical formula 


q = 1 1 A)d,' r ’' 


(51) 


From the theoretical considerations of this article </ might be 
estimated at 


<7 = Vgd c 3 = 


/ ffl* 

V (0.05) * 


lO.KU 1 -’ 


In the same experiments upon which IOqs. (f>0) and (51) are based 
it was determined that d c is upstream from the fall a distance 
l = 11.64. 

128 . Weirs. — The weir is a device widely used for measuring or 
controlling the flow of water in channels. The term is applied 
to overflow structures and devices of many shapes and arrange- 
merits, a few of which are shown in Fig. 169. Hindi wears as those 
shown in Fig. 169c and d are overflow sections of dams intended 
primarily to control the depth of water upstream from the dam 
while those illustrated in Fig. 169a and e are usually used in 
measuring flow. The latter are sharp-crested weirs, the crest 
being of metal with a trim right-angled edge. 

Flow over weirs is characterized by a drawing down or contrac- 
tion of the free surface immediately upstream from flu* weir where 
the velocity is increasing rapidly. If the upper edge or (‘.rent of 
the weir is sharp or of a very small radius, the liquid breaks away 
from it and there is a crest contraction (lint* ed, Fig. 169a). If the 
ends, as in Fig. 1696, are of the same sharp-edged form, there is 
also an end contraction. The dimensions of the overfailing sheet 
or nappe are reduced by these contractions. The entire body of 
water upstream from the weir is moving and a large part of it must 
change the direction of its motion in approaching the opening. 
This change does not take place suddenly because acceleration 

1 O'Brien, M. P., Analyzing Hydraulic, Modols for Effect of Distortion, 
Eng. News-Record , Sept. 15, 1932, p. 313, 
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cannot bo infinite ; on tlio contrary, the change is gradual, the 
path of a particle is curved, and the nappe is contracted where 
the liquid rounds the crest. 

The horizontal dimension L is called the length of the weir or 
nappe; the vertical distance II from the crest to the free surface, 



(bJ-Shcirp-Gvr.ted Weir (c)~ Broca cl “Crested Weir 

with End Contraction:. 



measured at a point far enough upstream to be unaffected by the 
surface contraction, in called the head. The average velocity in 
the cross section of the channel at which II is measured is termed 
the velocity of approach, ('(imputations of discharge over a 
weir are usually based upon measured values of //, L and the cross 
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section of the channel, but are always dependent, upon certain 
empirical data obtained by calibration of the weir in question or 
similar ones. 

129. Sharp-crested Rectangular Weir. The discharge Q over 

a weir is dependent principally on the length L of the crest and the 
measured head II. In developing the relation between (}, II and 
L it is necessary to consider the kinetic energy of the water as it 
approaches the weir. In Mg. 170, section bb is taken to be 
upstream so that the depth is only slightly affected by the con- 
traction of the surface. The average velocity 1' at section bb is 
called the velocity of approach. 


f ,r%V/ 


H 


Kjlf 




Fid. 170. Sliarp-cn'Hit'd rocOuitfulftr wrir. 


Section aa is the section whore the nappe is no longer affected 
by surface contraction or crest contraction. The nappe continues 
to contract below section aa, however, because its velocity 
increases as it falls. Beyond aa the nappe has acceleration g 
and it is surrounded by air at atmospheric pressure. The pres- 
sure in this part of the nappe is therefore taken to be atmospheric. 
The average velocity at aa is designated by T. 

It has been shown experimentally that the coordinates of the 
surface profile immediately upstream, measured from the crest, 
and the dimensions of the nappe downstream from the weir are 
proportional to II. The thickness of the nappe measured along 
aa can therefore be expressed as KJI where K» is some constant. 
The quantity KJI is the distance from the free surface to the 
center of the mass passing through aa in any unit of time, the loca- 
tion of this center depending partly upon the distribution of 
velocity in section aa. 
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The values of kinetic energy a(. bb and an are V~/2g and U 2 /2g 
ft. lb. per lb-, respectively. Since these values are based on 
average velocities, their use introduces some error. 

Bernoulli’s equation between this point in aa and any point in 
section bb, for example, in, is 

'i + K ‘" - % <“> 

from which the velocity in the nappe at aa is 

u = v^J/v',// 4- 2 f/ “ \Z"2</K,lfyJl 4 2,jK^H 

If the velocity ol approach is neglected, the velocity at aa is 

C, - V l 2(,KJI (54) 

The cross section of the nappe at aa is K»HL a,nd from the con- 
tinuity equation the total quantity per second is 

Q m K.JHA’ AV//V2ffA'.//^i + (55) 

and 

Q K.y/tyKlur^l 1- yA (56) 


The terms l’ :! ami V r were introduced with the assumption that 
the velocity is uniform through both sections bb and aa. This is 
only approximated 'in the nappe and does not agree with the facts 
in section bb; therefore if is necessary to modify the ratio V 2 /Ur 
bya coefficient a, making if read nY"/V{~- betting A be the 
cross section of the channel of approach, the velocity of approach 


can be written 


Q ,, KAIL 
A ’ ' A ~ 


whence 



(57) 


Placing this in I0q. (56) and modifying the whole by a coefficient 
C’ to correct for lost head, the expression lor discharge is 
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Q = CK>-\/2gK iL// : '\l 1 + «AY ^ /V (58) 

Lotting; C f K 2 \ /r 2gK i = 6 V , expanding the radical quantity and 
retaining only the first two terms of the expansion because the 
sum of the following terms is very small, 1 his becomes 

Q = CLIP- 1 + ahii ( U ^ ( 69 ) 

The four coefficients C y/ , K i, AT* and in these equations have 
not boon determined separably, but empirical values of the 
products C = CK'i^/ 2gK { and aKr/2 appear in the formula 
developed by King, 1 which is 

<3 = 3.34/,//'- I + 0.5r( / f.)" (60) 

This formula is based chiefiy on experiments by Francis 2 and 
Bazin, 3 giving more weight, to the extensive work by Bazin who 
himself proposed the formula 

Q = L/^3.248 + ° yj 9 1 -b 0.55 7 '{ /V (61) 

The Francis formula as proposed by him is 

0 - 3..m| ( u + £Y £V m 

When reduced to the form of Uq. (59) the Francis formula becomes 
approximately 

Q = 3.33U7»| 1 + (63) 

There are numerous other empirical weir formulas 4 * * which cannot 
be given here. 

1 King, H. W., “Handbook of Hydraulics,” McGraw-Hill Hook Company, 
Inc., New York, 1929. 

2 Fkancis, J. B., “Lowell Hydraulic Experiment t.H,” I). Van Nostrand 
Company, Inc., New York, 1871. 

3 Bazin, H., Ann. pouts chaussees , 1888. 

4 For a summary of weir formulas and experimental work, see footnote 1, 

above, and W. Kauffman, “Hydromechanik,” vol. II, Julius Springer, 

Berlin, 1934. 
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The quantities in these formulas and those in the following 
pages are in foot, and second dimensions. The constants are 
determined by experiments on water and are not necessarily 
applicable to other liquids. 

Example. ~~ A reel. angular channel 30 ft. wide is to be regulated by a sharp- 
crested weir so that the water upstream from the weir is 4.5 ft. deep when 
q = 125 oXs. The weir extends entirely across the channel and the over- 
fall is free. How high is the weir? 

Solution, Using the King formula, Kq. (00), 

Q - - 3.3*t/,// in | I } 0.50^~y | 

and, substituting the given data, 

'* 1 ' 

The last equation is rather didieult to solve algebraically. The factor in 
brackets however is only slightly more than unity. If it is taken as unity 
temporarily, then 

125 3.34 X 30 //»•■»* and II =-.= 1.103 


approximately. 'Phis value of II is a lit tie loo largo but may be used, slightly 
reduced if desired, to evaluate tin* bracketed quantity. Thus 


125 3.3*1 X 30// 1 


. nrr /30 X 1.10\H 

1 ’(, ;«> x -I.5-) J 


The quantity in the brackets is 1.037 ami, solving for //, 


and 


II' M 


3.31 


125 

30 X 1.037 


1 .203 


// 1.131 


A repetition of the process will give a new II more closely representing the 
formula hut probably not more accurate. 

130. End Contractions. *A weir with cud contractions is illus- 
trated in Fig. 171. The edges at the ends are sharp like the crest. 
The nappe is contracted at the ends as well as at the crest and at 
the surface, and the cross section of the nappe is reduced in its 
horizontal dimension by the amount of the contractions. This 
contraction was found by Francis to be about 0.17/ at each end, 
making the effective length of the wear 0.2/7 less than the actual 
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length of crest. Then the value oi L which must bo used in the 
equations of Art. 129 is 

L - // ~ 0.2 II (64) 

This correction is not entirely satisfactory and end contractions 
are to he avoided where the weir cannot he calibrated. It Ls 
unsafe to use ordinary weir formulas with this correction if 
L < 3 II. To insure complete contraction the end of the weir 
should be at a distance of at least 2/7 Iroin t ho sides of the channel. 
F. Frese and the Swiss Society of Architects and Engineers offer 
rather cumbersome formulas which apply to contracted weirs of 

all proportions. 1 When the 


0.1HA h- 


const ruction is such as to 
eliminate or suppress end con- 
tractions, the weir is said to he 
a. suppressed weir. 


oj'L .-_**,**--. - Problem 264. A shnrp-ercsfed 

i\ 1 1 1 h , , m weir 2.5 ft. high extends acrosH the 

IllllllllllllllllMlIIII 1 i.jhI of :i rhannH 20 ft. wide wilh 

Fia. 171.- -CWaion for oml rontr.-us V€ . rli ,. nl si( |,. s . T |„. u , wl 

from the weir is 3.75 ft. (Pep. 
Compare the discharges computed b.v formulas (60), (61) and (03). 

265. A sharp-crested weir 2.5 ft. high with a crest 10 fl. long is installed 
at the end of a rectangular channel 20 ft. wide in sue!) a way that there arc 
two end contractions. The water in (he channel is 3.75 ft. deep. Compute 
the discharge. 

266. A rectangular channel 15 ft. wide, carries 75 e.f.s. It is desired to 
construct a sharp-crested weir entirely across the discharge end which will 
maintain a depth of 4 ft. upstream from flu* weir. Determine the height of 
weir. 

267. A rectangular channel 25 ft. wide carries 3 50 e.f.s. and a sharp- 
crested weir 3 ft. high extends across the outlet end. How deep is the water 
a short distance upstream from the weir? 


131. Notched Weirs. — R octangular weirs having a re! 
short crest and also a wide variety of weirs having openings other 
than rectangular are classified as notches. The commonest of 
these is the V-noteh weir, illustrated in Figs. Ifi9e and 172. 

The usual V-notch weir is sharp-edged and is located so that 
the nappe is completely contracted on the two sides and at the 
surface. The nappe is triangular at the plane of the weir, ehang- 

1 See Kauffman, op. ciL, vol. II, p. 47. 
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ing to a crescontlike cross section in a short distance and finally, 
if allowed to fall far enough, to a nearly circular jet. Any dimen- 
sion of the nappe is proportional to the head II and the area of any 
cross section is therefore proportional to II 2 . At some section 
such as an the pressure in the nappe is atmospheric and the veloc- 
ity is fairly uniform over the cross section, the area of which, 
being proportional to //“, can be expressed as KJfP. The vertical 
distance from the free surface to the mass center of the water 



flowing through section an is proportional to II and can therefore 
be written Kill . 

The effect of velocity of approach is very small and may be 
neglected. Bernoulli’s equation from any point in bb to section 
aa, where the average velocity is taken as V, is then 


whence V = *s/2gKji and the discharge is 

Q - V'±*jK\U AV/" - IP* 

The Q can lx* corrected for lost head and nonuniform velocity 
distribution by introducing a factor <7', after which 

Q =•= C* \/2<j K i K I i' 2 (65) 

Replacing the- product ( " \/2{//\ ,AY by C, this becomes 

Q m an (66) 

Values of C have been determined by various investigators, 1 
1 For a bibliography on the .subject, of notches, see F. W. Grove, Mow 
of Water through Circular, Parabolic., and Triangular Vortical Notch- 
Weirs, Purdue. If nip. Png. Hull. *10. This bulletin also gives results of 
researches by its author on notches other than 90-dog. notches. 
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most of whom have found the exponent of II to be slightly less 
than The C of Kq. (60) is not a. constant but on the contrary 
varies slightly with If. The formula proposed by King, 1 based 
upon the calibration of a 90-deg. notch made of commercial steel 
plate, is 

Q - 2.52 11^ (67) 

The formula obtained by Barr 2 for a 90-deg. notch cut from a brass 
plate is 

Q - 2.4K//*-** (68) 

Notches can be designed so that Q varies with any d(»sired power 
of II within practical limits. If a notch is to be designed so that 
Q varies with If to the power A r , the opening in the plane of the 
weir must be shaped so that the area varies with //• v ,v) . Then 
the area at section aa is AT// ( v a nd 

Q - C'V^jKJIKJI^ ^ (-II v (69) 

When N — 2 the crest is in the form of a. parabola with a 

vertical axis, the equation being ;r‘ — *1 all. Parabolic weirs 
have been calibrated by Grove, 3 who found tlu v discharge to be as 
given by the formula 

Q = 2.09a (M7u // MH) (70) 

Figure 173 illustrates the form of weir opening for several values 
of N. The exponent N cannot be made less than unity and can- 
not be exactly unity since theoretically this would require infinite 
width at the bottom as indicated in Fig. 173a. A compromise 
form shown in Fig. 1736 is used to regulate (low in channels in 
which it is desired to have a constant average velocity for all 
depths. If placed at the end of a channel of width b in which the 
velocity is V } 

q = bifv = an 

and 

v 011 C r 4 a 
V = kjj = £ (a constant) 

1 King, op. tit. 

2 Barr, James, Flow of Water over Triangular Notches, Engineering , 
April, 1910. 

3 See footnote, p. 261. 
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For N > r, 2 ^ l< ‘ <>u tliru; ot the crest is convex upward as 
in Fig. 173/ and becomes increasingly so with higher powers 
of H. 

Problem 268. A r<‘<U, angular channel 5 ft., wide carries a maximum of 
8 c.f.s. and a minimum of f> c.f.s. The outlet, is a 90-deg. V-notched weir. 
At what level should the notch he placed to make the maximum depth 
4 feet? What is then tin* minimum depth? 

269. A parabolic notched weir is to have, a head of 1 ft. when Q is 2 c.f.s. 
What is the width of the opening at the level of the water surface? 



(a)-Q’ CH (b)-Q--CH 



(e)-QCff'i' (f )-Q~~CH 3 

Km. 17.'i. Notched weirs for various powers of II. 


132. Broad -crested Weirs. * Weirs other than the sharp- 
created type, tor example, those shown in Figs. 169c, 169ri, 174 
and 175, arc? classed .as broad-crested weirs. Such weirs are 
usually part of a dam or some other structure for the control of 
water and they arc not well adapted to the measurement of flow. 

If the upstream edge of the crest is sharp and the nappe leaps 
clear of the downstream edge, as in Fig. 174a, the discharge at a 
given head is practically the same as for a sharp-crested weir. 
If the thickness of the weir is more 1 than about 0.47//, the falling 
nappe does not clear the weir and the flow is as shown in Fig. 1746. 

Figure 174c shows a section with a rounded upstream corner and 
a gently sloping top face. If the roundingof the edge is sufficient to 
eliminate contraction and if the slope is sufficient to maintain flow 
at critical depth, the (low is controlled by the critical-depth condi- 
tions shown in Fig. 166 and discussed in Art. 127. Neglecting 
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velocity of approach, if was there shown ihat d — 2 ;i // a n( j 
h = i//3, whence the theoretical q per unit width is 

/ 2 \ j II 

q = (urea) (velocity) = ( .^// ) \f — </ — 3.0!)//'- (71) 

It has been shown experimentally that a good approximation 
to the actual discharge is given by the equation 

q = 3.03//““ (72) 



(a)- With t < 0A7H (b)-With Sharp Corner; i>0A7H 



(c)- Rounded Corner wHh Slight Top Slope 

Fkj. 174. Rroiid~<*r«\sl<‘d wnirn. 


The discharge over broad-crested weirs is usually computed by 
the basic; formula 

Q = CIJI H (73) 

The coefficient C is not exactly consta.nl, and may vary ronsider- 
ably with If. The use of the; formula, therefore depends upon 
tables or graphs of C determined by experiment. 1 

Several experimenters have developed formulas, each of which 
applies only to a particular form of weir. 

Problem 270. A weir of the form shown in Pig. lf>0r is 75 ft. long and 
discharges 1400 c.f.s. when II is 3 ft. Compute C. What would U he for 
the weir of Fig. 174c for the same length and discharge? 

1 For values of C consult, Robert 10. Horton, Weir IOxporiments, Coeffi- 

cients and Formulas, U. S. Gaol. Purvey Water Supply and / rriyation Paper 
200, and J. S. Woodburn, Tests cm Broad-crested Weirs, Tram. A.S.C.E . , 
vol. 96, 1932. 
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133. Submerged Weirs. Submerged weirs are those which 
are so situated that the downstream water level is higher than the 
crest. The free surface affected by a submerged weir takes one of 
the three forms shown in Fig. 175 if the depth of the upstream 
channel is greater than critical depth. When a distinct hydraulic 
jump m formed as in tig. iifya, the depth of the water down- 
stream from the weir has no effect on the discharge, even when the 
downstream surface is higher than the weir. When no jump 
is formed, as in Fig. 1755 and r, the effect of submergence on dis- 
charge is very small for II « < 0.5/7,. 



(h) IMunjtfuK nnpjm 



(<•) VVuvo nappo 
Khj. 175. Submerged woirH. 


Up to a pertain value of the ratio JI»/If 1 tho nappe for a given 
weir is of the plunging type in Fig. 175/;, while above this critical 
value the surface is of tho wave form shown in Fig. 175c and the 
nappe does not. plunge. Those changes in form were recorded 
by Bazin and have boon studied by many later experimenters. 
In experiments with a weir model of the form shown in Fig. 176, 
Keutnor 1 found th(* How to l;e of the wave typo only for values of 
Hi/H\ > 0.85. This ratio is not necessarily valid for weirs 
of different height, or form. Koutner also found that the dis- 

1 Kmutnkk, C., Ne.ues B<ur<dumngHvurfahren fur den Abfluss an Wehren 
aus dor GeHchwindigloHtsvt'rUuhmg des Wasaers liber dor Wehrkrone, 
Die Baulecknik, p, 575, 1029. 
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charge could be represented by n. formula of the type used in f ree 
overfall for values ol 11%/ II 1 ■s ().//<>. l’oi grt'afer degrees of 
submergence it was necessary to use a. formula, including a func- 
tion of II-i/Hi, in which formula, the eoenicienfs wen* quite differ- 
ent for the two types of surface. 

A rational formula for discharge over a. submerged weir must 


include h, the height of the weir; otherwise if will give erroneous 
results for some cases. Probably no formula, is valid if .//, > 2.g, 
When Hi is large in proportion to h (hen* is very Iif tie disturbance 
of the surface, the presence of the weir being indicated only by a 

slight, depression directly above 


All dimensions 
in centimeters 



Fig. 170. — Submerged weir model. 


The formula by Bazin for 
discharge over a submerged 
sharp-crested weir extending 
across a rectangular channel is 


Q = LhA 3.248 + + 0.55 


X 


Hr 

dr 

0.21 


(i.or, + o.2i ",/)/] 


//, ' If] 

Ih 


(74) 


For depths less than critical, that is, for shoo! ing flow, the effect 
of a low obstruction or weir is to produce a .swell .such as that 
shown in Fig. 177a. The free surface on the downstream face of 
the obstruction is somewhat disturbed because the stream is 
expanding to assume a greater depth. The new depth is 
necessarily greater because there has been a loss of energy and a 
corresponding reduction in velocity. That such an increase of 
depth must accompany a loss of energy in shooting flow is evident 
from an inspection of Fig. 160 or 105r. If tin* obstruction is 
made sufficiently high, the continuity of the surface is broken and 
a hydraulic jump is formed upstream from the weir as in Fig. 1775. 

Problem 271. A sharp -crated weir 3 ft., high extends across a, rectangular 
channel 20 ft. wide. The water upstream from tin* woir is *1 ft. deep. Com- 
pute the discharge when the depth downstream from the weir is (a) 2 ft, 
(6) 3.5 ft. 

134. Critical-depth Meter.— The weir as a device for measuring 
flow is open to the objections that the formula is complicated by 
the correction for velocity of approach and also that considerable 
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fall must bo allowed. Those two objections are partially elimi- 
nated by making use of a combination of the phenomena of critical 
depth and hydraulic jump as sketched in Fig. 178. 


"i 




(b) 

Kid. 177, Low woirn with Hhootiug flow, (h < d c . 


If the obstruction is well proportioned, the critical depth will 
exist near but not. necessarily at. the crest,. Bernoulli’s equation, 
written from any point in section 1 to any point at the critical 



Km. I7K. ( •ri(.ionl-<lopth motor. 


section, where the average velocities are V and U, respectively, 
reduces to 


V- 

' 2(1 


+ II 


V* 

% 


+ dc 



whence 
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and tho discharge per unit width of channel, f he product of veloc- 
ity U and the area d Cf is 

<1 = d t .\/2qh ( 75 ) 


It was shown in Art. 124 that at critical depth the velocity head is 
half the depth or 


V* 

2(7 


h 



(76) 


and, combining this with Kq. (7f>), 

q = VV ** 3 (77) 

This is a simple rational equation for q which requires no correc- 
tion for velocity of approach. Its use requires only one measure- 
ment, d c . 

The above theory is inaccurate in that V and V have* been 
assumed uniform, tho pressure is assumed to be static and losses 
have been neglected. It is also questionable been use </<• is taken 
as a vertical linear distance which cannot possibly be at right 
angles to all stream tubes since they are not parallel. Moreover, 
the critical depth does not occur at the same horizontal position for 
different depths. This fact was substantiated by Wood burn and 
Webb . 1 

The device can be used by establishing a surface' gage for 
measuring d at a point near the mean position of critical depth. 
The equation can be written 

q = (Vffrf* (78) 

the coefficient C being determined by calibration. It is not a 
constant but varies with d and will be only slightly loss than 
unity. 

135. Use of Weirs.— A weir intended to measure flow should 
be calibrated in the exact position in which it. is to be list'd. After 
calibration the working conditions should not bo altered. The use 
of any weir formula for the accurate computation of discharge 
depends not only upon the formula but also on the almost exact 
duplication of the conditions for which the formula was developed. 
The conditions to be duplicated include the material of the weir 

1 See footnote, p. 264. 
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plate, the sharpness of the edge, the cleanliness of the weir, the 
detailed nature oi the flow in the approach channel and the 
method of measuring the head. 

Many experiments have shown that roughness of the weir plate 
increases discharge for a given head. For example, weirs of 
glass, brass and steel have different coefficients, that for steel 
being greatest and that ior glass smallest. Grease on any of 
these surfaces affects the shape of the nappe and the discharge. 

The manner in which water approaches the weir has an impor- 
tant effect on the discharge, hut the details of flow are difficult 
to duplicate in another channel. Moreover, a given flow regime 
in a channel cannot always he reproduced in another series of 
tests and may even change suddenly during a test without any 
apparent cause. If has been found that a weir with end con- 
tractions or one inclined downstream tends to promote stable 
conditions in the channel of approach. 1 

The place and manner in which tint head is measured are other 
factors on which the ac.cn racy of weir measurements depends. 
For exact similitude 1 the head would have to he measured at 
different places for different heads and heights of weir. The 
practice is to make a connection to the channel well upstream so as 
to avoid the influence of surface contraction. A pipe loads from 
this connection to a container in which the gage is installed. 

If the weir is so situated I hat the space under the nappe is 
closed, it is necessary to connect this space with the atmosphere. 
If the nappe is not aerated in this way, the moving water draws 
the air out and a partial vacuum exists under the nappe, which is 
depressed or which may cling to the face of the weir. 

136. Transitions in Channels. A change in velocity or velocity 
distribution incident to a change of form or size in a channel 
always involves some loss of head. IOven if the loss could be 
avoided there would be* a change in elevation of the free surface 
equal to the increment of velocity head. Figure 179 shows the 
plan and profile of a reduction and of an enlargement typical of 
the case in which the flow of a canal is carried for some distance 
by a flume of smaller cross section, with a transition at each end 
of the flume. 

TIailior, R., Sources of IOrrur in Weir Measurements, Tram . Hydraulic 
Inst. Munich Tech. Univ Hull . 3, ed. by I). Thoma, translated by K. C. 
Reynolds, A.S.M.F., 1935. 
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The Bernoulli equation from point 1 to 2 for both reduction 
and enlargement is 

IV . IV , , 

-sr- + s = ■«.: + «<>«« 




+ loss. 


In the enlargement z will usually be negative; in other words, the 
free surface will rise. 



(a)- Contraction (b) « enlargement 

Via. 1 70. — Channel l.ranwit.ionH. 


According to Hinds 1 the losses may be readily reduced by good 

TV 

2ff 

an enlargement. 

The conversion of the stream from one form to a now one usually 
takes place in a transition structure. The reducing transition 
will be satisfactory if its shape is such that the flow follows all 
the walls and if it provides for the necessary drop in the free 
surface. The purpose of the enlargement structure is to expand 
the stream so that it has a distribution of velocity nearly as good 
as will exist in the canal and to do this with a minimum of lost 
energy. This result is usually obtained by using a long tapering 
structure designed to produce a smooth free surface tangent to 

1 Hinds, Julian, The Hydraulic Design of Klume am! Siphon Transi- 
tions, Trans. A.S.C.E., 1928, p. 1423. 



( w 

design to 0.1 l • t>~ 


for a reduction or 0.3 
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that of the channels it. joins. Kven very long tapering enlarge- 
ments are not always sueeessful because there is a tendency for 
the stream to separate Irom one side of the transition and to con- 
tinue at high velocity along the other side well into the down- 
stream canal. Tests <>1 models by Benson 1 indicate that the 
redistribution of velocity can be 
accomplished in a very short dis- 
tance by placing a submerged 
hump or obstruction a s shown in 
Fig. 180. This hump distributes- 
the flow and nearly eliminates 
the eddies at the sides of the 
channel. The structure is short, 
its shape is simple, all surfaces 
being plain's, and it. does not 
obstruct floating debris. 

The function of tile hump is Kin. ISO. —Transition model. 

to increase the' depth and pressure at the center, thereby forcing 
the stream to expand ami fill the transition. A similar effect 
has been produced by reducing the pressure at the side walls by 
means of suction tubes. 2 

Problem 272. A trapezoidal channel currying 105 e.f.s. has a bottom 
width of 10 ft.., a. depth of 3.2 Ft., and side slopes of 1.5 horizontal to 1 vortical. 
It discharges into a semicircular Hume S ft., in diameter. If the loss in the 
transition is two-tenths of tin* velocity head in the flume, what is the 
elevation of the bottom of fin* flume relative to the bottom of the channel? 

273. A channel lakes water from a pond at a velocity of 4 ft. per sec. 
If the channel is 3 ft. deep, what is the elevation of its bottom relative to 
the pond, the loss being two-tenths of the velocity head? 

137. Nonstatic Pressure. Throughout, this chapter the Ber- 
noulli constant and the expression for specific energy have been 
written with the* assumption of static distribution of pressure; 
that is, the pressure at a given depth in the moving liquid has been 
assumed to be the same as in a liquid at rest. This assumption is 
permissible only when the motion is nearly linear and for slopes 
such that the cosine of the* slope angle is nearly 1. 

1 Benson, M. II. , Mode! Tests of Outlet. Transitions, Civil Eng., vol. 6, 
p. 760, 1930. 

2 Sec P. ]\ Kwald, T. Punch! and L. Pramlfl, “Thu Physics of Solids and 
Fluids," p. 288, Blaokie. & Son, Ltd., London, 1930. 
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Figure 181 shows a ease of uniform flow with a stoop slope, the 
thickness t of the stream being materially different from the 

vertical distance eh. The pres- 
sure at. the bottom can be com- 
puted by considering the forces 
on the prism dh. Lotting its 
end ansa be A and its weight 
wlA j the com pom Hit of weight 
normal to the bottom is 

wtA cos 0 ~~ p h A 
and pu = w{t cos 6) 

from which it appears that 
the effective pressure head on 
the bottom is i cos 0 , which is distance eh in the* figure. 

When the path of the stream is a vertical curve the mass has a 
centripetal acceleration toward the center of curvature. The 
force necessary to produce this acceleration is such that pu < wd 


b 


M- Pb <wd (b)- P(> ><»d 

JFiu. 182.— Effect of curvature on pressure. 

when the center of curvature is below the stream (Fig. 182a) and 
Pb > wd when it is above (Fig. 1826). 

General Problems 

274. A canal in earth 1ms a bottom width equal to four times tin', depth 
and side slopes of 1 to 1. If is to carry 240 c.f.s. at a velocity of 8 ft . per see. 
What slope is required when the canal is in good condition? With the same 
conditions, what is the slope of a semicircular cans! with the same n? 

275. Determine the arc of the circumference of a circular sewer which is 
wetted when the hydraulic ratlins is maximum. What is the corresponding 
depth in terms of the diameter? 

276. A semicircular concrete flume 6 ft. in diameter has a slope of 0.003 
and the flow is uniform. If discharges into a trapezoidal section with side 
slopes of 1 to 1, bottom width of 7 ft. ami a depth of 2 ft. If the loss in the 
transition is four-tenths of the kinetic energy in the (luiue, what should be 
the relative elevations of the bottoms of the flume and the channel? 





slope. 
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277. A channel has l to 1 side slopes and a bottom width of four times the 
depth. Find the critical depth when Q is 00 e.f.s. What is the critical 
velocity? 

278. Water is (lowing 1 ft. deep in a rectangular concrete channel at a 
velocity of 12 ft. per see.. Can a jump be formed? What is the depth 
downstream from the- jump? If the channel is 14 ft. wide and the flow is 
uniform, wluit is the slope upstream from the jump? 

279. A rectangular channel 12 ft. wide carries 144 e.f.s. A hydraulic 
jump is formed with the water 4 ft. deep on the downstream side. What is 
the depth upstream ami how much head is dissipated? 

280. The crest of a critical depth meter is 3 ft, higher than the bottom of 
a rectangular channel 20 It, wide. Estimate the depth upstream from the 
meter when Q is 80 c.i.s 



281. The (low in the channel of Fig. 188 varies from 8 to 30 e.f.s. and it is 
desired to regulate (ho depth by installing 00-deg. V-noteh weirs at the end. 
How many weirs are needed to limit the variation in depth to 0.2 feet? 
What will be the maximum //? 

282. The flow in a channel varies from 12 to 19 e.f.s. It is desired to 
discharge not loss than 9 e.f.s. or more than 1 1 e.f.s. over a 90-dog. V-noteh 
weir into one channel, while the remainder goes over a sharp-crested rec- 
tangular weir. Kind the length of the rectangular weir and the maximum 
head on both weirs. 

283. The bottom of a rectangular planked channel 20 ft, wide is 4 ft. 
below the surface of a pond from which it. takes water. What is the maxi- 
mum discharge that it. can lake from the pond and what minimum slope of 
channel is required? 

284. A trapezoidal channel in the form of a half hexagon carries 100 e.f.s. 
a distance of 2000 ft. with a fall of 1.0 ft. What is the area of the cross 
section? What area is required with the same side slopes but with the 
bottom width four times the depth? In both cases n = 0.025. 

286. A trapezoidal channel with a bottom width of 12 ft. and side slopes 
of 2 horizontal to 1 vertical carries 140 e.f.s. The depth at the end is to be 
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maintained at 5 ft. by a coni racl <■<! weir I I H. lnnR. Kiml th« height of the 
weir- 

286 . A rectangular channel 40 ft. wide is 4 ft. deep and the flow is uniform. 
It has a slope of 0.004 ami Kutter’s n is 0.025. A weir is built in the channel 
which makes the depth 8 ft. just upstream from t hr weir. Compute the new 
depth at points 200, 400 and 000 ft, upstream. 

287 . At the edge of an abrupt waterfall the thickness of the overfalling 
nappe is 2 ft. What is the depth about 25 ft. upstream? Compute the 
discharge per unit width. 

288 . A rectangular concrete channel 10 ft, wide carries 20 c.f.s. in uniform 
flow. What is the critical slope? If the velocity is twice critical, to what 
height might the water jump and what is the specific energy before and after 
the jump? What head is lost? 



289 . A square conduit is in the position shown in Kig. 184. Find d in 
terms of b for maximum velocity and for maximum discharge, assuming 
Manning's formula to hold. 
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138. Flow through a Small Opening. -An expression for the 
velocity of discharge through a small opening is obtained by apply- 
ing the principle of conservation of energy as embodied in the 
Bernoulli equation. The container of liquid in Fig. 185 has a 
small opening shaped so that the emerging particles move in 
parallel paths. The area of t he free surface is A„ and the cross 
section of the issuing jet is A . The jet is discharging into atmos- 
phere and the pressure throughout its cross section can therefore 
be assumed to bo atmospheric. The pressure at a point imme- 
diately inside the opening is more than atmospheric, is less than 


the static pressure due to the head of liquid 
above and becomes nearly equal to that static 
pressure as a streamline is followed from 
the orifice back to regions of lower velocity. 

Writing Bernoulli's equation between the 
free surface, which, because of the discharge, 
is falling with a velocity V,„ and the center 
of the jet, which has a. velocity of efflux u, 


V,r , p n 

2(i w 


4 


h 


ir 


V« 

w 



Fla. 185. — Velocity of 
efflux. 


and 


M 2 “ + h vV/ 


in which II represents the total head or effective head. When 
the ratio of A, to A is large, the term 1 '//2y is relatively small and 
can be neglected, in which case 


u \f 2(jh 

From this equation it appears that the velocity of efflux under a 
static head h is the same as for a body falling freely from rest 

275 
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through a vortical distance h. This fact is known as Torricelli’s 
theorem. The velocity may be referred to as the Torricelli 
velocity to differentiate it from the actual velocity, which is 
slightly smaller. Then 

ut = y/2g h (2) 

The quantity (lowing based on the Torricelli velocity is 

Qr = A Ur = AV2ij/i (3 a ) 

or T using the total head, 


Qr = A\/2<jll (3J) 

139. Effective Head on Small Openings. -There are numerous 
eases in which the application of Torricelli's theorem is more 


B 

Air~p B 

h 

V-, 

D 

Air- p n 

M P 




( 01 ) 

Fro. 180 . — KIToc tied 



complicated than in the one just discussed. For example, 
Fig. 186a shows a ease in which the upst ream free surface of area 
A, is subjected to a pressure j>„ while the opening at a distance h 
below the free surface permits discharge into span 1 1), in which the 
pressure is p D . Writing Bernoulli’s equal ion from the free surface 
to a point in the jet just outside the opening, where the velocity 
is Ut and the pressure is p„, 


from which 


Yl + Pj! + h 

2ff ^ w ^ 


Ut~ , pt> 
2 (j w 


Ut — 



V2gII 


(4) 
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The effective h(«wl II is (.lie quantity under the second radical. 
By a similar process an expression for effective head can be 
obtained for any ease. 

Point M in big. lSGa is at the level of the opening and 
far enough removed so the pressure p at M is little affected by 
the presence of the opening. Neglecting W/2 g, the Bernoulli 
equation from M to the jet is 

V ^ »r~ , pi> 
w 2<j w 

and 

Ur = ^2,,^ - ^ = y/2gH (5) 

which shows that tho olTcx^ti ve head // is the difference in pressure 
heads on the two sides of the opening. This is true irrespective 
of the manner in which tho pressure is maintained. 

An orifice in the sotting shown in Kig. 1806 is said to be sub- 
merged. The effective head is A, — h 2 and the velocity is 
u T = y/2g{h i — fh) — VV/. 

Problem 290. In Fig. 1SC>« 1 he* pressure in spn.ee /) is 12 lb. per sq. in. 
abs., in space H it is 4 lb. per sq. in. gage, h 12 ft. and the water in D 
stands 5 ft. above the opening, (c) (Compute the velocity of tho jet. (b) 
Assuming pih Pth A and the depth to be as above, compute the velocity of 
the jet if the specific gravity of tin* liquid is 0.7. 

291. In Fig. IS i\b t h\ 10 ft. mid //•> *1 ft. Compute tho velocity of the 

jet under those condit ions. Find the value of hi which will produce a veloc- 
ity of 24 ft. per nee. in the jet, h-> being unchanged. 

140. Effective Head on a Large Opening. -A special problem 
presents itself when the head on an opening in a vertical plane is 
relatively small, that is, when tho. head is only a few times the 
vertical dimension of the opening. Theoretically the velocity 
through a horizontal element, of area of such an opening is 
u = y/2gy where y is the effective head on the element. The 
average value*, of \/2gy is not exactly equal to its value for the 
center of the*, opening and it may therefore be necessary to use 
other moans in finding tin* average velocity. In the following 
development both y and II are measured from the energy gradient. 
Thus H is the total effective head at the (‘enter of the opening. 
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Figure 187 shows a large rectangular opening so shaped as to 
discharge a full-sized jet. The Torricelli velocity through any 

element of area is 

u T = y/Zgy (g) 

The quantity flowing through the element of urea dA = bdy is 

dQr = Ut dA = by/2gy dy ff< 



Fig. 187.— Largo orifice. 


and, integrating over the entire area, 



( 8 ) 


After expanding the binomials, dropping all terms except the 
first two and dividing out s/Fl and <1, this becomes 

Qr = bdV2gJl(l - (9) 

Since the product bd is the area A, the value of Q r from Eq. (9) 
is equal to that of Eq. (3) multiplied by the quantity in brackets. 
The bracketed expression equals 0.989 for H/d = 1 , 0.997 for 
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H/d = 2 and 0.999 when II /d = From these values it appears 
that there can bu only a small error in using Fq. (3) and the effec- 
tive head is, for all practical purposes, equal to the head on the 
centroid of the opening. 1 he error is even less for a circular 
opening- Whim the head is small enough to require correction, 
a vortex extending from the free surface into the jet will form and 
this will vitiate any formula,, however correct in theory. 

141. Contraction of Jets. The openings shown in Figs. 185 
to 187 are shaped so that the issuing jet has a cross-sectional area 
equal to the area of the opening. The approach to the opening 
is from every part of the container and the necessary change in 
direction is completed within the container so that all particles 



(a)- Horizontal (b)-Circular Orifice in (c)~ Circular Orifice 

Slot lloriwnial Plate in Vertical Plate 

Fia. IKK. ( ’onfriu-f ion of jnf.H. 


move in parallel paths as they pass through the plane of 
the opening. 

Figure 188 shows several openings which arc usually designated 
as sharp-edged orifices. The inner corner of such an orifice may 
be either a right angle or any acute angle. The approach is 
again from every part of the interior hut the change in direction 
of the streamlines is not completed within and it continues on the 
downstream side. The streamline qnt, for example, bends through 
an are of 90 deg. downstream from the plain* of the opening. As a 
result of this necessary change in direction, the jet is smaller 
than the opening anil it is said to he* contracted. The section at 
which this contraction is complete is called the vena eontracta. 
Here the streamlines are parallel and the pressure throughout 
this cross section is considered to be the same as in the surrounding 
medium, which is usually tin* atmosphere. 

In the case of flow through a long sharp-edged slot, the cross 
section of which is shown in Fig. 188a, it can be shown by methods 
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of classical hydrodynamics 1 dealing with an ideal fluid that the 
thickness t of the sheet of water is tim0K thc width & of the 

opening. Theoretically this contraction is completed at infinite 
distance from the orifice but practically it is complete at a dis- 
tance of about one-half b or one-half the diameter D in the circular 
orifice. 

The ratio of the cross section A c at the vena oontracta to the 
area A of the orifice is the coefficient of contraction C c . Thus 

Ac = C c A (10) 

The theoretical value of C c for a long sharp-edged slot is — ~ = 

0.611, which is also very near thc value of C c for flow of water 
through sharp-edged orifices with D equal to or larger than 2.5 in. 
The value of C c is not known to be less than 0.611 for a 
circular orifice. Values of C e for water obtained experimentally 
by Smith and Walker 2 are given in Table VIII below. Inspec- 


Table VIII. — Coefficient of Contraction C c for Circular 
Sharp-edged Orifices* 


Head d, 

Diameter, in. 

ft. 

0.75 

1.0 

1.5 

2.0 

2.5 

1.0 

0.688 

0.657 

0.626 

0.619 

0.615 

2.0 

0.680 

0.652 

0.624 

0.617 

0.614 

4.0 

0.671 

0.644 

0.621 

0.617 

0.614 

6.0 

0.669 

0.642 

0.620 

0.617 

0.614 

8.0 

0.668 

0.640 

0.620 

0.617 

0.614 

10.0 

0.667 

0.639 

0.620 

0.616 

0.614 

20.0 

0.667 

0.639 

0.618 

0.616 

0.613 

40.0 

0.666 

0.639 

0.617 

0.615 

0.613 

60.0 

0.666 

0.639 

0.617 

0.615 

0.613 


* Smith and Walker, op. cit., pp. 34-35. 


tion of this table shows that C c decreases with head up to about 
60 ft. and with diameter up to 2.5 in. and tends to become con- 
stant for larger heads or diameters. This is taken by some writers 

1 Ramsey, A, S., “Treatise on Hydromechanics,” part IT, p. 132, George 
Bell & Sons, Ltd. London, 1920. 

2 Smith, Demster, and William J. Walker, Orifice Plow, Proc. Inst. 
Mech . Eng. {London), 1923, p. 23. 
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to indicate that perleH- <-<>it traction is not to lie had for low heads 
or for diameters loss than 2.5 in., a view supported by the coeffi- 


TiBOE IX.~ ^'oSKKietKNT (IK VnMIOITV Mill ( 'lltClII.AIt SlIAHP-EDGBD 

( Jmi' K'KS * 





I Hmurtor, in. 



Head, 





. — ... ... . 

ft. 

0.75 

1 0 

1.5 

2.0 

2.5 

1.0 

O.'.l.'il 

0 902 

0 975 

0 .9X0 

0.087 

2.0 

0.957 

o ooo 

0 9SO 

0.9X4 

0.990 

4.0 

O.O.'iO 

0 975 

0 9X5 

0.9X1 

0.990 

6.0 

0 (l.'i l 

0 975 

0 9N4 

0.9X1 

0.990 

8.0 

o.'.l.'il 

0 977 

0 9S5 

0.9X4 

0.990 

10.0 

O'l.'iO 

0 977 

0 .9X5 

0.9X0 

0.990 

20.0 

o . nr*:* 

0 97S 

: o 9ss 

0 ,9X0 

0.995 

40.0 

O.'.l.'il 

0 97 S 

| 0 990 

0.9XX 

0.995 

60.0 

O.'.l.'il 

0 979 ! 

0.990 

0 9XX 

0.995 


♦ Smith and VVamikh, **/». rtf.. i»i» .'M lift. 
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8.0 

0 ,055 

0 r»20 




10.0 

0,055 

O 025 




20.0 

0 ,055 

0 0)25 




40.0 

0.055 

0 0*25 


i 


60.0 

0 054 

O 0)2! 

o on 

0 007 

0.0)00 
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dents obtained earlier by Judd and King 1 and Billon.- The 
coefficient C c appears to be nearly constant for any orifice 4 with 

1 Judd, ITouade, iuhI Hm S, Kino, Some Ksperimentn on <ln* Frietionless 
Orifice, Eng, Nrwx> Sopl . 27, 1900. 

*BiLTON t II. J. I. t < WflirinntH of Discharge through (Circular Orifices, 
Eng. News, July 9, 190H, 
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a head more than 10 ft. and for the larger orifices at much lower 
heads. 

142. Coefficients of Velocity and Discharge.— 1 The velocity as 
given by Torricelli’s theorem is never quite realized because the 
conversion of energy in a real fluid cannot be accomplished with- 
out loss. The average velocity Ur = must be modified 

by a coefficient of velocity C v so that the real velocity is 

V = C,Ur = C,V2f/// (11) 

This coefficient is nearly unity for water. It is about 0.95 fora 
%-in. sharp-edged circular orifice and increases to 0.99 for a 
diameter of 2.5 in. It is nearly constant for a given orifice, 
increasing slightly for high heads. Values of C v for water are 
given in Table IX. 

The discharge is the product of the real velocity and the area at 
the vena contracta, or 

Q = A C V = CcAC v s/2gli (12) 

This may be written as 

Q = CA^2gH (13) 

in which C = C c C v is the coefficient of discharge, so called because 
it is the ratio between the actual Q as given by Mq. (12) or (13) 
and Qt, uncorrected by contraction or velocity coefficients, as 
given by Eq. (3). For small circular orifices C decreases slightly 
with increasing heads and diameters, becoming nearly constant 
for diameters of 2.5 in. or more. Values of C for water are given in 
Table X. Fair approximate values to remember are C = 0.60, 
C v = 0.98, C c = 0.611. 

Example. — A jet of water is discharged through a 1-in. diameter orifice 
under a head of 2.10 ft., the total discharge 
being 228 lb. in 90 sec. The jet is observed to 
pass through a point 2 ft. downward and 4 ft. 
away from the vena contracta. Compute C 6 
and Cv. 

— _> | G Solution. — Neglecting air resistance, the hori- 

’ ~ zontal component of the jet velocity is un- 
changed, that is, it continues to be V, the actual 
velocity at the vena contracta. It falls with 
the acceleration of gravity, ff a particle of 
water travels from E to F in t sec., the distances EG and GF in terms of t are 

4 = Vt and 2 = >£(32.2 = 16 ,\t* 




Art. 143] FLOW THROUGH ORIFICES AND TUBES 


283 


From the second equation / - 0.352 see. and, substituting this in the first, 
y = 11.36 ft. per sec. The Torrieolli velocity is 


Then 


Ur * VtyV - V64.a x 2.Ii) = 11.62 ft. /sec. 



11.36 

11.02 


0.978 


The discharge is 228 (62. a X 90) ~~ 0.0406 o.f.s. and, substituting this in 

the discharge equation, Q • CA^Zgll, 


and 
Then 
so that 


0.0106 , X2.10 

a ■--- 0.041 

a =-■ c c c v 

('< =••• rr -■ 0.0-11 0.978 = 0.655 

( ■ )f 


143, Incomplete Contraction.— The extent of the contraction 
of a jet from an orifice is changed by any condition that alters the 

manner in which the fluid approaches ^ 

the opening. The sharp-edged diaphragm f J~ ~ 

orifice in a pipe line shown in Fig. 189 dis- cL x | ^ * 

charges a contracted jet which expands and j jL - 

again fills the pipe. The amount of con- 
traction for a given d\ diminishes with an XIG ‘ 18 o r ifi c ^. iaPhraem 
increase in d , ami C<- is a function of d/d 1 , 
the ratio of diameters, or a function of A/Ai, the ratio of area of 
the opening to the cross-sectional area of the pipe. Values of C c 
determined by Weisbach 1 for water follow. 


A/ A i 0.1 0.2 0.3 0.4 0.5 0.6 0.7 0.8 0.9 1.0 

C c 0.624 0.632 0.643 0.659 0 .681 0.712 0.755|0 ,813|0.892|l .000 


When an orifice is located near one or more side walls of a 
container, the approach of the fluid to the adjacent side of the 
orifice is somewhat restricted and the contraction of the jet is 
incomplete. If the orifice plate is very rough, the approach from, 

*See footnote, p. 215. 
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the sides is likewise restricted, the contraction is lens and c onse . 
quently the coefficient of discharge is increased. 

Problem 292. Compute the diameter of n jet of water from a 2-in. 
circular sharp-edged orifice when the head is 10 tf. \\ hat are the exact 
velocity and discharge, using coefficients from the tables? 

293. The velocity at, the vena eon tract a of tin* jet of water from a 4-i n . 
circular orifice is found to be 23. 1 t(. per see. when the head is 9 ft. and the 

s ’ discharge is 1.26 c.f.s. Compute f\. and 

294. In Fig. 189 <h = 12 in. and <1 0 in. When Q is 2 c.f.s., what are 

the velocities of the water in the pipe and at the vena con tract a? If C„k 
0.98, what is the effective head on the orifice? 


144. Correction for Velocity of Approach. -Velocity of approach 
may have considerable effect on the quantity discharged through 



(a)- Diaphragm Orifice (b)- Orifice Meter 

Fio. 190.- Orifices in pipe lint's. 


orifices such as those shown in Fig. 190. The effective head on 
such openings is 

tt = (V _ P» , Vr\ ..A/> IV 

\w w " r 2<j ) w 1 2f/ 

Neglecting velocity of approach, the r:if o of discharge can be 
expressed as 

Q = ( 14 ) 

The coefficient of discharge C in Kq. (14) would vary greatly with 
head or A p because it would have to correct, for velocity of 
approach as well as for energy loss and contraction. A rational 
equation correcting for velocity of approach is often desirable. 
The velocity without correction for loss is 
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U 


T 



and the actual discharge is 


Q = CAU t 


Substituting V x = Q/A x in the expression for U T , the expression 
for Q becomes 


Q = CA 


2 / 


A p 
w 


+ 



and, solving for Q , 


Q = CA 



(15) 


A similar expression is obtained by writing 



Then letting Vi = Qr/Ai and solving for Q T 



Modifying this by the coefficient of discharge, 



Equations (15) and (16) become identical when C is nearly unity, 
that is, when the contraction is small. For cases in which the 
contraction is large, the values of C in Eqs. (15) and (16) will 
differ. In any (went they must be determined by experiments, 
and Eq. (16) lends itself more readily to such determinations. 
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Fair values of C for water flowing; through the orifice of Fig. 19o a 
can be obtained by taking the product of an estimated value of 

C v , *$ay 0.08, and the values of C c given 
in Art. 143. 

Orifices arranged as in Fig. 190 are 
commonly called orifice meters, 1 and a 
commercial orifice-meter installation is 
shown in Fig. 191. Equations (15) and 
(16) apply not. only to those hut to any 
case in which the. velocity of approach 
is important, as, for example, the end 
orifice and the. simple nozzle* of Fig. 192. 

In setting up the expressions for U T 
and Qr in this article it was assumed 
that the kinetic* energy per pound of 
fluid is represented by V c/2g. Since 
the velocity distribution upstream is 
i nonuniform, the actual kinetic energy is 
much greater than l\ 2 /2g, while the 
kinetic energy in the vena eontraeta 
where the velocity is quite uniform is 

Fig. 191. — Orifice-meter in- nearly \“/2g. 1 his excess of actual 

staiiation. ( Courtesy of The kinetic energy over the assumed Vr/2q 
Foxboro Company.) . . . , : 

results m som< 1 eases m very high 
experimental values of C v or 0, the former often closely approach- 
ing unity. The values of C depend to some 
extent upon the location of the pressure f.aps 
and in choosing coefficients the location of 
the taps must be considered. 

(a)- End Orifice 

Problem 296. Using C v = 0.98 and Weisbaelds 
coefficient of contraction, compute the discharge of 
water from the 6-in. orifice in Fig. 192a when the 
pressure in the 12-in. pipe is 10 lb. per sq. in. gage. 

What is the discharge under the same conditions if 
the liquid has a weight of 55 lb. per cu. ft.? 

296. The orifice in the 12-in. pipe of Fig. 190?> is 
4 in. in diameter and discharges a jet of the same size. 

The coefficient of discharge is 0.94 and Q is 3 e.f.s. 

What is the difference between the pressure upstream and that, in the jet? 

1 For further theory and coefficients on orifice meters, see Fluid Meters, 
Their Theory and Application, A.S.M.E. Research Puhl. f 1931. 





(b>- Nozzle 
Fiu. 192. -Free dis- 
charge. 
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146. Loss of Head in Orifice Flow.— The Torricelli velocity 
with a total oiled, ive head ol II is l > = \/ 2gII but the real veloc- 
ity in the jet is only 

I’ - (W* ,11 (17) 

Writing Bernoulli’s o(iuation from a, point upstream to the vena 
contractu and noting that the effective head II is the Bernoulli 
constant, on the upstream side, 


and 


" - £ + >-*» 


loss // 


r* 

2g 


(18) 


After eliminating either V or If by substituting its value as 
obtained from Kq. (17), the loss of head can be expressed as 



Equation (19) expresses the loss of head in terms of the actual 
velocity head jitter loss while Kq. (20) expresses it in terms of the 
total initial head. The dimension is a length, usually feet of head 
of the fluid in question. 


Problem 297. Compute the. head lost, in a 2-in. orifice discharging 0.3 
c.f.s. under a head of 0 ft. if ( V is (MM. What, is (7*? 

298. A jet from a .small orifice in a vertical plane falls vertically 2.58 ft. 
from the oriliee while moving 0,4 ft. horizontally. The measured head on 
the oriliee is 4.2 ft. Compute the velocity, the head lost and C v . 


146. Converging Orifices. An orifice shaped so that the side 
walls converge will either reduce or entirely eliminate any contrac- 
tion of the* jet downstream from the plane of the opening. 

With the shape shown in Fig, 193a the stream converges within 
and there is no contraction beyond the plane of the opening. The 
coefficients of velocity and discharge are equal and have a value 
of about 0.98. 

With the conical form in Fig. 1936 there is a slight contraction 
within the tube at M and a further contraction of the free jet 
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just outside of the cone, which latter contraction diminishes as the 
degree of convergence is reduced. The coefficient of velocity 
increases with 6 and the maximum value of C = C,-C„ is obtained 
when the angle is about 14 deg. It is then about 0.95. 

It will be seen from Fig. 193c that even a slight rounding of the 
supposedly sharp edge of an orifice will have* considerable effect 
on the size of the jet and will thereby increase the quantity 
discharged. 



(a) (b) (c> 

Fig. 193. — Converging orifices. 


147. Short Tubes. — The term short tube is applied to orifices 
with downstream extensions not long enough to be classed as 
pipes. Such a tube is shown in Fig. 194. The orifice formulas are 
well adapted to the computation of discharge for such devices. 

A standard short tube is a smooth tube with a sharp internal 
corner and a length equal to 2.5 diameters. Such a tube can flow 
with the jet remaining clear of the tube as in Fig. 194a, in which 
case the form of jet and the quantity discharged are the same as 



Fig. 194. — Short tubes. 

for a sharp-edged orifice, or it can discharge a stream as large as 
the tube as in Fig. 1946. The latter type of flow is obtained by 
first stopping the tube and then permitting flow or by momentarily 
obstructing the flow of Fig. 194a, whereupon the tube begins to 
flow full. With the tube flowing full, the jet is not smooth and 
the flow is evidently turbulent. 
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With the tube flowing full, the jet is as large as the opening, 
C c = 1 and C = CV The coefficient C is found experimentally 
to be about 0.82 lor water. The loss of head computed by 
Eqs. (19) and (20) is 

(i).82 2 ~ = °' 487 2^ (21) 

or 

(1 - 0.82 2 )// = 0.328# (22) 

This loss of head is many times that for the sharp-edged orifice, 
which is to be expected because the stream is caused to diverge. 

By inspection it is evident that the pressure at the vena con- 
tracta within the tube is loss than atmospheric and also that, if 
the tube is adequately vented to the air at C, it cannot flow full. 

The stream within the tube is probably contracted as much as 
for the orifice and is probably contracted somewhat more for a 
given depth of water if the tube is less than 2.5 in. in diameter. 

148. Limitation of Standard Short Tube. — The fact that the 
pressure at the vena eontraeta within the standard short tube 
is less than that at the end of the tube places certain limitations 
on the device. Let it first be assumed that AJA = 0.62. Then 
from the continuity equation V = 0.62F C and 


V A 

2 g 


1 V 2 V 2 

0762 s 2 iff = Z6 % 


The loss upstream from the vena eontraeta can be assumed to 
be about the same as for an orifice, that is, 0.047 c 2 /2p, which is here 

equal to (0.04) (2.60)^- = 0.104^~ Now in Fig. 1946 the loss 

between C and D is the loss from B to D less that from B to C, and 
from Eq. (21) it can be estimated as 

y2 v 2 V 2 

loss (C to D) = 0.487^- - 0.104=- = 0.383^ 


Writing Bernoulli's equation between C and D and correcting for 
loss, 


7 C 2 

2(7 


+ = Z! + 2? -f 0.383 

~ w 2 g w 


Y1 

2 g 


( 23 ) 
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After eliminating V c and solving, 

Pc __ p« ^ ! 

xv xv 2 q 

or, since V = 0.82V2 gH and V s /2 g = 0.(572//, 
2s = ‘Pa — o.s2// 

xv xv 


(24) 


(25) 


The fact that p e never can he lew than zero and practically can- 
not be less than the vapor pressure establishes the limiting head 
for which the tube can flow lull. Above this limit the jet clears 
the tube as in Fig. 194a. The limiting head, neglecting vapor 
pressure, that is, assuming p r . to be zero, is 

H = 34 = 41 5 ft. 

0.82 


which agrees fairly well with experiments. 

Problem 299. A standard short, tube 2 in. in diameter is under a head 
of 16 ft. What arc the discharge and lost head in) when flowing full, (6) 
when flowing as an orifice? Compute the maximum discharge Urn tube can 
have when flowing full. 

300. When a short tube 3 in. in diameter is flowing full under a, head of 
10 ft., what is the minimum pressure in the tube? 

149. Re-entrant Tubes—Borda Mouthpiece. < >penings in the 
form of tubes which extend from the wall of 1.1 k* container into the 
body of fluid ; that is, re-entrant tubes, have a jet contracted 
somewhat more than that from the sharp-edged orifice in the plane 
of the wall. As the angle 0 of Fig. 195a diminishes, the contrac- 
tion increases. When the sides are parallel as in Fig. 1956, the 
coefficient of contraction is 0.5. 

The tube of Fig. 1956 with a sharp internal edge and with 
parallel sides about 2.5 diameters in length is known as a Borda 
mouthpiece and is of special interest because the* coefficient of 
contraction of 0.5 can be obtained by the methods of classical 
hydrodynamics or by elementary mechanics, as is (loin* in Art. 
150. The coefficient of velocity is about 0.98 for water, making 
C = 0.49. Values of C c for re-entrant tubes lie between 0.62 
for the plane orifice and 0.5 for the tube* with parallel sides. 
These values increase with 6, the angle* of convergence. 
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160. Contraction of Jet in Borda Mouthpiece— The inner end 
of a Borda mouthpiece is fur enough from the wall of the con- 
tainer so that the presence of the opening has very little effect 
on the pressure at the wall. II if he assumed that the opening 
does notafleet this pressure, the distribution of pressure on the wall 



Fit;. 105. Tlc-on trim t. tuboH. 


having the opening and on the opposite? wall is as shown in Fig. 
196 by diagrams abc and rief, respectively. There is an excess of 
pressure force, equal to whA, acting toward the left on the con- 
tainer or toward the right on the liquid. This effective force gives 
momentum to Q e.f.s. and equating force to change in momentum 



This result has boon closely approximated by experiments with 
water in which the actual discharge was measured and C v was 
assumed to bo 0.98. 

The contraction of the? jot within a Borda mouthpiece flowing 
full, as in Fig. 197, can also lx* investigated by elementary 
mechanics. It is again assumed that there is no loss upstream 
from the vena eontracta and no change in pressure at the walls 
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of the container. The loss of head in tlm exp.-uiding stream is 
identical with that discussed in Art. It IK. Making the uppropri- 
ate substitution in I'iq. (•12) of that article 



Writing Bernoulli’s equation I rum the tree surface to the 
discharging jot and neglecting the small loss upstream from the 


-If- 




Fiti. 1 1>7. Iionla mouthpiiM*«* Unwins full. 


vena contract - , a, 


and 



0 


P' 

(-V 1 2f / 


V a/ 2 tjh x ! 


\<'r* I 


r, 

(l 


r,p 


The change in momentum of tin* diseharging water is again 
equated to the effective pressure force, whence 

, . wQY irA P‘ 

whA - 

(l if 

After substituting the above* expression for T and solving, 

C f . - O.f) 

This result is to lie expected since it is based on I he same assump- 
tions as was C c for free discharge. The expansion of the jet 
serves only to reduce tin* pressure and increase ( he effective head 
at the vena contracta. 

161. Diverging Tubes. If the sides of the tube shown in 
Fig. 198 do not diverge too rapidly and if the total divergence is 
not too great, the stream expands and fills tin* diverging portion 
of the tube. 
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The pressure at the throat of the tube is less than at any other 
point. It can be computed by writing Bernoulli’s equation from 
the throat C to the discharge end. The pressure at D is atmos- 
pheric and, neglecting losses, which are usually large in an expand- 
ing stream, Bernoulli’s equation from C to D is 


TV 
2 g 


4- 2i = Zf j. Hs 

w 2g w 


The absolute pressure head at C is then 


Pc 

W 



(26) 


The actual velocity at D is V - C v \/ 2gH and C - C v , assum- 
ing no change in size of the jet beyond 


D. The total loss of head is 


/i 

«»7fl 


L 


V 2 




Most of the loss occurs downstream from 
the throat and, if it is assumed that all 
of it is downstream, the pressure head at 
C corrected for loss is 



Fig. 198. — Diverging 
tube. 


Pc = Pa 
W W 



(27) 


The coefficient C varies with the size, shape and angle of the 
tube. Many experiments have been made on such tubes but 
the data are scattered and not readily correlated. 

It is certain that C diminishes rapidly as the angle increases 
or as the length increases for a given angle. For example, 
Russell, 1 from experiments on a tube 1.22 in. in diameter and 
6 in. long, finds C = 0.83 for 0 = 5 deg. and C = 0.32 for 
d - 15 deg. and, with the same throat and a length of 12 in., 
C = 0.61 for 8 = 5 deg. and 0.15 for 0 = 15 deg. 

With increasing head the difference in velocity heads increases 
rapidly and pjw becomes small. Practically it cannot become 
zero owing to vapor pressure and separation of air. There is 
therefore a limiting head for each tube above which it cannot 
flow full. 

1 Russell, George E., “Textbook on Hydraulics/’ p. 114, Henry Holt 
& Company, New York, 1934. 
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If the tube is considered to consist, of tin* orifice of Fig. igg a 
with an added diverging portion, it will be seen that the orifice, 
which discharges against atmospheric pressure when alone, is 
discharging against a smaller pressure when fitted with the 
diverging section. The diverging sent ion has Hum reduced 
the pressure at C. In other words, it has placed a suction or 
draft on the orifice and is therefore often called a draft, tube. 

Problem 301. A diverging tube is 3 in. in diameter at 1 he throat and 
4 in. at the end. Neglecting losses, find Ut) tin* diselmrge of water under a 
head of 4 ft., (ft) the maximum head for which it can flow full of cold water, 
(c) the maximum head for which it can flow full of water at 70“(i. 

302. A diverging tube is 3 in. in diameter at tin- throat and 4 in. at the 
end. The taper is Hindi that C 0.f». What is the discharge of water 
under a head of 4 fn. if the tube Hows full? If the diverging portion is 
removed and C is then 0.97, wluit. is ( he discharge? Compute the head 
lost for both cases. 

152. Discharge under Falling Head. In computing the time 
required to empty a vessel through mi orifice, it is necessary to 

treat the head as a variable. Since the 

f rate of discharge is proportional to the 

| square root of head, flu* average head 

' f during the time of discharge is not to bo 

^ | used. It. will bo assumed that C in 

— * i | a constant over the range of bead 

involved and that the rate of discharge 
at any time under the existing condi- 
tion of unsteady flow is the same as if 
Fig. 199. Fulling head. th(1 fl()W wrIV steady. 

The container shown in Fig. 199 is being emptied through 
an orifice of area A. It has a free surface of area A n which is to 
be lowered from a distance hi above* the renter of the orifice to a 
new level h%. The rate of discharge at any time is Q - CA \/2gh 
and the volume discharged during an element of time di is 
Qdi = CA\/2gh di. During this same time tit tin* free surface 
A 8 is lowered and the head is reduced by a decrement dh. The 
volume discharged must equal the spam* vacated in the tank, 
whence 

Qdt ~ CAy/2ghdt = —A# dh (28) 

Solving for dt and integrating, 
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Equation (29) is useful if C is practically a constant. If A s 
is not constant but can be expressed in terms of h } the time of 
discharge can be determined by substituting the expression for 
A s in Eq. (28), solving for dt and integrating. 


Problem 303. A tank 4 ft square has a sharp-edged orifice 2 in. in 
diameter in its side. If the water surface stands 9 ft. above the orifice, 
compute the time required to lower the water 4 ft. 

304. Figure 200 shows a sec. (.ion of a tank which has 
vertical ends and a length of 20 ft. The orifice has an area 
of 24 sq. in. and C = 0.0. What time elapses while the 
surface is lowered 0 ft. from the position shown? 

163. Inversion of Jets.— In the earlier articles 
of this chapter it has been assumed that the pres- 
sure at the vena contraeta and points beyond on a jet is zero. 
This is not strictly true for smooth jets such as the one from a 
circular orifice because it is surrounded by a surface film. This 
film is in tension and the jet must therefore be under a small 
pressure. The streamlines in the top and bottom of a jet have 
slightly different velocities and tend to converge. This forces the 
film to be slightly elliptical instead of round; the former form 
being unstable, the film pulls itself and the jet back into a circular 
cross section. The transverse motion thus set up continues until 
the cross section is elliptical with the axis vertical. This action 
continues and the jet is alternately elliptical and round with the 
major axis of the ellipse turned through about 90 deg. in each 
half cycle of the motion. The slight rotation of the jet keeps 
the angle from being exactly 90 deg. 

Figure 201 shows typical jets from sharp-edged orifices. The 
jet from the triangular orifice is nearly hexagonal at the vena 
contraeta, takes a form of cross section having three lobes, one 
opposite each angle, and then completely inverts so that the 
lobes move through 180 deg. Meanwhile there is a slight rota- 
tion and the lobes become less distinct as the inversion is 
repeated. 



Fig. 200. 
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The jet from the square orifice through a s.iii.lur im-ersiou, 
being first octagonal and then four-lolcd m «« »**». The 
LTfrom a rectangular opening fm » «•*» '«». u '» *** 
lobes being opposite the long .sules. 

Effect of Viscosity on Velocity of Efflux. - - he expressm 
for velocity in a jet from an orifice ,vas deve o,,o,l uuthou con- 
sideration for density or viscosity. Writ. no losses lh,« veloc.t, 

mi i ' 




mmm i 

/lit 1 


(a) Circular orififo. 


(6) Triangular orifioc. & onltn. 

Fig. 201.- — Inversion of join from Hh.Hrp-wiW'il <>nn<<*M. 

was found to be 17 * - V %Tl and, corrected for losses, 
V = C,V$gE, in which C,„ the coefficient of velocity, is nearly 
constant. The possible effect of density and viscosity may be 
studied by assuming the velocity to depend on p and p n,s well as 
on g and H. The velocity is then a function of nil four and 
might, be expressed in the exponential form 

7 = Kg-HYp 11 ( 3 °) 

Keeping K dimensionless and substituting the fundamental 
dimensions M, L and T for the other quantities gives 

For dimensional homogeneity it in necessary that 
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0 ’ <• I <1 

1 <t |- b — <■ — 'Ad 
1 - 2m | <• 

Solving Uuw<* <‘(|ii:i.(.ioiis lor a, b and </, |,h<>y are found to be 
a = - 0 - — •> b — >> <1 Then Kq. (30) becomes 

JL «-> ' 

I <* 1 :ir r 

r Kg “ II - ? ( 32 ) 

1 — 3c 1 

If it in true that F vanes as //'*, then 6 = - 9 • = ~ and c m 

zero. 

It follows (lion (hat, ii I varies with the square root of H, the 
velocity is quite independent of both viscosity and density. 
Examination of Table IX, page 281, indicates a slight variation 
of Cv with head and if is therefore likely that, viscosity does have 
some effect, but a. very small one. 



(a) (h) Cc) (d) 


Ki<;, 2oa. I HMclwirgc of izhU'h. 

The abov<* statements cannot ho applied to tubes and nozzles 
because it is to be expected that viscosity effects will be introduced 
by any extension of an orifice downstream from the vena eontracta. 

165. Discharge of Gates. The orifice theory is applied to 
many types of openings and conduits. For example, the dis- 
charge of a culvert is often expressed as Q = Ky/fi, and that 
through a sluice gain as Q KAy/tyH. Figure 202 shows 
outlines of such gates. In Fig. 202a the* jet is supported for some 
distance and the pressure at any depth is the same as for static 
conditions anywhere downstream from the vena eontracta. 
The effective head is then h in flu* figure. If the jet is only 
partially supported, as in Fig, 2026, the* pressure in the jet is 
diminished and flu* effective head is increased. With conditions 
as in Fig. 202c, the discharge is likely to be greater than for 
Fig. 202a or 6. From tin* discussion of Fig. 168 in Art. 127 the 
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conclusion might be drawn that the supported length must be a 
minimum of about 12d if the true, head is to be h in Fig. 202a. 
With conditions as in Fig. 202 d the elTeetiv<> head is h, the differ- 
ence in level of the surfaces. If a hydraulic jump is formed down- 
stream from the vena contract;!., then the head is increased by the 
distance s. 

The computation of discharge from gates must be based upon 
experimental coefficients for conditions closely duplicating work- 
ing conditions. The effects ol sills, contractions and slightly 
rounded edges are difficult to predict and may result, in erratic 
variations in coefficients. 


General Problems 

306 . The jet from a 1-in. circular orifice in a vortical plane passes through 
a point 2 ft. below and 3 ft., horizontally from the vena contractu. The 
measured head on the orifice is 1.2 ft. and the measured discharge, is 2261b. 
of water in 2 min. Compute C v and C e . 

306 . A tank 4 ft. in diameter and 10 ft. high 1ms a 2-in. circular orifice 
9 ft. below the top. The water surface can be lowered 5 ft. from the top in 
230 sec. by discharge through the orifice. Compute the coefficient of 
discharge. 

307 . A plate orifice 2 in. in diameter is placed in a. <i-in. water line. What 
is the diameter of the jet? Pi ml the drop in pressure when the discharge is 
0.4 c.f.s. if C v is 0.98. Compute the lost head. 

308 . Reservoir A, which has a, water surface* area- of 2000 sq. ft.., is con- 
nected to reservoir B by a 0-in. diameter standard short tube. The water 
surface in A is initially 6 ft. above the center of the tube and that in B is 

always 3 ft. above the renter of the tube. What 
time is required to lower the surfa.ee in A 1 ft. by 
discharge through the tube? 

309 . A short tube 2 in. in diameter is placed in 
the end of a 20-in. water line. What is the maxi- 
mum discharge when the pressure in the pipe in 
(a) Kill), per sq. in. gage, ih) 20 lb. per sq. in. gage? 

310 . Water flows into the tank of Fig. 203 at 
a rate varying from 2 to 4 c.f.s. The tank has 

two outlets, a 6-in. circular orifice for which C 0.0 and a 90-deg. V-noteh 
weir 5 ft. above the center of the orifice. Compute maximum and minimum 
values of d and of Q for the orifice. 

311 . A 4-in. water turbine nozzle on a 12-in. pipe has coefficients C v = 0.97 
and C c = 0.94. The pressure at the base of the nozzle is 100 lb. per sq. in. 
gage. What Q and what horsepower are delivered to tin* turbine? 

312 . A new 16-in. cast-iron water line with a well-rounded entrance leads 
900 ft. from a reservoir to a turbine nozzle which is 300 ft. below the reser- 
voir. The diameter of the jet at the vena contractu is 3 in. and <7,, - 0.97. 
Find the head lost in the pipe, the head lost in the nozzle and the power 



Fig. 203. 
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delivered to the wheel. What percentage of the total power is lost in 
delivering the walin'? 

313. In Kig. 204 all Uio opimingn ar<; 2 in. in diameter and the tubes are 


6 in. long. Compute the effective 
head and (lie discharge for each 
opening. (■ - 0-71 for (o). 

314. A large pipe currying water at 
50°C.and a pressure of -1 1!>. persq. in. 
gage leads to an orifice near the top 
of an airtight, tank in which there is 
initially a perfect vacuum. The 
orifice is 2 in. in diameter and (> # 
0.05. Find the time required for 1500 



gal to flow into the lank. 

315. A vertical cylindrical tank has an orifice for its outlet. When the 
water surface in the tank is Hi ft. above the orifice, the water can be lowered 
12 ft. in 20 min., the pressure on the surface of water being atmospheric. 
What uniform air pressure must Ik* applied to the surface if the same volume 
is to 1)0 discharged in 10 min.? 

316. A vertical cylindrical tank has an orifice in its side at a point 2 ft. 
above the bottom. If the discharge reduces the depth of water in the tank 
from IS to 12 ft. in 78 sec., what time is required to reduce the depth from 
10 to 4 ft.? 

317. A cylindrical tank 2 ft. in diameter and 10 ft. high contains 3 ft. of 
water, 4 ft. of oil (specific gravity, 0.8) and air at lfi lb. per sq. in. abs. 
Find the velocity and rate of discharge through a sharp-edged orifice 2 in. 
in diameter and I ft. above the bottom of fins tank. 

318. A tank ear containing water has an orifice in the left end for which 

C v = 1 , (- r ■ ■■■ 1.0 and .1 0.025 sq. ft.. The water surface is 6.25 ft. above 

the opening. What is the discharge when the car is (a) at rest, (6) moving 
uniformly toward (hr left 8 ft. per sec.? 

319. A jet of water from a 1-in. nozzle in the end of a 3-in. pipe line is 
discharged vertically upward. The velocity at the vena contracta is 
50 ft. per see., the* diameter is 0.95 in. and C r = 0.96. What is the diameter 
of the jet 20 ft. above t he vena contracta? Find the pressure at the base of 
the nozzle if it, is 2 ft. below the vena contracta. 




--- 


S 1 

_ __ _ VI 

^ 1 

! 

rc O), ! 

! 

J- 

A - 


AsFSTjyyvy ' ? ' /: )T. 

(a) (b) <c) 

Fiu. 205. 


320. The coefficient of discharge in Fig. 205a is 0.9 and the total depth of 
water on the downstream side is 4 ft. Compute Q. Assuming the same 
coefficient, compute. Q for Figs. 2056 and c. Th e openings are 5 ft. wide. 




CHAPTER XII 


THE RESISTANCE OF IMMERSED AND FLOATING 
BODIES 

156. Fluid Resistance. — When a solid body moves through a 
fluid, a resistance is produced which opposes this motion and 
energy must be expended in order that the motion may continue. 
Thus, when a submarine moves through the water or an airplane 
flies through the atmosphere, the propeller must supply a force 
acting in the direction of motion of sufficient magnitude to 
balance the resistance. A sailboat move's over the surface of an 
expanse of water if a wind current is directed against its sails so 
as to produce a propelling force. Its motion is opposed by a 
fluid resistance which consists of three separate parts, namely, 
the resistance due to the submerged portion of the hull moving 
through the water, the resistance due to the formation of waves 
on the surface of the water and the resistance caused by the 
motion through the air of the superstructure or portion of the 
ship above the water surface. It appears that, whenever there 
is a relative motion of a body with respect, to a fluid, a resisting 
force results. A knowledge of the nature of this resistance, is of 
great importance in engineering. 

One of the earliest attempts to develop a rational theory of 
resistance was made by Newton. Although Newton's theory, 
using the momentum principle and based on the concept of a 
hypothetical fluid of discrete particles, does not agree at all with 
experimental data, the form of the expression is of considerable 
interest, even in connection with the modern idea of a fluid as a 
continuous medium. As a body move's through a fluid the 
particles of the latter are given momentum and the time rate of 
change of this quantity must, according to the momentum 
theorem, be equal to the force acting on the fluid. This force is 
equal and opposite to the resistance of the body. 

Considering the changes in momentum in the direction of 
motion of the body, the quantity of fluid affected in unit time is 

300 
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in general dependent on the velocity of the body and its size. 
The size may he conveniently considered as proportional to the 
area of the body projected on a plane normal to the direction of 
motion. If the Iluid has a, density p and the body is moving 
with a constant velocity V and has a projected area equal to A, 
then the mass of Iluid affected by the body in 1 sec. is 

in ^ lop A V (1) 

where ki for the present is an unknown coefficient of proportion- 
ality. Now this mass of Iluid which initially is at rest acquires 
an average velocity proportional to the velocity of the body, 
that is, 

v k«V (2) 

and consequently the momentum imparted to the fluid is 

M ■ nm k\k«pAV a (3) 

Since this last equation represents tin* momentum imparted 
to the fluid in unit time, it also represents the force acting on the 
body in the direction opposite to its motion. Following aero- 
nautical parlance, this force or resistance is called drag and is 
denoted by the symbol I). 

If the product of the two constants k\ and h in Eq. (3) is 
replaced by a single constant k„, then the drag is 

I> k,,p A V~ (4) 

This is the Newtonian or so-called V-squared law of fluid resist- 
ance. It has the same form as the expression for the lift force 
acting on a vane or airfoil, developed in Chap. VII. 

167. Drag Coefficients. The coefficient k„ of Eq. (4) is known 
as the drag coefficient. An inspection of Eq. (4) shows that it 
is a nondimensional quantity, and for this reason it is often 
spoken of as an absolute drag coefficient. The form of this 
equation for the drag is that commonly employed in England; 
kp and the corresponding coefficient of lift, defined by the 
equation 

L = h P A V * ( 5 ) 

are therefore called the English force coefficients. In the 
United States and in most other countries the expression for 
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drag is modified by multiplying and dividing by two and replac- 
ing the factor 2k D by a new coefficient Cd so that 

D = Cj^A ( 6) 

It will be recalled that the expression pF 2 /2 represents the 
dynamic pressure of a fluid stream, that is, it is the value of the 
rise in pressure at a stagnation point over that of the undisturbed 
stream. If this quantity is denoted by the symbol g, then the 
drag force is equal to 

D = C D qA (7) 

The drag coefficient from this equation is 



and Cd may therefore be interpreted as representing the ratio 
between the actual drag and the force that would be produced if 
the area A were acted on by a uniformly distributed pressure of 
magnitude q. 

In some engineering work the equation for drag is written in 
terms of a coefficient which includes the density and is con- 
sequently no longer a pure number. This form, however, is 
gradually passing into disfavor since it does not bring out so 
clearly as do those given above the fact that the form of the 
resistance equation is essentially the same for all fluids. If a 
consistent set of units is used in either Eq. (4) or (6), the cor- 
responding force coefficients will have the same numerical values 
whether the system used is metric or English. There exist 
certain hybrid coefficients which correspond to combinations of 
units obtained when density is expressed in slugs per cubic foot, 
velocity in miles per hour and area in square feet, but because of 
their clumsy form the use of these coefficients has little justifica- 
tion. In general the material presented here will be given in 
terms of the absolute coefficient Cd of Eqs. (6), (7) and (8). 

It follows from either Eq. (6) or (8) that, if the density of a 
fluid, the velocity and area of a body moving through it and the 
magnitude of the resisting force are known, then the correspond- 
ing drag coefficient may be readily calculated. The same 
equations also hold in the case of the resistance produced when 
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the body is bold stationary in an infinitely large current of 
fluid which; at great, distance from the body, has a uniform veloc- 
ity V. Some attempts have been made to determine the value 
of the resistance and corresponding coefficients by theoretical 
methods but these have boon without success except in a very 
few special cast's. In general the use of the mathematical theory 
of perfect fluids leads to a zero resistance, except in cases where 
surfaces of discontinuity or vortex trails exist in the wake of the 
body. This inability of the hydrodynamics of perfect fluids 
to give results which approximate those of experiments is known 
as the paradox of D'Alembert and is undoubtedly one of the 
principal reasons why this theory has had so little application in 
engineering work until recent years. Because of the complicated 
nature of problems in the determination of fluid resistance, 
quantitative information on this subject is obtained by experi- 
mental methods with a few notable exceptions. 

Example. -A body having a. ju;ojV<d.ed jirea. of 12.5 sq. ft. has a drag 
coefficient Cd ™ 0.47. it. travels through air in a direction normal to the 
plane of its projected urea. Determine the drag force and the power 
necessary to maintain the motion at velocities of 50 and 100 m.p.h. 

Solution.— At, 50 m.p.h. or 73.3 ft. per sec., assuming the air to be of 
standard density, the drag force is 

D = (//£!. 1 0.d7 X 0.002378 X (73,3)* X 12.5 = 3? 55 ^ 

The power is equal to the work done per second, that, is, 

P - I)V 37.55 X 73.3 - 2755 ft. lb./sec. 
or 

2755 550 Ip 5 hp. 

The drag at 100 m.p.h. may he computed in the same manner or, noting 
that D is proportionn.1 to I ' 2 , 

/) 37.55(» ( >% 0 ) 2 - 150.21b. 

If the power is written in the form 
/> 

it is seen that P is proportional to PA Then at 100 m.p.h. 

P 2755 °%q)* = 22,000 ft. lb./sec. 

- 40 hp. 

Problem 321. A body having a drag coefficient Cd — 0-25 and a pro- 
jected area, of 5 sq. ft. moves through a fluid with a velocity of 60 m.p.h. 
Compute the drag force if the fluid is (a) water, ( b ) air. 
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322 . A body moving through air is acted upon by a resistance of 250 lb. 
If the projected area is 7.5 sq. ft. and the velocity is 110 m.p.h., determine 
the values of the drag coefficients and C D . 

323 . A torpedo is launched with sufficient power so that, after it has 
reached a state of steady motion, its velocity in salt water (w * 64.0 lb. 
per cu. ft.) is 35 m.p.h. What speed would it attain in fresh water if (a) the 
resistance is the same, ( b ) the power is the same? 

324 . An automobile moving in still air has a drag coefficient C» = 0.45, 
The projected area is 36 sq. ft. Determine the values of the resistance at 
speeds from 20 to 100 m.p.h. in intervals of 20 m.p.h. and plot the results 
as functions of V and V 2 . What type of curves are obtained? 

158. The Effects of Viscosity. — The momentum theory of 
resistance developed in the preceding articles does not consider 
the effect of viscosity. It seems natural to expect, however, 
that this property of fluids should be one of the chief causes of 
such resistance. The manner in which viscosity affects the drag 
may be determined by the methods of dimensional analysis. 
If it is assumed that the drag of a body is dependent on the 
velocity, the projected area and the density and viscosity of the 
fluid, then the equation relating these quantities may be written 
in the form 

D = kijp*A b V e fi d (9) 

where Jcd as before is an absolute or nondimensional coefficient 
and where the exponents a , b, c and d are to be determined. The 
condition of dimensional homogeneity of Iflq. (9) leads to the 
relationship 



where M, L and T are the fundamental dimensions of mass, 
length and time, respectively. On equating the exponents of 
each of these dimensions independently, three simultaneous 
linear equations are obtained, from which three of the unknown 
exponents may be calculated in terms of the fourth. These 
three equations are 


1 = a + d 

1 = 3$ T" 26 + c — d 

-2 = -c-d 


and the values of a y b and c obtained therefrom in terms of d are 
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a = 1 — d 



c — 2 — d 


so that the resistance equation becomes 
D - 

The term A y ~ in the parentheses may be replaced by a linear 
factor l, which is some characteristic dimension of the body, by 
simply changing the value of the drag coefficient. The result is 
then 

D „ k„' P Ar{jQ‘ 

Multiplication and division by the factor 2 make it possible to 
replace the coefficient k» by the coefficient C D ' , thus making 
the expression for the drag directly comparable with Eq. (6). 
This modified form of the expression for the drag is 



The expression pVl/p will be recognized as Nr, the Reynolds’ 
number of the flow, and the resistance equation in terms of Nr 
is then 


D = 


Ljj 2 AV 


( 10 ) 


It thus appears that this number is of considerable importance 
in determining the nature of the resistance of a body moving 
through a viscous fluid. A comparison of Eqs. (6) and (10) 
shows that when viscosity is taken into account the former 
equation is correct only when its value of C D is considered as a 
function of Reynolds’ number. The coefficients in these equa- 
tions are therefore not identical but 


Cn (Eq. 6) = 


Cd' (Eq. 10) 

Nr 11 


The linear dimension l which appears in the above expression 
for Reynolds’ number is to a certain extent an arbitrary quantity, 
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but in most cases it is taken as the principal dimension of the 
body measured as nearly as possible in the direction of motion. 
In some problems it is either impossible or inconvenient to employ 
such a dimension, and some other length which is more char- 
acteristic of the shape of the body may be selected. For instance, 
in the case of a thin circular disk moving in a direction normal 
to its surface, the dimension in the direction of motion would 
be the thickness of the disk, which is of little significance in 
determining the value of the resistance and is usually replaced 
by the diameter. In the case of a sphere the resistance is the 
same for all directions of motion and the characteristic length 
is obviously the diameter. In Eq. (31) of Art. 93 Stokes’ law 
for the resistance of a sphere in “creeping motion” was given 
in the form 


D = 


3 tcpVW 


N 


R 


where Nr = pVd/p.. In this case the projected area is A = 7rd 2 /4 
so that 

_ 12 P V°A 
Nr 

and the drag coefficient as defined by Eq. (6) is 

C - 24 rrn 

° D ~ pJIa ” 'Nr (11) 

2 A 


which shows that C D is a function of the Reynolds' number. 

In some cases the nature of the relationship between Cj> and 
Nr may be determined by theoretical methods but in the majority 
of problems it is necessary to resort to experimental means 
because of the difficulties in setting up and solving the mathe- 
matical equations that accurately represent these fluid motions. 

More detailed studies of resistance show that the Reynolds' 
number of any flow may be considered as an index of the relative 
importance of the inertia and viscous forces involved in the fluid 
motion. In Chap. XV it will be shown that Nr is actually 
proportional to the ratio between these forces, that is, 

A7 inertia force 
Nr oc 


viscous force 



Art. 158 ] RKSJSTANCK OF IMMliltSKD HOMES 


307 


Although u proof of this slalemenl, will not lie given at present, 
this relation may be used to considerable advantage in explaining 
the variation of drag with Reynolds’ number. When the 
Reynolds’ number is small the viscous forces are, large as com- 
pared with those due to I he inertia of the fluid particles, while 
when JVk is large the opposite is true. In the first ease the motion 
is determined entirely by the viscosity of the fluid and is inde- 
pendent of its inertia and therefore of its density. Stokes’ 
solution for the drag of a. sphere as given above and by Eq. (20) 
of Art. 87 is based on this typo of How. However, it is found 
that for bodies of any shape the drag is given by a similar equa- 
tion of the form 

It k 1 'In 


so that, the drag coefficient is 


( 


1 

‘ It 


l ) 



2k VI ix 
pVh l 


2k 
p V A 
pi 


or, putting A **= A-7 2 , 


('» 


2 A* K 

pVlk r Nr 


The coefficients k and K depend on the shape of the body. 

For largo value's of Reynolds* number the viscosity has no 
appreciable effect on the flow so that the drag is independent of 
Nr. The exponent, d in Kq. (10) is then ( k qual to zero and the 
drag coefficient (h> of Kq. (0) is a constant for a body of a given 
shape. 

It thus appears thud when N H is small the drag force on a body 
is proportional to the first power of the velocity and Co is inversely 
proportional to Nr. When the Reynolds 7 number is very large, 
the drag is proportional to the square of the velocity and Cn 
is independent of Nr. For intermediate values of the Reynolds 7 
number it may be expected that the drag will depend on some 
power of the velocity between 1 and 2 while Cd will depend on 
the Reynolds 7 number to a power between — 1 and 0. In the 
articles which follow a survey will be given of the most important 
theoretical and experimental results that have been obtained for 
bodies of various shapes. 
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Problem 325. A body having a length <>1‘ 5 ft. nu>v<\s through a -fluid 
with a velocity of 75 m.p.h. What is its Reynolds' number for L ir and 
water at a temperature of 59°F.? 

326. A sphere 0.01 ft. in diameter moves through oil having a kinematic 
viscosity of 0.002 ft. 2 per sec. at a velocity of 0.075 ft, per see. Determine 
the drag coefficient and the drag force if the spec i fie gravity is 0.82. 

327. A body 3 ft. long moves through air and its Reynolds' number in 
3 X 10 6 . At what velocity must it move through water at 59°F. i n ordej 1 
to have the same drag coefficient? 

159. The Boundary-layer Theory.—' The majority of engineer- 
ing problems which involve questions of fluid resistance are 
concerned with the motion of bodies through air or water and, 
since these are both fluids of relatively small viscosity, it might 
be assumed that the drag of objects moving through them is 
practically independent of Reynolds* number. This hypothesis 
implies, as will be shown in Chap. XV, that the inertia forces 
acting on the particles of fluid are so much larger than the 
viscous forces that the latter may bo neglected. Such an assump- 
tion formed the basis of the early attempts to apply the mathe- 
matical theory of nonviscous fluids but, as has already been 
mentioned, these methods were not very successful, loading to a 
zero value for the resistance to the steady motion of a body 
except in cases where account was taken of the formation of a 
wake. 

The principal reason for the inability of porfoet-fluid theory 
even to approximate actual values of resistance is the fact that 
the hypothesis of zero slip at the boundary of the solid has been 
abandoned. It will be recalled that the shearing stress in a 
viscous fluid is proportional to the velocity gradient normal to 
the direction of the flow as well as to the viscosity so that, even 
though the latter value is extremely small, stresses of appreciable 
magnitude will exist if the velocity gradient is large. Such 
conditions may exist near the surface of a solid body in a stream 
of fluid where the velocity changes rapidly from zero at the 
surface of the body to a value that may be quite large* at a small 
distance from the body. These conditions wore first taken into 
consideration by Prandtl 1 in formulating his boundary-layer 
theory which was first published in 1904. 

1 Prandtl, L., On the Motion of Fluids with Very Little Viscosity, 
NACA Tech. Memo. 452. Translated from “Vier Abhandlungen zur 
Hydrodynamik und Aerodynamik,” Gottingen, 1927. 
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The basis of Brandtl's theory is Hint the fluid surrounding the 
body may be divided into two portions: (1) a thin layer close 
to the surface ol the body in which the velocity gradient is 
large enough to produce viscous forces of an appreciable magni- 
tude; (2) the remaining portion of the fluid outside this boundary 
layer, in which the viscous forces may he neglected in com- 
parison with the inertia, forces, oi\ in other words, in which the 
Reynolds' number may be assumed to be infinitely large. Under 
the assumption that the thickness of the boundary layer is small 
and that the radius of curvature of the surface of the body is 
large as compared to this thickness, Prandtl was able to simplify 
the differential equations which represent the motion of a viscous 
fluid. This was an extremely important advance in the develop- 
ment of fluid mechanics because of the fact. that, previously only 
such special problems as Slokes’ solution for the sphere and the 
Hagen-Poiseuilie law for pipe flow had been obtained from the 
more general equations first set up by Navier and Stokes as early 
as 1827. 1 

The mathematics of f in 1 boundary-layer equations is too 
advanced for this (ext; only the physical basis of the theory and 
some of the results will be discussed here. One of the important 
facts deduct'd from the theory of the boundary layer is that 
pressures arc transmit! cd without change through the layer in 
directions normal to Mu* bounding surf act*. Because of this 
fact the velocity at (he outer limit of the boundary layer may be 
computed from an experimentally de(ennined pressure distribu- 
tion on the body by using Bernoulli's theorem. In some cases 
the methods of tin* hydrodynamics of perfect fluids may be 
employed for this purpose, provided the contour of the body and 
its surrounding boundary layer are amenable to mathematical 
treatment. 

160. Laminar and Turbulent Boundary Layers.— In the study 
of the flow of fluids through pipes it was pointed out that at the 
critical Reynolds' number the flow begins to change from a 
laminar to a turbulent character, and the expressions for the 

L Tho general equations for the motion of viscous fluids were first published 
by Navier in 1827, by Poisson in 1881, on a <UIT(*rent basis by St. Venan tin 
1843 and by Stokes in 1815. Sec L. Prandtl and O. G. Tictjens, “Funda- 
mentals of Hydro- and Aeromechanics,” p. 259, McGraw-Hill Book Com- 
pany, Inc., New York, 1984. 
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drop in pressure along the pipe are decidedly different in form 
in the two cases. When a fluid of small viscosity moves past any 
solid surface, the flow in the boundary layer behaves in a similar 
manner. The characteristic length which appears in the Rey- 
nolds’ number here is taken as the length of the surface measured 
in the direction of motion. For low values of this Reynolds’ 
number the velocity distribution in the boundary layer cor- 
responds to laminar flow. As the Reynolds’ number is increased 
the boundary layer begins to show the characteristics of turbu- 
lence, this condition starting at the rear or tail end of the surface. 
For further increases in Reynolds’ number the point of transition 
from laminar to turbulent flow moves forward along the surface 
until eventually, at a high value of A r /; >, the entire boundary layer 
is turbulent. In the transition regime the change from laminar 
to turbulent flow does not occur at a definite point on the surface, 
although in the theoretical work on these problems the assump- 
tion is made that such is the ease. Actually the change takes 
place more or less gradually over an appreciable length of the 
surface in a manner analogous to the corresponding change in 
the flow through a pipe. 

The variation of the velocity with distance from the surface is 
different for laminar and for turbulent flow. In the exact 
solution of these problems the velocity in the boundary layer 
approaches asymptotically the velocity determined by the 
pressure distribution on the body so that the thickness of the 
boundary layer does not have a definite value. Approximate 
expressions for the boundary-layer thickness may be obtained by 
various methods, one of which is to define the thickness as that 
distance from the surface at which the velocity differs from that 
of the flow outside the layer by an arbitrary amount, say 1 per 
cent of the latter velocity. In general the determination of the 
shear stress and resistance requires a knowledge of the velocity 
variation along the surface at the outer limit of the boundary 
layer. ' 

161. Transverse Velocity Distribution in Boundary Layers.— 

The first solution of Prandtl’s boundary-layer equations was 
given by Blasius 1 for the case of the flow of an infinitely large 
stream of fluid past a thin flat plate parallel to the direction of 

1 Blasius, H., Grenzschichten in fflussigkcit.cn in it. klcincr Reibung, Z . 
Math. Physikj vol. 56, 1908. 
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This problem is cxirmmly complicated in its mathe- 
m °ti c al but a eonsidernhle simplification in the method of 

fitment was ini reduced by von Kanniln 1 by moans of a cou- 
^ () f changes in momentum that occur in an clement 

S1 , e , i ] )()U n,lary layer. 'Flu 1 application of this method requires 
° assumption' as to the variation of velocity in the boundary 
Ter with the distance normal to the bounding surface. For a 
laminar boundary layer fairly satisfactory results can he obtained 
assuming a- parabolic velocity distribution. If x and y are 
oordimites measured along and normal to the surface as shown 



in Fig. 200, then, for any value of x, the velocity parallel to the 
surface may he considered as a. 1 unction ot // ol the lonn 

by <•//'■'• (12) 


The terms a, h and r nre constants determined by the three 

1. No slip at the boundary and therefore « - 0 when y 0. 
2 ! At the outer edge of the boundary layer the velocity is u; 
therefore u - it when // -- the houndnry-layer thickness. 

3. At the outer edge of the boundary layer the tangent to the 
velocity distribution curve is parallel to the y - axis so that 


0u when y - S. 

'>!/ 

When thi'se conditions are satisfied, hap (12) becomes 

'Von K.tuM.t n, Tii., Obcr liuninnrc uml turlmlcnlc Reibuug, Z. angew. 
Math. Mech vol. b no. 1. 1921. 
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The distribution represented by this equation is shown by the 
solid curve in Fig. 206. 

For the case of a turbulent boundary layer von Kdrinan 
showed that the velocity in the boundary layer varies as the 
V 7 power of the distance troin tin* wall, the exact relation being 

(14) 

This distribution is represented by the dotted line in Fig. 206. 
This expression was obtained from an analysis of Biasing law for 
the pressure drop in pipes with turbulent flow. In the case of 
the pipe the entire flow may be regarded as a boundary layer 
where the thickness 5 corresponds to t he radius r. If 5 is replaced 
by r and u is replaced by the velocity at the center of the pipe, 
Eq. (14) becomes the same as Eq. (36) of Art, 107. 

Problem 328. The thickness of 11 houndary layer is 2 in. at a certain 
point on a body when the velocity at the outer edge of the layer is 10 ft. per 
sec. Draw curves showing the velocity distribution for laminar and 
turbulent flow by plotting values of velocity at intervals of 0.5 in. 

329. The boundary-layer thickness at a certain point on a body in 1 in. 
for laminar flow and in. for turbulent Mow, the velocity at the outer edge 
being 25 ft. per sec. in both cases. Draw curves showing the velocity 
distributions under these conditions by computing the velocities for 
y = 0.255, 0.505 and 0.755. 

330. Calculate the shearing stresses at intervals of 0.5 in. in a laminar 
boundary layer 2.5 in. thick when the velocity at tin*, outer edge is 15 ft. 
per see. and the fluid is water at 15°C. 

\ 162. ^Separation of Boundary Layers. -The calculation of 
resistance is a perfectly straightforward process if the boundary 
layer remains in contact with the body over the entire surface. 
The thin flat plate set parallel to the direction of its motion 
satisfies this condition and, as will bo shown biter, the theory in 
in good agreement with experimental results. The boundary 
layer also remains in contact with the surface of other bodies such 
as cylinders (struts and airfoils) and bodies of revolution (ellip- 
soids, airship hulls, etc.) provided neither the inclination of the 
body to the direction of motion nor tint ratio of its thickness to 
length is too great. When the inclination or this ratio exceeds 
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certain limits, the boundary layer on the rear portion of the body 
may detach itself from the surface and a surface of discontinuity 
forms immediately in the rear. Because of its inherent insta- 
bility this detached layer usually rolls up into vortices which are 
left behind the body and form what is known as the wake. 

The process of separation of the boundary layer and the forma- 
tion of a wake produces a region of reduced pressure over the rear 
of the body, and as a consequence the resistance is materially 
increased. The total drag of the body is then made up of the 
direct effect of viscosity in the production of shearing stresses 
along those parts of the surface where the layer has not separated 
and the indirect effect of viscosity which results in the formation 
of a wake. 

v 1^3- The Mechanism of Separation. — The mechanism involved 
in boundary-layer separation can be explained by considering 
the case of a circular cylinder immersed in a stream which moves 
in the direction perpendicular to its axis. Suppose the cylinder 
to be of sufficient length so that the flow may be regarded as 
two-dimensional. The classical hydrodynamics of perfect fluids 
shows that the streamlines of the motion are defined by the 
equation 

'k = — V^r — 2-^ sin 6 (15) 

where r and 9 are the polar coordinates of any point in a plane 
cross section of the flow referred to the center of the circular 
cross section of radius a. The velocity of the stream at a great 
distance from the cylinder is F and T' has a constant numerical 
value for each individual streamline. The flow is in the direc- 
tion 6 = tt at a great distance from the cylinder. The nature 
of these streamlines is illustrated by Fig. 207. The velocity at 
any point M in the fluid has the radial and tangential components 

V r = -v(l - cos 6 (16a) 

Vo = F^l + sin 9 (16b) 

On the boundary of the cylinder r = a and V r = 0; the velocity is 
purely tangential and has the magnitude 

F„ = 2F sin 9 


(17) 
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From the symmetry of the flow about the vertical axis, the pres- 
sures at corresponding points on the front and roar of the cylinder 
are equal and there is no drag. If the flow of a slightly viscous 
fluid such as air or water resembled that of Fig. 207, then Eqs. 
(16a) and (166) could be used to determine the velocity at the 
outer edge of the boundary layer and the drag could be com- 
puted. However, the flow shown in Fig. 207 does not completely 
resemble that which actually exists for usual values of the 
Reynolds’ number because separation takes place. This sepa ra- 
tion is the combined effect of energy losses due to viscosity and 
of the pressure distribution over the surface of the cylinder. The 



Fig. 207. — Motion of :i perfect fluid past a Ion« circular cylinder. 


theoretical pressure distribution corresponding to the perfect 
fluid motion of Eq. (15) was developed in Art. 08 and was shown 
in Fig. 107. The ratio of the gage pressure at, any point on the 
cylinder to the dynamic pressure of the stream as given by Eq. (3) 
of Art. 68 is 


V - V o 
pFo 2 / 2 


1—4 sin 2 


(18) 


The values of this ratio are plotted in Fig. 208 in exactly the 
same manner used in obtaining Fig. 107. 

In the flow of a perfect fluid a particle near the surface of the 
cylinder experiences changes in its kinetic energy as it moves 
around the circle, but these changes are exactly balanced by 
the changes in pressure so that, when a particle moves from the 
forward end of the horizontal diameter to the downstream end, 
its total energy remains unchanged. It will be noted in Fig. 208 
that between points C and E on the surface the pressures are 
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increasing toward E so that there is a pressure gradient opposing 
the motion of the particle in this region. Thus a particle moving 
along the surface must have acquired enough additional kinetic 
energy in the first part of its 
journey between A and C to l\ 

enable it to continue around A \ / ry <o 

the circle to point K. In the f\\ \ / / 

motion of a perfect fluid this \\\L JJ / / 

condition is just satisfied, but p-a >c 

when tin' fluid is viscous there q > 

is a continual decrease in the' A. A; iA.L.. ^ 

kinetic energy in the direction 

of motion so that somewhere /A. AnT 

betwe( v n points C and E a point V fT] — A\\J 

is reached where the particle {// \ \\/ 

can no longer continue its \ / / \ \/ 

motion toward point b) against X/ XY 

the pressure but start.s to 

rev('rse it s direction. It iin- mo. 208. -ThtwroUcal pressure distribu- 
, i 1 1 » i , ,*ii ii , (.ion on n circular cylinder, 

mediately collides with other 

particles still moving rearward from C and the resulting disturb- 
ance causes the boundary layer to separate from the surface, 
thereby forming the wake behind the body. The resulting flow 
after these changes have been stabilized is shown in Fig. 209. 

The pressure distribution is no 
longer that of Fig. 208 although 
the changes which result from 
separation are confined princi- 
pally to the rear portion of the 
cylinder, as is shown by the ex- 
perimentally determined values 
which are plotted in Fig. 210. 

As a result of this discussion of 
Fig. 209.- -Actual flow pant a lem k separation it is seen that there 
Gimilm* cylmdor. 1 ar < ; in general three distinct 

regions in the fluid through which a body is moving, instead of 
two as previously mentioned. In addition to the boundary layer 
and the fluid outside it, one must consider the possible existence 
of a wake behind the body in which there is an eddying motion. 

1 PiiANiyrn and Tkdtjmnh, ep. dt., p. 279, Fig. 5. 
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The resistance of a body may now be considered as made up 
of two parts: (1) the direct effect of viscosity producing shearing 
stresses, the resultant of which is nailed skin-friction drag, and 
(2) the drag caused by the formation of the wake, the latter 
being commonly known as eddy-making resistance. The shape 
of the body determines the character of the pressure distribution 
on its surface, and it is possible to construct bodies on which the 
changes in pressure are very gradual so that, if any separation 

occurs at all, it is very dose to 
the rear and flu* wake produced 
is extremely narrow. The eddy- 
making resistance in such cases is 
either negligible or only a very 
small part, of the total drag, most 
of the drag I ‘.tang due to skin fric- 
tion because the boundary layer 
now covers almost the entire sur- 
face. Bodies for which the eddy- 
making drag is extremely small 
are known as streamlined shapes 
because the flow around them is 
of approximately tin* same char- 
acter as the streamline How that 

Fig. 210. — Actual pressure distribu- would be obtained with a hypo- 
tion on a circular cylinder. , . n . , A u 

thotieal nonviseous Hind. A per- 
fectly streamlined body” might be defined as one for which the 
eddy-making drag is zero. 

Problem 331. A stream of air having a velocity of 50 ft. per sec. moves 
past a circular cylinder in a direction perpendicular to its ax is. Assuming 
the air to be nonviseous, determine the values of tin* gage pressure, 
velocity and kinetic and total energies per unit volume for points on the 
surface of the cylinder. Plot the results as functions of 0, using a rectangular 
system of axes and taking 6 in increments of 10 deg. 

164. Effects of Laminar and Turbulent Flow on Separation.— 

In the discussion of separation just completed, the question of 
whether the boundary layer on the body ahead of the .separation 
point was laminar or turbulent was not considered. It has 
been shown, experimentally that the nature of the boundary- 
layer flow not only affects the value of the skin-friction drag 
but that it also plays an important part in determining the 
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mognit «(I<* nl tit.'ilviiit', *ling. 1 h:t( I his is the (‘use uuiy 

bo shown by a «l* l I -iiuly nl' (In' Him in the boundary Iayor 
intlifi noighimriiiinil u! fin- separation point. Figure 21 1 shows a 




Fio. liliti. BounOtuv tfiMfrifnitmn nour n wpn ration point. 


Ftu, nl S h. Homninry Iityvr How w»nr m«(mration pomt. 

magnifies! sketch of the boundary layer between the points C 
and E of Kig, 20K as well ns u photograph of an actual flow 1 
showing a particular stage in the development of the eddying 
1 Phan dti. mu l Tiktjkns. op viL t in 200, Fig. 29. 
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flow which results from separation. The velocity-distribution 
curves for several points in this region an* also drawn, the one on 
the extreme right at point 1 corresponding to a, profile of the type 
defined by either Eq. (13) for laminar flow or Kq. (14) for turbu- 
lent flow. This profile is one which has not yet been greatly 
modified by the loss in energy due to viscosity but, as f lu* motion 
is followed toward the rear part of flic body, the change in the 
boundary-layer velocity profiles becomes apparent. The parti- 
cles nearest to the surface arc, of course, retarded the most so 
that there is a general steepening of the 1 curves corresponding to 
a decrease in the velocity gradients. The separation point 
is defined as the point where the tangent* to the \mlocity-distribu- 
tion curve at the surface becomes normal to the surface, and in 
Fig. 211a this occurs at point 2. At point- 3 t In* profile shows the 
reversal of flow which leads to separation, while tin* general 
character of the flow as a whole is indicated by the streamlines 
that have been sketched in. 

Experiments have shown conclusively that, when the boundary 
layer is turbulent, separation does not occur quite so soon as in 
the case of a laminar boundary layer. This conclusion may also 
be reached by an examination of the laminar and turbulent 
velocity profiles of Fig. 206. The laminar distribution curve has 

7j- 2u 

a tangent at the boundary which makes an angle t> — tan ’-t 

2 <5 

with the tangent to the surface, whereas for turbulent (low tliis 
angle is zero. Tims, to make the tangent normal to the surface, 
more energy must be dissipated for the turbulent (low than for 
the laminar one, with the result that the separation point is 
farther toward the rear of the cylinder in the former case. It may 
be concluded that, because of the smaller wake, the eddy-making 
resistance with a turbulent boundary layer on the forward portion 
of the cylinder will be appreciably less than when the boundary 
layer is laminar. 

165. Skin-friction Drag of a Thin Plate. -The thin flat plate 
placed parallel to the motion of a uniform stream in which it is 
immersed is an example of fluid motion for which there is no 
separation and for which the resistance is therefore due entirely 
to skin friction. As has already been mentioned, a theoretical 
solution to this problem for laminar flow has been obtained by 
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Blasius. PoliIli.-ius.-n 1 has applied von K.-irnum’s momentum 
theorem in a manner which .ii.iv.-s approximate results agreeing 
vejy well with I In- '-viol solution. Von Harman and Prnndtl 
have worked out im l.-| n-u< t*-nl ly tin- case of llow wilh a turbulent 
boundary layer. In all these solutions tin- assumption is made 
that the velocity and pressure at the outer edge of the boundary 
layer do not. vary in the direction of motion and that the former 
value is equal to the velocity of the stream. Under these 
conditions the momentum theorem may be applied" by ron- 

!/ 



:**■ t 

Fid. 2 12. Huuittlui v 1,'i.vrr vpinrity fli^t ril *uf ion for u Hat pinto. 


fdtloring the transverse veloeity distribution upstream from 
the plate and at any point on the plat* 4 . Upstream from the 
plate in Fig. 212, tin* veloedy i.^ uniform. A set of rectangular 
axes, ,r and //, is ehusen so (hat thn /-a xis coincides with the 
plate and the origin is at its forward edge. At any point x 
on the pinto t ho veloeity distribution is assumed to lx* of the form 


«/l (19) 

The boundary layer fhiokuoss h increases in the direction of 
motion and is therefore a function of x. Sima 4 the velocity 
u at tho outer edge of thn layer is assumed constant, tho 
ratio of tho velocity u within the layer to it will lx* the same for 
a given value of /// o for all values of x. The vcdocity profiles 
arc therefore of the same general shape. The arrangement of 

1 Poumiaphkn, K., 7ai r nuheiniiigHWeiswi Integration dor DifTorential- 
gltie-htmg der Imuiimren Oremwchicht, Z. angvw . Math. Mvrh n vol. I, no. l y 
1921. 

2 Von K,\hm.(n, Tm, Turbulence and Skin Friction, ,/. Aero, ftci., vol. 1, 
no. 1, 1 934. 
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axes and the velocity profile for point A upstream and for point B 
on the plate are shown in Fig. 212. 

Considering the plate to have width b, the mass oi fluid passing 
through an element of thickness dy of the boundary layer at Bis 
pub dy in unit time and its momentum is pu-b dy. When this 
mass of fluid passed the cross section at A , it had a velocity u 
and its momentum was initially puubdy. The net change in 
momentum for this element of fluid is therefore pub(u — u)dy 
and for the entire boundary layer at B it is 

pbf^Cu - u)dy 

This change in momentum is the force due to skin friction 
acting on the plate from the forward edge up to the point B. 
This force for one side of the plate only has the value 

D fx = pb 'j Q *u(a - u)dy (20) 


For an elementary strip of area of the surface of width dx, 
the frictional force is 

dD fx = 6t 0 dx 

where r 0 is the shearing stress at the plate at this point. The 
value of r 0 may therefore be written in the form 



If the value of u from Eq. (19) is introduced in Eq. (20), the drag 
becomes 

D fx = 1 - /I kv 

Replacing the relative ordinate y/8 by tj and putting dy = ddrj, 
this expression becomes 

D fx = pbil 2 dJ Q /(? 7)[1 — f(y)]dy 

Now letting 

« = Jof(v)[l ~ Kv)]dv (22) 


the drag is 


Df X = pbu 2 5a 


(23) 
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Substituting this value of D/ x in Eq. (21) and noting that a is 
independent of x, the value of the shearing stress becomes 

d5 

To * pu ^Tx ( 24 ) 

This stress may also be expressed in the alternative form 



or, putting u = u f(rj) and 


p _ r df(v) 

dt] _ jyosO 

(25) 

juufi 

(26) 

r ° - ~T 


Equating expressions (24) and (26) for the shearing stress leads 
to the differential equation 

^ d8 _ 

(lx pita 

This can be integrated and, since the boundary-layer thickness 
is zero at the leading edge, the constant of integration is zero. 
The value of the boundary-layer thickness is then 

5 = JMZ* (27) 

If this value of 8 is introduced in Eq. (26), the shearing stress is 

(28) 

The total drag may then be computed by integrating the ele- 
mentary shear force over the surface so that 

D/x = bj£*V o dx = b‘\/2a.$pp,u z % (29) 

For the entire surface of one side of the plate the length is x = l 
so that the total drag is 


D f = b\ /r 2a/3ppuH 


( 30 ) 
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It is desired to express this drag in terms of a drag coefficient 
based on the dynamic pressure and some characteristic area, 
as was done in Eq. ( 6 ). In the case of tin* plate this area is 
taken as that of the exposed surface so that for one side of the 
plate the area is bl and the drag coefficient is 


_ 2 D f _ 9 9 2«/i 

Lf ~ pu%l pul " N r 


(31) 


where Nr = pul/p, the Reynolds’ number. 

166. Skin Friction for Laminar Boundary Layer. -When the 
general theory outlined above is applied to the case of the 
laminar boundary layer, the assumption of a parabolic velocity 
distribution as defined by Eq. (13) is introduced. The solutionis 
completed by determining/^) from Kq. (13) and the values of 
a and 0 from Eqs. ( 22 ) and (25). In this cast* these values are 

a = ?15 /A = 2 

When these values are introduced in Eqs. (27), (28) and (31), 
the resulting expressions for the boundary-layer Ihiekness, the 
shearing stress and the drag coefficient an 1 as follows: 


5 = 5.48. = 

pu 

5.48 ff 

N lc 


(32) 

To = 0.365./--- 

A/ X 

= 0.730 

i 

xNn 

(33) 

„ 1.460 




C f = — 7 =: 

VN lt 



(34a) 

The exact solution of Blasius 

gives an expr 

•ossion 

for the drag 

coefficient of the same form as I 

<Iq. ($4 a) with 

tlu* e: 

xeeption that 

the numerical coefficient is 1.327. The exact 


ssion 

Cf = 

1.327 


(346) 

agrees somewhat better with 

experimental 

data 

and will be 


employed in the remainder of this work. 

167. Skin Friction for Turbulent Boundary Layer.-— When the 
boundary layer is turbulent, the use of the 1 7 -power-law velocity 
distribution of Eq. (14) would seem at first glance to imply that 
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the shearing stress at the wall is infinitely large if the relation 
t 0 = fi(du/dy) y ^o is employed. This difficulty is avoided by 
making use of the close analogy that exists between boundary- 
layer flow and the flow in pipes. In Art. 106, Eq. (30), it was 
shown that the shearing stress at the wall of a pipe in which the 
flow is turbulent is 

= 0.0395pF 2 

</Nn 


where F is the average velocity and Nr = pVd/p. This expres- 
sion was obtained from Blasius’ empirical law for pressure 
drop which forms the basis for the j.' 7 -power law for velocity 
distribution. 

The maximum velocity at the center of the pipe is = 1.235F 

and, if this reflation is introduced in the above expression and at 
the same time d = 2r is substituted, the shearing stress becomes 


0.0395 

(i.235) 2pUmM ' _ 0.023piw 2 

I ^ p'U max.? 

V 1.235 M 

In developing the Jf-power law it was assumed that r is inde- 
pendent of the radius of the pipe for a given Reynolds’ number. 
The boundary layer on a flat plate may be regarded as the same 
as that in the pipe if it is imagined that the pipe is cut longi- 
tudinally and its surface unrolled so as to form a plane. The 
radius of the pipe then corresponds to the boundary-layer 
thickness 8, and the velocity at the center is equivalent to u, 
the velocity at the outer edge of the boundary layer on the 
plate. The shearing stress at the surface of the plate is then 


To = 


0.02S pu 



2 


(35) 


When formulas (35) and (24) for the value of r 0 are equated, a 
differential equation for 8 is obtained which may be written in 
the form 

dH dd = 0.023/ mV* 
dx a yp'W J 
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so that after integration 5 is 



The value of u from Eq. (14) is now introduced so ns to determine 
a, which, as in the case of laminar flow, is defined by Eq. (22). 
The result is 

7 " 

a = /7 2 

When this is substituted in Eq. (36), the boundary-layer thick- 
ness becomes 


This expression for 5 may now be introduced in Eq. (35) for 
shearing stress, which finally is 

- 005S7 t ■£)" w 

The drag of one side of the entire plate of length l is found by 
evaluating the integral in the expression 

D { = b £t„ dx 


which leads to the result 

The drag coefficient is then equal to 

r _ 0.073 
1 ~ (N*)* 


(39) 


(40a) 


But in order to obtain a slightly better agreement, with experi- 
mental data, the numerical coefficient is changed to 0.074 so that 


r _ 0.074 
' ~ {Nu)* 


(406) 


From a physical standpoint there might be some objection to 
the use of the 3^-power velocity distribution for turbulent flow 
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because of the infinite value of the velocity gradient at the wall. 
As an explanation of this point it has been remarked 1 that in 
turbulent flow the velocities used in the above analysis are really 
mean values and that the actual flow is obtained by superimpos- 
bw a fluctuating stream of relatively small amplitude upon them. 
In the immediate neighborhood of the bounding surface these 
fluctuations tend to disappear, leaving an extremely thin laminar 
sublayer underneath the turbulent one, with the result that the 
stress at the wall is not infinite but is accurately represented by 
Eq (35). Experimental evidence supports this explanation 
(see footnote 2, page 31b). 

Problem 332. Determine the boundary-layer thickness at. several points 
on a flat plate when placed in an airslream having a velocity of 25 ft. per 
sec. at a temperature of 2(> f, 0. The plate is 3 ft. long. Make the calcula- 
tions for both laminar and turbulent, flow at points 9 in. apart along the 
plate. 

333. A flat plate 2.5 ft. long is immersed in a stream of water at 40°C. 
moving parallel to its surface with a velocity of 8 ft. per sec. Determine 
the shearing stress at the center and trailing edge of the plate and the drag 
coefficients for both laminar and turbulent flow. 

334. Compute the drag coefficient for a flat plate at a Reynolds' number 
of 250,000 for both laminar and turbulent, flow. In each ease determine 
the effect of doubling («) the length, (5) the velocity, (c) the kinematic 
viscosity. 

168. The Transition from Laminar to Turbulent Flow.— In the 

previous articles the skin-friction drag and boundary-layer 
characteristics lwivc been determined for a flat plate in the cases 
of completely laminar and completely turbulent flow. As 
already mentioned in Art. 100, there is a range between these 
two stages in which the forward portion of the boundary layer is 
laminar in character, while the remaining portion at the rear is 
turbulent. A solution of the resistance problem for this transi- 
tion ranges has been given by Prandtl 2 by means of an ingenious 
combination of the results already obtained. 

When the boundary layer on the flat plate becomes turbulent 
just at the trailing edge, the Reynolds’ number corresponding to 
this condition and based on the length of the plate Z has the 
critical value No. For further increases in the Reynolds’ number 

1 Pkanijti. and Tibtjbnh, op. cit., pp. 78-80. 

> Pkandtl, L., “KrgelmiHHO dor Aorodynamisehen Versuchsanstalt,” Got- 
tingen, vol. Ill, 1 927, p. 1. 
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the transition point moves forward from the trailing edge and 
the boundary layer is partly laminar and partly turbulent as 
shown in Fig. 213. When the transition point is at a distance 
z(0 ^ x < 0 from the leading edge of the plate, the Reynolds’ 
number based on the distance x must be equal to the critical 
value, that is, 

^ = No 


and for this part of the surface the draft- coefficient is obtained by 
substituting N c for N R in Eq. (346). The drag acting on it is 


Df (lam.) 


1.3 27 puHrx 
~~2V~Nc 


(41) 


The drag of the rear portion of the plate, over which the flow 
is turbulent, may be calculated by subtracting the drag of the 


■- — Laminar > 


. 

7 .... 

■< x >i 

< - — 

z- 


Fig. 213. — Boundary-layer contour in the trannition range. 


forward portion of the plate from that of the entire plate, both 
of these drags being computed on the basis of the turbulent-flow 
coefficient of Eq. (40b). The result of this calculation gives for 
the drag of the rear portion of the plate the value 


Df (turb.) 


0.074 piT-bl 0.074 piPbx 

2(.Va) u ' 2(N,:Y a 


(42) 


and the sum of Eqs. (41) and (42) gives for the total drag 


1 Q97„ 

D = pu°bl ’ 0.074 

f “ 'N t (N*)* 


0.074' 
(Nc)» J 


(43) 


The total drag coefficient is based on the area of one side and 
therefore has the value 


r _ 0.074 
f (N r )'a 


0.074“ 1.327“ 
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Now the ratio x/l. - pm/p. pul/p. = N c /Nj h so that the 
above expression becomes 

~ (V«j o - or,(Ar '-'> , ‘ - u27 w* i («) 


The value of the critical Reynolds' number No depends on 
many factors such ns the roughness of the surface of the plate, 
the shape of its lending edge and the initial turbulence of the 
stream of fluid before it reaches the plate. The most reliable 
experiments, which will be discussed in greater detail in the next 
article, indicate that for smooth plates this critical value may 
be in the neighborhood of 500, 000. When this is introduced in 
Eq. (44), the result is approximately 


r = JL * 074 _ m{) 
1 ' ov „)!•••' ~ n 7 


(45) 


For other experimental conditions a different value of Nc may 
be obtained, but this affects only the coefficient of the second 
term of Kq. (45) and the necessary correction can easily be 
introduced by referring back to Kq. (44). 

169. Experimental Data on Skin -friction Drag of Flat Plates. — 
Some knowledge of the validity of the boundary-layer theory 
and a justification for the various assumptions used may be 
obtained by comparing the theoretical results with values deter- 
mined experimentally. The most complete data of this kind 
have been obtained by four German experimenters, Blasius, 
Wieselsberger, Gebers and Kempf, some being obtained in water 
and some in air. The results of their work, which cover the 
range of Reynolds' numbers from 10 6 to about 5 X 10 8 , are shown 
graphically in Rig. 214. Logarithmic scales have been employed 
in plotting these data in order to facilitate comparison with the 
theoretical formulas. It will be recalled that the expressions 
for the drag coefficient in the cases of completely laminar and 
completely turbulent flow are of the form 


so that 


log Cf = log K — n log Nr 
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The curve representing such :ui equation becomes a straight 
line of slope —n when log C f is plotted against log N, t . Three 
of the curves drawn in Fig. 214 represent the values of the drag 
coefficients as calculated from Eqs. (346), (406) and (45) for 
the laminar, turbulent and transition regimes, respectively. 
Except for a few scattered points, the agreement with the experi- 
mental results is excellent, although for Reynolds’ numbers 
greater than about 3 X 10 7 certain deviations appear which 
indicate that the turbulent-flow formula gives values of C f 
which are appreciably lower than the experimental ones. 



Fig. 214. — Variation of skin-friction drag coolliciont with Reynolds’ number for 
flat plates parallel to the flow. 


Recent measurements of boundary-layer velocity-distribution 
profiles show that the J,f-power law which was used in the deriva- 
tion of this formula is not entirely satisfactory for high Reynolds* 
numbers, but that more nearly correct results are obtained by 
using a velocity distribution of the form 



where the exponent k is itself a function of the Reynolds* number. 
The value k = is satisfactory up to the limit N J( = 3 X 10 7 , 
but beyond this point it gradually decreases, taking on the 
successive values of }£, J4 etc., as Nr increases. It is possible 
to take this change in k into account in determining the drag 
of the plate, but a more satisfactory method which does not 
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depend on an empirical determination of k as a function of 
jV „ has been developed by von Kerman. 1 His treatment of the 
problem will not be given in detail la-re except to mention that a 
logarithmic expression for Hie velocity distribution is employed 
which according' to Sehoenherr- leads to the formula for the drag 
coefficient. 

0 o.io 

' _ logm <.W7) (46) 


This expression is rather clumsy to use in calculations but may 
he replaced by the simpler form suggested by Schlieting 


, 0.4 bo 

1 (login X it)"- 1 * 


(47) 


which agrees closely with the values computed from Kq. (46) in 
the range 10® 7 N u ' . 10'' • 

In connection with this discussion of theoretical and experi- 
mental values for flat-plate resistance coefficients, it might be 
well to mention the effect, of surface conditions. In general it 
maybe stated that in the ease of laminar flow roughness has little 
effect on the resistance as long as the dimensions of the hills and 
valleys, measured normal to the surface, are small enough so 
that the projections on t he surface' do not. penetrate the boundary 
layer. Roughness on the forward portion of the plate will cause 
the transition |o turbulent flow to begin at, a lower critical 
Reynolds’ number than for a smooth plate. When the rough- 
ness is so coarse that (lie projections on the surface extend outside 
the boundary layer, the body ceases to be a flat plate in the 
sense considered here and there is a considerable increase in 
resistance due to separation and wake formation. 

The shape of the nose of the plate also has some effect on the 
critical Reynolds’ number in (hat, when the nose is sharpened, 
the transition to turbulent How will not set in so quickly as with a 
rounded nose. YVieselsberger’s results, shown in Tig. 214, were 
obtained with a relatively blunt round-nosed plate. 1 his explains 
why his points for the lower Reynolds’ numbers remain on the 
turbulent-flow curve. 


1 See footnote 2, p. 210. 

2 ScuoiCNmum, K. It, , Resistance of Flat. Surfaces Moving through a. 
Fluid, Tram. Hoc. Naval Arch, and Marine. Eng., vol. 40, p. 279, 1932. 
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Example.— A flat plate 1 ft. long is placed in a stream of water at 40°C. 
with the flow parallel to its surface and in the direct ion of the length. The 
velocity is 11.73 ft. per sec. Find the location of the point where the 
boundary-layer flow changes from laminar to turbulent and determine 
the thickness of the layer at several points on the plate. 

Solution . — For water at 40°C. the absolute viscosity as given by Table 
V, page 177, is 

ix - 0.653 X 10“ 2 poises H 1.308 X 10'~ 6 slugs/ft.. sec. 


The density is p 
nolds’ number is 



w/g = 62.4/32.2 = 1.94 slugs/cu. ft. Then the Rey- 


1.94 X 11.73 X 1 
1.368 X 10“ 6 


m 10.03 X I() !> 1,003,000 


For this value of Nr the boundary-layer flow is in the transition range. 
Assuming that Nc = 500,000 the distance from the leading edge of the 
plate to the transition point is given by the relation 


x _ Nc 
T ~ N r 


o 


Nc IX 500,000 
X ~ 1 N, t " 1 ,<>03,066 ' 


<).;«) a. 


From x = 0 to 0.3 ft. the boundary layer is laminar and its thickness is 
determined by Eq. (32) with Nr put equal to Nc. Then 




0.00424 


For the turbulent portion of the boundary layer the thickness is the same 
as if the flow were turbulent over the entire surface. Then Eq. (37) applies 
and 


St 


O.Z77(-^r-) 
\P uxj 


U 

x 


- 0.377 



0.377^ 4 = 0.377 X 1 X U 

Nb H (16.63 X 10 6 ) 3 ' 1 


0.02 1 fix' ■' 


Values of 5 are given in the following table: 



5-Laminar 


5-Tu rim lent 

Xy ft. 






Ft. 

In. 

I l'» 

Ft. 

In. 


0 

0 

0 

0.3 

0.0082 

0.0984 

0.1 

0.00134 

0.0161 

0.5 

0.0124 

0.149 

0.2 

0.00190 

0.0228 

0.75 

0.0171 

0.210 

0.3 

0.00232 

0.0278 

1.00 

0.0215 

0.258 


Problem 336. The conditions of flow past a flat plate, correspond to a 
Reynolds’ number of 750,000. Compute the drag coefficient, assuming (a) 
that the boundary layer is completely turbulent, (b) that the flow is in the 
transition range with Nc « 500,000. 
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336. (a) An increase in tin* surface roughness of a Hat pinto onuses the 
critical Reynolds’ number to drop to -nO.OOO, What is tin* equation for 
C f in the transition range? (In ( ’orupute t hi* drag roellinont for Nr = 1 0 r % 
when Nc = 500,000 and when the plate lias the roughness indicated in (a). 

337. Determine tlx* boundary layer thickness at quarter-points on a 

smooth plate 10 ft, long for which AV 500,000 wlx*n (a) N }{ - 100,000, 
(b) Nr = 1,000,000, 0*.) A i: 10,000,000 and tlx* How is assunx*d to be 

completely turbulent. 

338. The boundary layer on a Hat plate is completely turbulent. Deter- 
mine the values of (*/ by means of the l v power-law formula and by Schliet- 
ing’s formula for Nr 10' m*d 10 tt . Assuming Sehliet ing’s formula, to he 
correct, what, an* tlx* errors in f',, using the ^/"pewerdaw formula? 

170. Eddy-making Resistance. The* mechanism of wake 
formation and the production of resistance as a result of the 



Fig. 215.-— Theoretical two-dimensional How pant u normal flat, plate without 
wake formation. 


formation of eddies have* been explained in detail, hut theoretical 
methods for the calculation of tin* magnitude of this drag are far 
from being satisfactory, arid for most bodies it is necessary to 
determine this resistance by experimental methods. The theory 
of perfect fluids, when separation is not taken into account, 
is of little value. For example, flu* two-dimensional flow past an 
infinitely long plate normal to the direction of the stream is, 
according to this theory, of tin* character illustrated in Fig. 215. 
Because of the symmetry of t he flow with respect to the line of the 
plate, there can lx* no resistance opposing its motion. This 
flow is an example of the paradox of D'Alembert. 
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The type of flow illustrated in Fig. 215 is not even approxi- 
mated by the flows of real fluids except possibly in the case of 
an extremely low Reynolds’ number corresponding to the creep- 
ing type of motion. At the more usual values of N, c separation 
takes place at the edges of the plate and a strong eddying wake is 



Fig. 216. — Flow normal to a flat plato. (Pr audit and Ticljcns, “ Applied Hydro - 
and Aeromechanics McGraw-Hill Hook Company , Inc., New York, 1934.) 


formed as shown in Fig. 216. A theoretical method based on the 
perfect fluid but taking into account this wake formation was 
developed by Helmholtz and KirohhofT and has boon applied both 
to the normal plate and to plates inclined at. fairly large angles 



Fig. 217. — Theoretical flow past a nor 
mal flat plate with “dead-water ” wake 


to the direction of the flow. In 
the former ease tins flow in the 
wake is idealized to give the 
streamlines shown in Fig. 217. 
Surfaces of discontinuity are 
assumed to start at the sharp 
edges of the plate and to extend 
indefinitely downstream behind 
it. These surfaces are stable in 
form and enclose a mass of fluid 
which is at rest and at the same 
pressure throughout as the 
stream far ahead of the plate. 
This portion of the fluid is some- 


times called the “ dead-water” region. The eddies formed in the 


actual wake, shown in Fig. 216, are not taken into account in 


this theory, nor is any consideration given to the fact that there 
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is an appreciable reduetion in pressure behind the plate which 
increases tho tlniK- 'l' 1 "' 1 hcorct i«-al drag coefficient , which has 
the value 


f '/* 


I \ rr 


o.ss 


(48) 


is thus appreciably lower than experimental values. For a 
plate of infinite length with I wo-dimensiomd llow past any cross 
section, the drag eoellicieiit. is approximately equal to 2.0. In 
the case of rectangular plates ot Unite length (he drag coefficient 
is a function ol the ratio of the length and breadth as shown by 
the results plotted graphically in Fig. 21S. The reduction in 



Fig. 21H. —Variation of <irun for nortnul plnthM with ratio of length to 

hroiuil h. 


drag coefficient for a rod angular plate- an compared with one 
infinitc-ly long is due to the fad- that, when the length is finite, 
fluid flows around the narrow ends into the wake and increases 
the pressure in that region. If is obvious that the drag coeffi- 
cients for plates whose length-breadth ratios are reciprocals are 
identical in value. For circular disks the drag coefficient is 
about 1.10 at high Reynolds* numbers. 

The effect of variations in Reynolds' number on the resistance 
of normal plates is of considerable interest. Although most 
work of this kind has. been concerned with circular disks, the 
results are very similar to those obtained with plates of other 
forms. Values of the* drag coefficient for the circular disk at 
Reynolds* numbers based on the diameter and covering the 
range from N B « 0.4 to 10 (} are shown in Fig. 219. For extremely 
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low values of N R the drag coefficient, is large but decreases rapidly 
as the Reynolds’ number is increased. Beyond a value of 
equal to about 10 :i , the drag coefficient, is practically constant and 
equal to 1.10. The results shown by this curve are in accordance 
with the statements given in Art. 158. When C„ is plotted as a 
function of Nr on logarithmic scales as in Fig. 219, the curve for 
very low Reynolds’ numbers, represented by the equation 
C D = K/Nr, is a straight line having a slope equal to —1. R 
the case of the disk this relation holds only for Reynolds’ numbers 
up to about 2. It is interesting to note that in this range the 


log io N k 



Fig. 219. — Variation of drag coefficient of circular di.sk with Reynolds’ number. 
(F. Eisner, Das W iderstandsprobl cm , Froc. Third hit. Cony. App. Mcch. (Stock- 
holm), 1931.) 


experimental curve is closely approximated by Stokes' law for 
the sphere. This would indicate that the shape of the body has 
little effect on the drag when viscous forces predominate. 

For values of N R above 10 s the drag coefficient is independent 
of N r and the drag is proportional to the square of the velocity. 
In this range the inertia forces predominate in determining the 
character of the flow. Separation, once begun, always takes 
place at the sharp edge of the disk so that there is little change 
in the wake with further increases in Reynolds' number. 

The detailed nature of the wake behind such bodies as normal 
plates and circular cylinders was first investigated experimentally 
by B6nard, who demonstrated the existence of a definite arrange- 
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ment of eddies or vortices in the region behind the body. A 
theoretical investigation by von Krirman showed that, when 
the vortices are arranged periodically in two rows parallel to the 



(h) 

Fig. 220.-- Vortex lr«il behind » rirenlur rylindor. (a) Camera at rest with 
respect to eylinder. (h) (’uinern at rent wilh rosport to undisturbed fund. 
(. Prandtl and Tirljenn, " A y plied Hydro- and Aeromechanics ” McGraw-Hill Boob 
Company , Inc., New York , HKM.) 


direction of motion as shown for the circular cylinder in Fig. 
220, the system is stable provided the centers of the vortices are 
staggered and the ratio between the spacing of the rows and 
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the longitudinal spacing of the vortic.es is equal to 0.281. An 
application of the momentum theorem gives a value for the 
resistance, due to the formation of this vortex trail, which 
depends on the ratio of the velocities of translation of the body 
and the vortices and also on the ratio of the longitudinal spacing 
of the eddies to some characteristic, length of the body. The 
complete solution is obtained by an experimental determination 
of these ratios and appears to give results which agree reasonably 
well with test data. 1 

The formation of a vortex trail behind a circular cylinder is 
sometimes found to be the cause of undesirable vibrations of 
structures having such a shape. The eddies in the wake separate 
from the rear surface of the cylinder at a definite frequency and, 
if this value is in the neighborhood of the natural frequency of 
the structure, a condition of resonance may result in which 
the vibration of the structure may actually become dangerous. 
This periodic vortex formation has been found to be responsible 
for the vibration of electric transmission linos and gas stacks 
which are exposed to the action of natural wind currents. In 
some cases the vibration may occur at very low speeds for which 
the average wind force on the structure is practically insignificant. 

Eddy formation of this type also occurs behind lifting vanes 
at high angles of attack and is often an important factor in 
connection with the vibration of turbine and propeller blades 
and the flutter of airplane wings. 

Problem 339 . Determine the resistance of a signboard 8 by 20 ft. in a 
wind current of 35 m.p.h., standard density, and in a direction normal to 
the surface of the sign (a) when mounted far off the ground, (/;) when the 
20-ft. edge rests on the ground. Neglect boundary layer at ground. 

340 . The drag coefficient of a parachute is approximately the same as 
that of a circular disk of the same diameter. What is the rate of descent of 
a man with a 16-ft. -diameter parachute if the total weight is 200 lb.? 
Assume drag equal to weight and air of standard density. 

341 . Certain specifications for parachute* require that the velocity of 
descent shall be the same as that attained in jumping from a height of 6 ft. 
What diameter parachute would be required for a total, load of 200 lb.? 
Assume drag coefficient equal to that of circular disk of same diameter and 
air of standard density. 

x For a detailed discussion of this subject, see Fraud tl and Tietjens, 
op. tit., pp. 130-136; H. Lamb, “Hydrodynamics,” 5th cd., pp. 208, 212, 
Cambridge University Press. 1926, 
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171. Resistance of Bodies of Revolution. -The modern 
engineer is frequently railed upon to determine the resistance of 
such shapes as the body of an airship, airplane, submarine or 
automobile. Fffieieut operation of such vehicles requires that 
the resistance be made as low as possible. The determination of 
the resistance of such forms is usually a rather com plicated 
problem but. light may be shed on it by a consideration of the 
resistance of bodies of revolution. Such bodies are produced by 
revolving a symmetrical contour around its axis. 

The problem of finding bodies of revolution of minimum 
resistance is an exceedingly complicated one and must be treated 
experimentally in most rases in order to obtain quantitative 
Usually the problem is to find a shape having a certain 



Fie. 221. .siMMiou of u stmunlimMl lunly of revolution. 

specified length, projected area or volume and the lowest possible 
drag. In general it may be said that such a shape should have a 
well-rounded nose rather than a sharp one since the motion of 
a body through a fluid is not a cutting action. The point of 
maximum diameter should be buck from the nose a distance of 
three to five tenths of (he length of the body, and the ratio of the 
length to the*- maximum diameter should, if possible, be between 2 
and 3. The seel ion should have- a gradually tapering tail so as to 
avoid unduly high pressure gradients which tend to produce 
separation. For (In* same reason sharp corners should be avoided 
all along the section except the rear, which, if practical, should be 
brought to a sharp point. These statements indicate that an 
ideal, streamlined body should have* a longitudinal section of the 
type illustrated in Fig. 221. 

Direct comparisons of tin* drag coefficients of bodies of revolu- 
tion of different sections art* difficult to make because of the 
variation of those coefficients with Reynolds* number. The 
most exhaustive 1 studies in this connection have been made on 
spheres and the results of a large 4 number of such investigations 
are shown in Fig. 222. The extremely low values of Nr cor- 
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respond to the viscous type of How in which Stokes’ law is valid. 
This solution as given by Eq. (11), C„ = 24 /Nr, is also included 
in Fig. 222, and it appears that this equation agrees with the 
experimental data only lor values ol N « up to about 0.4. For 
higher values of Ns the inertia forces become more important and 
the drag coefficient decreases less rapidly with the Reynolds’ 
number, approaching a practically constant value in the range 
from 10* to 10 5 . 

Beyond N u = 10 3 the flow is characterized by the existence 
of a boundary layer, and the sudden drop in G v „ between the 
values of Nu of 10 5 and 10“ is due to a change in the boundary- 

fyiotyt 



(F. Eisner , Das Wider standsprobl cm , /'roc.. Third hit. Cony. App. Much. (Stock- 
holm), 1931.) 


layer flow from a laminar to a turbulent, character. This 
transition is somewhat analogous to the change in the drag of a 
parallel flat plate under similar circumstances but in that case 
the transition resulted in an increase in the drag* coefficient. 
The drag of the sphere in this range of Reynolds' numbers 
consists of sldn-friction and eddy-making drags, the latter being 
the predominant factor. When the boundary-layer flow changes 
from laminar to turbulent, the separation point at the rear of 
the sphere is moved backward as explained in Art. 164. The 
wake then becomes narrower and the eddy-making drag is 
decreased. This transition is also accompanied by an increase 
in skin friction but the combined effect is a marked reduction 
in the total drag coefficient as shown in Fig. 222. 
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As in the case <>!' il'o pnnillcl Hat plate, an increase in surface 
roughness of the sphere <>r <>f (lie initial turbulence of the stream 
lusesthe transition to take place at a lower value of N H . Smoke 
pictures made by Wicsclsberger of (lie How of air past a sphere, 
illustrating the effect of increased roughness, are shown in Fig. 
223. Iii Fig. 223« is shown the How past, a. smooth sphere at a 


(U) 

Fig. 223. KIToH. of mirfiuM* roughnosH on flow jihhI. h nphoro. (a) Smooth 

sphere, (b) Smooth Hplmr*' with vviro. {Prandtl and Tirljrns, "Applied Hydro - 
and Aeromechanic#, M McCntU'-fl ill Hook Company, I tic., A f eiv York, 1934.) 

Reynolds 7 number below the critical, Here the boundary layer 
is laminar, separation takes place at the ends of the vertical 
diameter and the wake is wide. If a very fine wire is placed 
around the sphere in a plain* parallel to and slightly forward of 
the piano of tin* vertical great circle, the boundary layer is 
artificially changed to a turbulent flow and the picture shown 
in Fig. 2236 is obtained. A similar picture could be obtained 
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by increasing the Reynolds’ number to a value higher than the 
critical. 

The curve of Fig. 222 does not extend far beyond the transition 
point but the indications are that, onee the boundary layer has 
become completely turbulent, the form of the wake does not 
change appreciably and the drag coefficient is again practically 
constant. The critical Reynolds’ number for a sphere is usually 
defined 1 as that value of Nr for which the drag coefficient is 
equal to 0.3. 

The sphere offers an interesting example for studying the 
nature of the flow around bodies of revolution but it is not a 
satisfactory shape where low resistance is desired. For such 
cases a more elongated form is preferred. By extending the 
rear portion of the sphere so as to produce a body of revolution 
with a gradually tapering tail, the resistance may be materially 
decreased. When the body is properly “streamlined” the wake 
behind it is almost completely eliminated and the drag is prac- 
tically all due to skin friction. If has been proved experimentally 
that for low drag forms, such as airship hulls, there is no separa- 
tion and consequently no eddy-making resistance so long as the 
axis of revolution is parallel to the direction of the motion of 
the hull. 

The effect of modifying the spherical shape may be studied 
by considering the drag of ellipsoids of revolution of different 
proportions. In this connection the ratio of the major and 
minor axes is important. For a body of revolution of any shape 
having a longitudinal section such as that shown in Fig. 221, this 
quantity is known as the fineness ratio and is equal to the 
expression 

- = length _ l 

maximum diameter d mt , x . 

Experimental values of the drag coefficients for a series of 
ellipsoids of different fineness ratios plotted against Reynolds’ 
number are shown in Fig. 224. The value's of Oi> are based on 
the area of the largest cross section and the length used in 
determining Nr is the diameter of this section. The curves for 
the sphere, circular disk and a typical airship hull are also 
included in Fig. 224. 

1 Dryden, II. L. ; and A. M. Kttkthe, The KfTeehs of Turbulence on 
Wind Tunnel Measurements, N AC A Tech. HrpL 342 . 
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In general th<‘ curves for (lie ellipsoids are similar in shape to 
the sphrre drag eurve. 1 here is a transition lrom a laminar to a 
turbulent boundary layer which causes a reduction in the value 
of Cn but, as the fineness ratio increases, the change in C„ 
becomes less marked and the critical Reynolds’ number at which 
it occurs decreases. The normal circular disk has a fineness 



Fio. 224. ■ Variation of drag rnnlHrianta for bo<ii<*H of revolution with Reynolds’ 
number. Of. Millh'r, “ \httht mat hvhr Strom utnpilchrc," Julius Springer, Berlin, 
1928.) 


ratio of zero and the* fact that its drag coefficient is practically 
constant in tho range of Reynolds' numbers considered might 
be taken as evidence that its critical Reynolds' number is 
infinitely large. A comparison of the drag coefficients for the 
sphere with those* of Fig. 222 shows a large discrepancy at 
Reynolds' numbers above* the* critical. This may be due to 
differences in experimental technique, surface* roughness and 
initial turbulence of the si rwuns. Although tho curve of Fig. 222 
represents the usually accepted values of Cp for the sphere, the 
data given in Mg. 224 are nevertheless of value in presenting a 
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picture of the relative resistance of bodies of different fineness 
ratios. 


Example. — Determine the drag force acting on tin* following bodies of 
revolution when placed in an airstrcam having a velocity of 100 ft. per sec * 
Circular disk. 

Sphere. 

Ellipsoids — / — %, Hj ?r> and 3. 

Airship hull — / = 6. 

In each case the maximum diameter is 0.02 in. and the axis of symmetry 
is parallel to the direction of the stream. 

Using the circular disk as a standard, determine the percentage reduction 
in drag due to streamlining for each body. 

Solution . — Assuming standard air, the density is /> m 0.002378 slugs per 
cu. ft. and the kinematic viscosity from Tahiti IV, page 170, is 

* - 1.5G6 X 10- 1 IITVseo. 

Then the Reynolds’ number based on the maximum diameter is 




100 x 


0.02 


Vd _ 12_ 

V ~ 1.506 X 1()~ 4 


3.2 X 10 r > 


The drag force, using coefficients based on the area of the maximum cross 
section, is 

oV % Cu X 0.002378 X (HM); 2 X 
D = C r f^A iiJAZ. = 2.35C/J 

The values of Cn are taken from Kig. 224. The remaining computations 
are conveniently put in tabular form as follows: 


Body 

Cn 

Disk 

1 . 108 : 

Sphere 

0.209 

Airship hull. 

0.044 

Ellipsoids: 


f-% 

0.54 1 

f-H 

0.123 


0.064 

/ = 3 

0.056 

1 Extrapolated. 



I), lb. 

/W - !) 

(Di)wU — D) 

A >i«k 

2.00 

0 

0 

0.49 

2.11 

81 .2 

0.10 

2.50 

96.2 

1 .27 

1 .33 

51 .2 

0.29 

2.31 

88.9 

0.15 

2.45 

94.3 

0.13 

2.47 

95.0 


172. Resistance of Cylinders.— In studying the resistance of 
cylinders of different cross sections, it is convenient to consider 
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first only those shapes which have a section with at least one axis 
of symmetry. 1 he problem is birther simplified by placing 
this axis parallel to I he direel ion of llow and having the cylinder 
generators perpendicular to I hat direction. 

Most of the experimental data available are concerned with 
circular cylinders, and the variation of with Reynolds’ 
number is shown in big. 22f>. This curve is similar in charac- 
ter to that for the sphere shown in Fig. 222. At low values 
of N u the drag coellieienl varies inversely with ,Y„ while at. higher 


lo<! hi N h 



Fig. 225. Vnrml.ion of tiruK with Hry imiUIh* aumlwr for a circular 

cylinder. (F. K 'ixnrr, linn With rnittmlapHihl* m, /*/««*. Thin! hit. ( ’<>//{/. ,1/a/a. Mvch. 
{Stockholm), liiaij 


valuers (h> is practically constant up to X # equal to about 10b 
Between Reynolds* numbers of KP amt I <>** tin* drag coefficient 
shows the churaetenst ir drop due to the transition from laminar 
to turbulent boundary* layer flow. 

When it is desired to obtain a cylinder of low resistance, the 
cross section should bo similar in shapo to (be contour shown 
in Fig. 221. As in the ease of bodies of revolution the drag is 
closely related to the fineness ratio. Aeeonling to Diehl, 1 the 
ratio of the drag coeflieienl to its minimum value varies with 
fineness ratio as shown in Fig. 22b. Mon* revent experimental 
data show a considerable disagreement with Diehl's results. 

1 Diehl, W. S m “ Fngineenng Aerodynamics, M p, 71, Fig. db, Ronald 
Press Company, New York, 192K. 
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Tests 1 made by the National Advisory Committee for Aero- 
nautics give the results indicated by the curve marked “NACA” 
in Fig. 226. The discrepancies may be duo to differences in 
experimental technique. Similar data lor airship hulls are also 
included in Fig. 226. 



Fig. 226. — Variation of Cu/Cihnhx with finonoHH ratio for cylinders and bodies 

of revolution. 


An empirical formula 2 * for cylinders having sections of the 
type shown in Fig. 221, which is satisfactory for fineness ratios 
from infinity to about 3, is 

G it = 0.0065 + 0.12r>(A (49) 

where /is the fineness ratio. This expression is based on experi- 
mental data obtained from tests on .symmetrical airfoil sections 
at Reynolds' numbers of about 3 X 10 6 . Because such sections 
closely resemble the parallel flat plate, the drag coefficient in 
Eq. (49) is based on the area projected on a plane parallel to the 
direction of flow rather than normal to it and the Reynolds’ 
number is computed by using the length of this projection in the 
direction of motion. 

Cylindrical bodies of rectangular cross section arc shapes of 
high resistance, being comparable to the normal flat plate. 
While such shapes should be carefully avoided in machines 

1 Bibrhann, D., and W. J. Herrnstkin, Ju., The Interference between 
Struts in Various Combinations, NACA Tech. Kept. *tf>3. 

2 Upson, R. H., and M. J. Thompson, The Drag of Tapered Cantilever 

Airfoils, J. Aero. Sd ., vol. 1, October, 1934. 




HttKIHTA Si 7*.' (>F I M MEtiSFJ) s' 


Art. 172] 



designed for high~s} >ced transport ;d inn, they an* unavoidable in 
buildings when* Hie question <d wind redstanrc is an important 
one, particularly in extremely high Mruelures. Obviously the 
use of a tftn'iunlinrd sort ion for a skyscraper would hr imprae- 
tieable even if the struct oral ditlicultics were surmounted 
because of tin 1 continuaHy changing direction of (he natural wind 
currents. Some knowledge n| fin* resistance ami pressure 
distribution on cylinders with square and rectangular cross 
sections is therefore of value. 

Because of the presence of sharp corners, separation always 
occurs at the edges of (he upstream fare of the prism, and the 
variation of drag with Reynolds* number is prnetiraily negligible. 
Inmost raises the oorfHrirnls lor normal tint plates are employed, 
although there is evidence that an increase of the length of the 
cross section in the direction of motion tends to decrease the drag 
coefficient somewhat. Kiffel 1 found experimentally that., for a 
right circular cylinder with its base normal to the direction of 
flow, the drag varies with length-diameter ratio as shown by the 
following data,. The actual drag coefficient is not given here but 
only its ratio to that of tin* normal circular disk. These 4 results 


_J d 

j 0 | 

o ;» t o i .*> 2 o 

! 3.0 

I .1 .0 

1 _<[„ 

i 

1 1 0 

I 0 0 S3 0 SO 0 77 

0.77 

0 .78 0 .HO 

1 Cjt (disk) 





show that, an increase in length produces an appreciable reduc- 
tion in drag for length-diameter ratios up to about 3. This is 
undoubtedly due to a. reduction in eddy-making drag. When 
the length-diameter ratio is greater than 3, the* surface area of 
the cylinder is so large that any reduction in eddy-making drag 
is more than balanced by an increase in skin friction. The total 
drag thcui shows an increase. 

Example. Compute (he drug force per foot of length for a round strut 
lft. in diameter and for a .streamlined strut of symmetrical cross section 
having a maximum IhieknesH of 1 ft. and a fineness ratio of 3. Both struts 
are placed in an airsfrenm of 200 ft. per see. velocity, the axis of symmetry 
of the cross section of the streamlined strut being parallel to the direction 
of the stream . 

Eiffel, G., “The Resistance of the Air and Aviation ” p. 66, Archibald 
Constable & Company, Ltd., London, 1913. 
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Solution. — For standard air p = 0.00237S slugs per cm. ft. and 
v — 1.566 X 10~ 4 ft. 2 per see . 


(Table IV, page 176). Then for the round strut 


Vd 200 X l 
V 1.566 X 10~ 4 


1.277 X W 


From Fig. 225 Cn 
D 


Cn^A = 


0.365 so that 

0.365 X 0.002378 X 0200) 2 X 1 


17.35 Ib./ft. 


For the streamlined strut tf max . = 1 ft., and, since / -- 3, the chord is 
l = 3 ft. The Reynolds' number based on Mm chord is therefore 



200 X 3 
1.566 X JO" 1 


- 3.83 X 10« 


Assuming that Eq. (49) holds for this valium of N a, the drag coefficient is 
0 125 0 125 

Cd = 0.0065 + = 0.0065 + ~ — - 0.0204 


Since this coefficient is based on the area projected in the plane of the chord, 
the drag is 


D 


„ pV 2 A 0.0204 X 0.002378 X (200) 2 X 3 
Cd 2 2L — 2 


2.91 Ib./ft. 


Problem 342. A long circular cylinder 6 in. in diameter moves through 
water at 20°C. in a direction perpendicular to its axis. Determine the 
drag force per foot of length at velocities between 2 ft. per sec. and 25 ft. 
per sec., taking enough values so as to determine definitely the drag in the 
critical range. Plot a curve of 1) versus V. 

343. Determine the drag of a strut 12 ft-, long and of a 10-in. chord placed 
in a stream of standard air. The fineness ratio is *1 and the Reynolds' 
number is 3 X 10 6 . What is the velocity? 

344. The diameter of a sphere and t he maximum diameter of an ellipsoid 
of revolution are 5 in. The fineness ratio of the ellipsoid is 3. Determine 
the drags of these bodies in standard air at. a velocity of 75 m.p.h. 

346, What is the wind force on the face of a building 350 ft. high and 50 ft. 
wide if its drag coefficient is the same as for a rectangular plate? The air 
is standard and the velocity is 60 m.p.h. 

346. What is the limiting velocity of the flow of an oil (m = 0.0025 slugs 
per ft. sec., specific gravity = 0.79) past a sphere of 0.001 in. diameter 
for which Stokes' law is valid? What are the drag coefficient and the drag 
force under these conditions? 

347. An airship hull having a maximum cross section 85 ft. in diameter 
and a fineness ratio of 6 travels through standard air at 90 m.p.h. What 
are the drag force and power required to maintain this speed? 
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173 . Resistance of Lifting Surfaces. -The lifting vane or 
airfoil was discussed in ('hap. VII and I lie nature of the lift force 
was studied in det ail. The drag of such bodies, which are non- 
gymmctrical cylinders, behaves in much the same way as that 
for the symmetrical shapes discussed in Art. 172 of the present 
chapter, but the problem is complicated by the variation of 



Fm. 227. Viiriuticm of lift him! <In*« ntHhiiMiiOi nf thr N At \\ 2412 airfoil with 
anftlo of attack. (h\ A, Jawlm, K K, Hunt amt H V, Vinknitm, Thr Chnrac - 
teristics of 7S Hrlattti A it f nit Srt’tinnn ft tan 'Tint it in thr Ytuiahlr^iltuHity Wind 
Tunnel , NAVA Ttrh. Hr pi. Mil),) 

drag with inclination of the surface, When the vane is long ho 
that end (iTiTlsarc minimi/.f*d, there is an angle of minimum drag 
which is usually dost* It) the position of zero lift. This minimum 
drag is increased by increases in either Urn maximum thickness 
ortho curvature of tin* soot ion hut for most well-designed sections 
it consists primarily of skin-f notion drag. As the inclination 
of the section is increased, the drag increases approximately with 
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the square of the angle, this change being similar in nature to 
the effect of an increase in fineness ratio for a symmetrical 
cylinder. Finally, when the inclination is sufficiently high 
separation occurs on the upper surface; at a point forward from 
the trailing edge and on the lower surface at tin; trailing edge. 
This separation is known as the burbling of flow and the position 
at which it occurs is known as the burble point. This separation 
is responsible for the fact that the lift of tin; airfoil reaches a 
maximum in the neighborhood of this position, while at the same 
time the strong eddying wake which is formed causes a sharp 
increase in the drag. The values of the drag coefficient for a 
typical section based on its plane area are shown in big. 227 for 
angles varying from zero lift to beyond the maximum lift. For 
convenience the lift curve has also been plot ted in this diagram. 

174. Induced Drag of Lifting Vanes. For tin; vane of infinite 
span the drag is made up of skin-friction and eddy-making 



Fig. 228. — Tip vorticcH on «*in airfoil of finite Hjmn. 

components but when the span is finite there is an additional 
drag produced by the action of the lift. For any cross section 
of a vane producing an upward lift, it is known that there is a 
decrease in pressure over the upper surface and an increase on 
the lower. In the case of a finite span these two pressures tend to 
equalize each other in the neighborhood of the wing tip and fluid 
flows around the tip from the bottom of the airfoil to the top. 
This flow produces a vortex which is left behind the wing as it 
moves forward through the fluid, the direction of rotation of the 
vortex being as shown in Fig. 228. The effects of the vortices, 
one being formed at each tip, are to induce a downward velocity 
at the wing which has the principal result of decreasing the effec- 
tive angle of attack. If the lift is to be maintained constant, 
then the apparent angle of attack must be increased by an amount 
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where w in t-hc a, ventre induced velocity and V the forward voloc- 
ity and their ratio is assumed to he small. These conditions are 
shown hi detail in Kig. 221>. h’<ir the wins of finite span the 
true lift is measured perpendicular to the true velocity vector 
so that its vertical component is 

L I . cos < ' (51) 

There is also a horizontal component of the lift, which 
is known as the induced drag and has the value 

/>, 1 . sin < ' /. '/! (52) 


The drag of the vane when the span is infinite is known as 
the profile drag because it depends only on the profile or cross 



CG !»iiiii:Sr Njeii, U>) f inite tynn 


Fig, 229, I'Wi-n.n on mi 'urftitl Hecimn lm mliiufn nitd tinift* HjmnH. 


section of the vane, Th«* total drag for a vain* of finite span is 
then the sum of flu* profile and indurrd dmgs, 

The calculation of flu* vahm of flu* induced velocity w is 
carried out by mot hods similar to those used in elect runty in 
determining thu strength of a magnetic field around a straight 
conductor carrying a current. The results of these ealeulat ions 
for a wing of elliptic plan form show that tin* induced drag has 
the value. 


IK 


21 / 

Wf)tr 1 


(S3) 


where 6 is the span. In tonus of lift and drag coefficients, based 
on the plan-form area *S\ the result is 


C 


ft i 


<'r 

wit 


(54) 
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in which R = b‘ 2 /S is called the aspect ratio. The induced 
angle may be calculated from the relation obtained from Pig. 229 

Di _ C IH _ Cu 

6 L "Cl t It ( 55 ) 

These expressions are but slightly modified in the ease of other 
plan forms. From formula (54) it may be eoneluded that, in 
order to keep the induced-drag coefficient at a minimum, the 
aspect ratio of an airplane wing should be ma.de as large as 
possible. For a given area this means using the greatest possible 
span without producing a wing that is unsa.tisfac.tory from the 
structural standpoint. In practice value's of the aspect ratio 
usually lie between 4 and 10. 



Although the induced-drag theory has been employed pri- 
marily in connection with airplane-design problems, its develop- 
ment has been made on a perfectly general basis and it may 
therefore be applied to the determination of the induced resist- 
ance of cylinders of the same order of fineness ratio as airfoils 
moving through any fluid. The problem of the airfoil has been 
investigated experimentally and it appears that this theory is 
quite satisfactory for wings of aspect ratios above 2 and for the 
high values of the Reynolds' numbers which are encountered in 
aeronautical work. 

For shapes like the circular cylinder, for which the pressures are 
the same on the top and bottom, there is no lift and therefore no 
induced drag. However, when the fineness ratio is small for a 
symmetrical shape, or when an airfoil is sot at a high angle of 
attack, there is evidence of a much more complicated tip flow. 
Thus in the case of the circular cylinder it appears that two 
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vortex filaments «i each of th«* i'ixIs and that these 

filaments join t( wilier the ends of the lateral vortices produced 
in the wnke in the maimer shown schematically in 1% 230. 
There is, however, no theory analogous to (hat of induced drag 
for determining the effect of this type of flow on the resistance 
except the vortex-trail method developed by von Karman for 
infinitely long cylinders. 

Example.- An airfoil has an area of 300 sq. ft. and a span of 15 ft. and its 
profile iH the* NA< - A 2112 section. At what apparent angle of attack will it 
develop a lift eoellicient of 0,5V What is the induced- drag force at this 
angle if flu* wins K altarlnal to an airplane weighing 05110 Ik and flying 
horizontally at constant spood? 


Solution . hor infinite* aspect rati* 

* hig- 227 shows that C It --- 0.5 at 

„ s 4.75 deg. In this ease t lie aspect 

ratio is It h- 

! x - o.75 

so that the induced angle, assuming that the elliptic 

wing formulas apply, is 

r,. o.5 

* nit ;ui - n,v;> 

0.0230 rad. 

1.35“ 

The apparent tingle of attack is then 



<v 1.75 j 1 

.35 O.ltr 


The induced drag is given hv Kip ;5 
flight the lift equals <ht‘ weight, that h 

3 * and is f) i 

1' 2 . In level 

0 I, 

e,.d> 


so that the required velocity is 



/ -it v 2 • «:.<«> 

V ( 'u>S * 0,5 - 0,00237, S * 300 

till ft../Her. 

Then 



2 • 105(H) 

D ' 3.11 * 0 00237K * 

e 

153.2 lb. 

1., ' • ■ 1 !• I • 

An alternative method is to find t' h 

, and 1 and then ttj use the relation 

di = Car 2 A'. In this ease 



/, f-V 0),5 1 • 

ih kU 3.H .* 0,75 

nous 


and 



I} 0.01 IH .. 0.00237S • 

ittiti 3 -300 

153.2 lb. 


Problem 348. A long airfoil having the NA(\A 2*112 section moves 
through standard air at a velocity of 125 m.p.h. and at an angle of attack 
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of 8 deg. Determine the lift and drag forties per foot of span if the chord 
is 6 ft. What is the maximum lift force that tliis airfoil can develop at this 
speed? 

349 . Calculate the induced-drag force and coefficient for the airfoil of 
Prob. 348 when the span is 40 ft. and the angle of attack is <S deg. 

350 . Determine the coefficients of profile, induced and total drag 
for the NACA 2412 airfoil when the aspect ratio lias values of 4, 8 and 12 and 
the effective angle of attack is 12 deg. 

175. Resistance of Floating Bodies. — When a body, such as 
the hull of a ship, floats on the surface of a liquid and at the same 
time is moved across this surface, a resistance to motion is 
produced which is somewhat more complex in nature than the 
resistance of a completely submerged body. As in the latter 
case, a portion of the drag is due to skin friction and there may 
also be some eddy-making drag. Besides these items there is a 
resistance due to the formation of waves. This now component 
in the expression for total resistance of the body is therefore 
known as the wave-making resistance. 

No attempt will be made here to go into a detailed study of 
the nature of wave motion or of the effects of body form on wave- 
making resistance. In general it may be said that the formation 
of waves on the surface of a liquid requires a certain amount of 
energy and, when the waves are caused by the motion of a body, 
this energy is manifested in the form of an increased resistance 
of the body. In liquids two different types of waves may be 
formed. Waves of the first typo, due to surface tension, are 
known as capillary waves or ripples and art* of little importance 
except in the case of bodies whose dimensions are small as com- 
pared with the size of the waves. In the ease of a ship, waves 
of the second type are more important. Those are produced 
by the action of gravity on the masses of water which, because of 
differences in pressure between points on tin* submerged portion 
of the hull and the free water surface, tend to pile up around the 
sides of the ship. For the usual form of ship hull two sots of 
waves are produced, one originating at the bow and the other 
at the stem. Each of these sets consists of the familiar diverging 
waves which may be readily observed from a ship in motion; in 
addition there is a series of transverse waves whose (‘.rests and 
troughs are perpendicular to the direction of motion. The 
sketch shown in Fig. 231 illustrates this wave* arrangement 
around a typical ship hull. 
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176. Froude’s Number and Wave-making Resistance.-— In 
order to obtain sonic information of an analytical character 
about the nature of wave-making resistance, the methods of 
dimensional analysis may be used to good advantage. In some 
cases the wave-making resistance is such a. large part, of the total 
that variations in the skin-friction drag with Reynolds’ number 
maybe neglected. liven though this is not always justifiable, 
the omission of viscosity and its eficets from the resistance 
equation simplifies the analysis considerably and this factor can 
readily he reintroduced on the basis of the discussion of Art,. 158. 


/n.- 




L 


t:;; 


jo-i’"' 

iff*'" 


p ftn'c't waves, 
/’ i'h ,\ vstnn 



~ tr.wwrrst* waves 


Fig. 231.- Whvp nimiml it hIj* j» hull. «./, 11, Itilco, " TIu 1 Design and 

Construction of Ships,” < t njhn and Cn. t Ltd,, Condon, 1011 .) 

It will therefore b<* assumed that thr drag of a Hunting body in 
motion is dependent on the density of the fluid, />, (hr volume of 
displacement of (hr body, A, its vrlority Kami the aeeeleration 
of gravity, f/, thr last term appearing because of flu* action of 
gravitational all motion in producing fhr waves. Thus 

D (56) 

The introduce ion of flu* dimensions of these quantities lends to 
the dimensional equation 



The determination of the exponents by the methods used 
earlier in this ehapfer shows that three of the exponents may be 
expressed in terms of the fourth and that these values are 
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a = 1 


2 + d 
3 


c = 2 - 2d 


Equation (56) may thus be written in the form 

/A'-'qY 
D = Ic^V-hyi) 

In the expression A ''‘'g/V 2 , which carries the exponent d, the 
term A H may be replaced by a characteristic length of the body, 
l, usually measured in the direction of motion. The drag then 
becomes 


D = kn’pA^r 


W 


( 57 ) 


The combination of terms V / Ykh whose square appears in this 
equation, is known as Fronde’s number, 1 named for William 
Froude, the pioneer in the field of naval architecture who first 
introduced it. It plays a role in the expression for drag due to 
wave making which is analogous to that of the Reynolds’ number 
in the resistance due to viscosity. If Fronde's number is repre- 
sented by the symbol Nr and the drag coefficient kn is replaced 
by Co/ 2, then the resistance to motion is 

OF 2 A 8 */ i V'<' 


D 


" A **/ 1 y d 

! W 


(58) 


177. General Equation of Brag of a Ship Hull. -In a practical 
case the drag consists of viscous and eddy-making effects as well 
as the effect due to the formation of waves. The introduction 
of viscosity into the problem may again be made by the methods 
of dimensional analysis and it will bo 
viscous and gravitational force's are 
equation becomes 

CnpV* & 


found that, when both 
present, the resistance 


D = 


•MNy)MN n ) 


( 59 ) 


The drag coefficient used in Eq. (59) is not the same as that in 
Eq. (58). A comparison of these equations shows that Cn in the 
former is a function of Reynolds’ number and includes the term 
MN*). 

The details of the methods used in practice for separating out 
these various items and for converting from model test data to 

1 Some writers prefer to use the expression V i /lg as Kroude’s number. 
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full-scale ship forms will 1 m* pvrn in (Tap. XV. Tho basis of 
Fronde’s method, which, with some modifications, is commonly 
employed for making 1 hose conversions, is that the resistance may 
be divided into the three separate parts: skin-i rict ion, eddy-mak- 
j n g ami wave-making resistance. 'The eddy-making drag for 
most ship forms is quite small ami variations in its magnitude 
within the usual range of Reynolds’ numbers may be neglected. 
The skin-friction drag tor any given Reynolds’ number may be 
computed by using tin* data on flat plates and is assumed to be 
independent of broude’s number. The difference between the 
skin-friction drag and the total drag gives the “residuary 
resistance/’ in which wave and eddy making drags an* lumped 
together, these quantities being considered as functions of 
Froude’s number. In model tests, conditions of dynamic 
similarity between the model and its prototype an* obtained 
when tho Fronde’s number has the same value* in both cases. 
Under those assumptions the resistance equation heroines 

l) "!/ C-t /,<•''„) | C.XjAXr) (00) 

where A is the “wetted surface” of tin* bull in contact with the 
water, A is tin* volume of displacement and ( is the coefficient of 
residuary resist a nee. 

Some difficulty is frequently experienced in the determination 
of the skin-friction drag of actual ship hulls because of the lack of 
exact knowledge of the condition of the surface. The surface 
of a new hull is (put** smooth, but after a certain period of oper- 
ation, depending on the climate and location* the surface becomes 
coated with slime and barnacles so that the roughness is a rather 
indeterminate quantity. As a consequence the accuracy of skin- 
friction drag calculations is open to question and tin* proper 
allowance to In* made for these effects must he estimated by tho 
naval architect. The methods used in diftemd countries tor tho 
determination of the skin friction drag vary but all ol them aro 
based on the supposition that this resistance* is tin* same as that 
of a Hat plate parallel to the direction of motion and having a 
total area equal to the wetted surface of tin* ship, tin* Reynolds’ 
number for tin* plate being equal to that based on the length of 
the hull. The methods then differ only in the relation between 
the skin-frietion drag coefficient and tin* Reynolds’ number. Uor 
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a full-scale ship the flow in the boundary layer is completely 
turbulent under the usual conditions of operation. In addition 
to the formulas given in Arts. 166 -169 there are several empirical 
expressions which have been obtained by such experimenters 
as Froude, Gebers and Tidenian. 

178. Form and Resistance of Ship Hulls. — Because of the 
presence of wave-making resistance the idea,! form for a ship hull 
or any floating body is quite different from that of a completely 
submerged body. In order to minimize the amount of energy 
dissipated in wave formation, it is desirable to use a pointed nose 
rather than a rounded one as in the ease of the submerged shapes. 
This nose is then followed by a straight or parallel midsection and 


A 




(oO-Vee Section a\ A- A (b)-U Section of A-A 

Fig. 232. — Plan and mid-HoctioiiH of typical .ship hulls. 


the stern is rounded off, or in some slow-speed vessels is simply cut 
off square when there are other considerations of greater impor- 
tance than a low resistance. A typical horizontal section of a 
ship form is as shown in Fig. 232. The vertical sections of the 
hull, which are also included in this figure, depend on the type of 
service in which the ship is to operate. For low-speed vessels the 
V-shaped cross section, shown in Fig. 232a, has been found most 
efficient, but for faster ships the U-shaped section of Fig. 2326 is 
more satisfactory. This latter shape also has the advantage of 
providing more space for cargo than the V-type. 

The values of the total resistance for a typical ship-hull model 
at different values of Froude’s number, V/y/lg, are shown by the 
curve in Fig. 233. The values of the skin-friction drag obtained 
by means of formula (45) for the transition range have also been 
determined for the corresponding values of Reyn old. s' number, 
based on the length of the hull. The difference between total 
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drag and skin friction gives the residuary resistance. The 

corresponding eoeiiieieiif s based <>n I lie wetted surface are also 
plotted in Fig. 2t3. ■< "'ll he noticed at once that, the total 

resistance cum' has a peculiar form consisting of a. series of humps 
and hollows with a general upward trend as the Fronde’s number 
is increased . These same humps and hollows are more prominent, 
jj the curve ol total resistance eoellieients. Their presence is 
dm^o the fact that at certain v alues of X ,, the transverse waves 
produced at the how and stern are superimposed so that, they 



Fid. 2M. ( ’urvt-H fold!, hkm ftiHmn nml nviultmry tt'-.wtnncu for a typical 

ship hull moth'l. (//. f*. Stitliti, Somt f! i pt t itmutu mi lh* h'jf'ni of l.onpit utiinal 
Didribulion of liinpltir* mi at upon IS ri Jatu'i , f'ninr, Sor. Sural Areh, and 
Marita' Nnu., rut. la, pp. I .’5 ID. t * ** * V • 


arc out of phase ami f < * * i 1 to rotinfenief eneh ol her, while at other 
ami possibly lower value.*. of St t !*«• y on* in phase and intensify 
ouch other ho that the rnetfirient <»1’ w n \ e making resistanee may 
actually he larger in the latter ea*;e. Una of the problems in the 
design of a, ship whirb is In operate a I a eertaiu speed with a given 
amount of power is to find tin* length that will give a value of N? 
corresponding to one of the hollows in the eurve of wave-making 
resistance. 

In addition to the components of the total resistance of a ship 
which have* just, been dismissed, then* is also some drag due to the 
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motion of the superstructure through the air. Except for high- 
speed passenger vessels this drag is only a small fraction of the 
total and can be estimated satisfactorily. In the case of airplanes 
of the seaplane or flying-boat (‘lass, which are designed to land on 
and take off from a water surface, the resistance problem is further 
complicated by the fact that the hull or pontoons must operate in 
two different fluids. During take-off wave resistance due to 
motion over the surface of the water should be kept at a minimum, 
while after the plane has gotten into the air it is important that 
air resistance be kept at a minimum, it is usually impossible to 
find a shape which will have the minimum resistance under both 
sets of conditions; therefore the forms used on actual airplanes 
are designed on a compromise basis. 

Problem 361 . (a) A ship 325 ft., long is traveling at a speed of 25 m.p.h. 

What is the value of Fronde’s number? (/>) A model of t his ship is 12 ft. 
long. What must be its velocity if it is to be tented at. the same value of 
Nf as the full-size ship? 

362 . A ship hull 150 ft. long has a total resistance of 0000 lb. at a speed 
of 22 ft. per sec. and a water temperature of 20°C. Determine the values 
of the residuary and skin-friction drags if the wotted surface is 3000 sq. ft. 
What are the values of the resistance coefficients bused on the wetted 
surface? 


General Problems 

363 . (a) An automobile has 75 hp. available for driving it, forward. The 
rolling resistance is constant and requires 15 lip., the balance being used in 
overcoming air resistance. Determine the value of this resistance if the 
maximum speed is 80 m.p.h. in standard air. Compute t he drag coefficient 
for wind resistance if the projected area is 32 sq. ft. (b) What would be 
the saving in power at speeds of 40 and 80 m.p.h. if the* body were stream- 
lined so that Cd — 0.15 Assume C» is independent of Nr. 

364 . The minimum drag coefficient of an airfoil as determined from a 
model test in standard air at 90 m.p.h. is Cj> -- 0.012. The chord is 10 in. 
Estimate the value of the drag coefficient, for the full-size wing when the 
velocity is 250 m.p.h. and the chord is 8 ft. Assume that, (,1m ratio of the 
full-scale and model coefficients is the same as for a flat, plate on which 
the boundary layer is turbulent and for which the Jf-power law holds. 

366 . Develop expressions for the skin-friction drag of the forward- and 
the rear-quarter lengths of a flat plate of total lengt h, l, placed parallel to 
a stream of fluid. Determine the ratio of these values. Assume that 
the boundary layer is completely turbulent and that its velocity distri- 
bution follows the K-power law. 

366 . (a) Compute the skin-friction drag for an airship hull having a 
maximum diameter of 35 ft., a fineness ratio of 6 and a surface area of 
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15000 8(1- I’l- ;,n<1 al ! ~ (> P rr S(V - *** standard air. Assume that 

this drag is <'qual to that "I* a Hat plate uf the same length and aroa and 
that Sehliefing’s formula for eomplelely turbulent How applies. (//) Calcu- 
late the drag roetlieient based on tin* area ot the maximum cross section 
and compare the result with the data given in Fig. 22-1. 

‘ 357. An airplane has a weight of f>(KH) ll>. Its wing is an NACA 2412 
airfoil having an area of 2hO sip ft. and a span of d/i ft. Determine the 
profile, induce* 1 and total drags u hen it is Hying in standard air at an apparent 
angle of attack of 4 deg. Assume lift equal to weight . 



CHAPTER XIII 


DYNAMICS OF COMPRESSIBLE FLUIDS 

179. Elastic Properties of Fluids. -The theories concerned with 
the problems of fluid flow and resistance which have been discussed 
in the preceding chapters have all been based on tin* assumption 
that the fluid is incompressible. This assumption means that a 
particle of the fluid having a certain volume at, say, atmospheric 
pressure, will continue to have the same volume no matter how 
the pressure is changed. In the ease of liquids such as water the 
hypothesis of incompressibility is not far from the truth for 
ordinary values of the pressure, but for gases it is obviously incor- 
rect to assume generally that changes in pressure can take place 
without changes in volume. It has been shown in earlier discus- 
sions that in any fluid motion there are usually differences in 
pressure from one point to another, while in some eases variations 
in pressure at a single point may occur. If the fluid is readily 
compressible it is to be expected that the flow may be appreciably 
different from that which would exist if the fluid were incompressi- 
ble. The purpose of this chapter is to consider the nature and 
extent of the modifications of the incompressible fluid flow which 
must be introduced when the effect of compressibility is 
considered. 

The degree of compressibility of a fluid is determined by the 
value of its modulus of elasticity; this, as in the ease of solid 
materials, is defined as the ratio between tin 1 stress and the cor- 
responding strain on a particle. Fluids are never found under 
conditions of zero absolute pressure, that is, there is always some 
initial stress. In defining the modulus of elasticity, the stress is 
considered as an increment of pressure while the strain must 
correspond to the change in volume of the fluid particle produced 
by this pressure increment. The modulus of elasticity of a fluid 
is therefore frequently referred to as the bulk modulus. 

If a particle of fluid having an initial volume v under a pressure 
p is subjected to a larger pressure p + A p so that the volume 

360 
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decrease by ;in amount Ar ’ then the increment of st ress is Ap and 
the inon'inrnt of strain, being tin- change in volume par unit of 

volume, in ^ ' 'I'bc* modulus of elasticity is than 


or in the limit as Ir approaches zero, 

1 / d l P 


Since the volume decreases whan tha pressure increases, dp/dv 
is negative* so that A' asgiwu I»y Kq. (11 has a positive value*. 

For water at- ordinary pressures K has a valua of about- 300,- 
Ooo lb. persq. in. In tha case of gases it is necessary to know the 
relationship between pressure and specific volume in order to 
determine* the value of this module-. If eomlitiuns in the gas 
are isothermal, than 

pr U i 
and 

dp p 

tiv v 


so that Ii p . H t bus appears t hat t he modulus of {‘last ieity of 
a gas is a variable and for h-ot hernial conditions is equal to the 
pressure. 

If the pressure- -volume relation for the gas is an adiabatic* one*, 
then 

pv t 

and 

dp kp 

dv r 

In this case* K kp. 

Problem 368, A closed e\ Under h i**. in diameter contains 3.. r > cu ft. of 
water at mi a venter jm-.-tuc of lt» 11 » j»«t u in. ah: , Uf.at is the decrease 
in its volume if tin* pre -i-m «• i uhmi*h » i 1 m gu lt«. p«*? mj, in, nhs,? It one 
end of the cylinder u- imunj mwaidls n detanee nf 0,/»> in,, what is 1 Ho 
pressure'.? 

359. Air at. a pro-sure of tolh |M-r j-«j. in. ahn, and a fempenil are of I2(PF. 
wallowed to e\pnnd iwt hermnlh nnfd the pressure is 20 11>, per mj. in. ahs. 
Determine the initial and linul values ot the hulk modulus and tin* specific, 
volume. 
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360. Solve Prob. 359 for the case of an adiabat io expansion. 

361. Determine the values of the bulk modulus for air and methane at 
atmospheric pressure for isothermal and adiabatic conditions. 

180. Pressure Waves. The Velocity of Sound.— When a 
disturbance producing a change in pressure occurs at a point in a 
fluid, this disturbance is propagated through the fluid in the form 
of a longitudinal wave of the same' typo as a sound wave. Such a 
wave consists of a series of condensations and rarefactions which 
move through the fluid with a certain velocity that is superim- 
posed on any other motion which the fluid may have. It will be 
shown presently that the velocity of the wave is independent of 
the wave length and will therefore have the same value for any 
longitudinal wave no matter what the cause of the disturbance. 



Pig. 234. — -Longitudinal wave motion in a straight, tube. 


The velocity of propagation of a wave form is identical with 
the velocity of sound through the fluid, since sound is known 
to be transmitted by waves of this type which merely happen to 
have frequencies that make them audible. 

In order to determine the velocity of propagation of a longi- 
tudinal wave, it may be supposed that such a wave is traveling 
through a tube of constant cross section, as shown in Fig. 234, 
the fluid in the tube being assumed to be initially at rest. The 
positions of the condensations and rarefactions at a particular 
instant are shown by the vertical lines drawn across the tube 
while the variation in pressure along the tube at this instant is 
given by the graph. It is assumed that a continuous series of 
waves is passing through the fluid from right to loft. For the 
purpose of analysis a velocity equal but opposite to that of the 
wave motion is imposed on the fluid in the tube. Then with 
respect to the tube the wave form is at rest, but the fluid particles 
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have velocities w h it*l i an* I ha vector sums oi tha velocity just 
added and those of tin* oscillatory motion of (ha wave. 

The eondi tion oi eon ( in ui t \ is now a { >j >li ad ( o t ha il uid (‘ontainod 
between two sections oi tha tuba tut and hh, Since tin* waw has 
been fixed in position, (ha \eIoeify dua io tha wave motion alone, 
the pressun* and tin* density are constant ior any one section of 
the tube. Tha values of these cjuantities will in* designated by 
p 1} pj and u i at. section tut and p v , f $» and //- at section hh 1 and the 
velocity of propagation will be represented by r. The mass of 
fluid con tail ted between tin* sections an and hh is constant so that 
the amount entering through hh must equal that leaving through 
m . This mass is therefore 

m ir UihnA t r (2) 

where A is tin* cross sectional area of the tube. 

Now the force acting on the mass of fluid due to tin* difference 
in press u re on its ends i s 

/mM (3) 

and this force must be equal to tin* change in momentum of the 
fluid in unit time. Tin * momentum of tin* fluid mass m at suction 


while that, at section an m 

. 1 / mtr u 1 1 

so that thc v net change in momentum in unit time from an to Mis 
AM d/ i!M .W Ml m{th* no 

The values of jq and u- : may be obtained from Kq. (2) and are 


Ul 


m m 

UH lh C 


When these values are sole tituted in t he expression for the change 
in momentum, tin* result is 


AM 



or, in terms of (he specific volumes v x and v>> and flu* acceleration 
of gravity, 
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AM = g-j(ih - v 2 ) ( 4 ) 

The change in momentum in unit time represented by Eq. (4) 
is equal to the pressure force as given by Eq. (3), that is, 

(Ps ~ Pi) A = (*h ““ 


Solving for the ratio of the mass of fluid to the cross-sectional area 
of the tube, the result is 


m 2 _ — pi 

A 2 g(v i — i» 2 ) 


(5) 


The modulus of elasticity may be expressed in terms of the, 
pressures and specific volumes used above. The increment of 
stress on a particle moving from bb to aa is now equal to the change 
in pressure between the two sections of the tube, that is, p x — p 2 , 
while the corresponding strain is (v x — v»)/vi. Thus the modulus 
has the value 



When this value is substituted in Eq. (5), the result, obtained is 


m 2 _ E 
A . 2 gvi 


( 6 ) 


The quantity of fluid affected by the wave motion may be cal- 
culated in a slightly different manner if it is assumed that the 
changes in pressure, density and velocity due to the wave motion 
alone are small in comparison with their average values. If these 
average values are assumed to be equal to the values they would 
have if there were no wave motion, but only a uniform 
flow through the tube of velocity c, then the mass passing any 
cross section is 



m _ 

A ~ vg 


(7) 


where p and v are the density and specific; volume, respectively, 
of the fluid before any change of pressure due to the wave. In 
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Eq (6) tho specific volume r i may be considered as equal to v so 
that, if th«* values of »t" .l" ol.laine<| from Kqs. ((>) and (7) are 
equatctl, the result may l>e sol veil lor the velocity of propagation, 
c which turns out to be 

’ ,, /•; 
r ' knl \ „ (8) 

This result was first, obtained by Newton and the proof given 
above is essentially that presented in advanced textbooks in 
physios 


iyw.s. 

The definition of the modulus of elasticity as given by Kq. (1) 


was 


Now 


K 


tip 

tit' 


and since?' ~ 1 then 


so that 


<If> 

tin 

K 


r ip 

tin 

r <!p\( d P 

\<ip J\tir 


PI! 

dp 


<ip 


Tho expression (S) for fin* velocity «*f propa Ration then becomes 

( 9 ) 


dp 

X tin 


The velocity of propagation for a longitudinal wave is also the 
velocity of sound in the medium. In the rase of air, if no change 
in temperature oeeurs an the \wi\e passes through it, the pressure 
and density are related by the expression 


/» 

the right-hand term being a constant. Then 
d P r / P 

<b ' » 

1 See, for example, W. W itnus. "A Text Book of Physics,” 7th ed. f 
pp. 364^307, IjongimuiH, (Jreeu A t ‘o , Ignition. 1020. 
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so that 



For air under standard atmospheric conditions at a temperature 
of 59°F., p = 2116.8 lb. per sq. ft. while p = 0.002378 slugs per 
cu. ft. and the velocity of sound has the value 

c — 943.5 ft. /sec. 

This value is considerably lower than the experimentally deter- 
mined velocity of 1120 ft. per see. 

The explanation of this large discrepancy lies in the fact that 
the temperature does not actually remain constant. The changes 
in pressure are usually so rapid that there is no opportunity for 
heat to be transferred to or from the fluid or from one particle of 
fluid to another. The relationship between pressure and density 
is therefore more accurately represented by the adiabatic law 



where CV is a constant and k is the ratio of specific heats at con- 
stant pressure and constant volume. In this ease 

^ = hC->’p k - 1 = k - l ‘ 

dp p 

and the velocity of sound is 



For standard air, taking k = 1.406, this formula yields the value 
of 1118.7 ft. per sec., which is in excellent agreement with the 
experimental value. In fact Eq. (11) is considered by physicists 
to be sufficiently exact to serve as the basis for the experimental 
determination of k for various gases. The velocity of sound is an 
important factor in all studies of the motion of compressible 
fluids. It is often referred to as the acoustic velocity. 

For air at any other conditions of pressure and density the ratio 
of pressure to density may be obtained from the gas law pv = RT. 
Putting v = 1 /pg 9 this gives p/p = yliT so that the velocity of 
sound is 


c = y/kgRT 


( 12 ) 
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Fauation (12) shows that for a si von k.ms Hit* velocity of sound 
varies only with (lie absolute temperature, the other terms under 
the radical Imm»k ‘•""slant. 


problem 362. I )etcrminr lh<* velocity of sound in water and in methane, 
the lat-t- ( ‘ r having a density of 0.00 III? slugs pur tat. ft. at a pressure of 

14 71b- p«- r * S( 1- ,n - , . . 

363 Plot a curve allowing the aeon; tie velonty its air tor tom porn turns 


from 0 U> 150"I*\ , 

364 Wlm t is tin' value ot /: i*»r a gas it it in touu<l experimentally that the 
acoustic velocity is loot) ft. per .ee. when the pressure is 20 Ih. per sq. in. ahs. 
aiuMh ( - density is 0.0015 slug-- per on. ft.? 


181. Bernoulli^ Theorem for Compressible Nonviscous Fluids. 
In discussing t lie dynamic proper! irs oft he motion of a eoiupressi- 
ble fluid, considerable light tony ho .shod on tin* subject by a 
reconsideration of Bernoulli*:- theorem. The assumption of 
constant density will now be abandoned but it will be supposed 
that some analytical relationship between the pressure and 
density still exists. 'Hie condition of equilibrium of a particle of 
fluid, ns given by Kq. (Mb page Kd, under t he assumption t hat 

viscosity may be neglected is 


dp | fUj t! : I ') 0 


lt >’ ! ! b/f 1*1 0 (Id) 


If the average* motion is a-Mjincd to be steady and streamline in 
character, then this equation may be integrated along a stream- 
line, the result being 



(j,: 


r 


K* 


(M) 


in which E f is a constant for any one streamline and is now the 
total energy per unit of mass. 

In order to evaluate the integral which constitutes tin* first- 
term of Kq. (1*1), a relation, hip between the pressure and density 
must bo introduced. The physical nature ol the motion of the 
fluid is again such that the a^umption o| an adiabatic law is a 
rational one. The pressure ami density are therefore related by 
the formula p // <Y so that the pressure-density integral of 
Eq. (14) becomes 
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and Bernoulli’s theorem is then 


k v + gz+ p = E' 


k-lp 


(15) 


In most cases the term due to the elevation of the particle of fluid 
may be neglected and Bernoulli’s theorem then becomes 


_i_ p , V- 
k - lp ' 2 


= K 


(16) 


The constant E' on the right side of Kq. (1(5) may be eliminated 
by considering the pressures, densities and velocities at two points 
on the same streamline which are designated by the numbers 1 
and 2. Writing Bernoulli’s theorem for these two points leads to 
the result 

bY - Fi 2 + k_ /p, _ p A = () 

— 1\P2 Pi/ 


The relation between the pressures and densities at the two points 
is 


V s 
Vi 



k 


and the introduction of this expression into the second term 
of the above equation makes it possible to rewrite the latter in the 
form 


TV - TV k p } 

k — 1 Pi 


k— 1 
k 

- 1 * 0 


(17) 


Referring to Eq. (11) it appears that the (combination of terms 
kpi/pi in Eq. (17) is equal to the square of the velocity of sound at 
the point designated by the subscript 1. This velocity will be 
found to be of great significance in dealing with the flow of com- 
pressible fluids. 

Substituting cr = kpi/pi in Eq. (17), the expression becomes 
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The ratio ol !!>*' prcssuro ^ l< ‘ *" u 1 >< *i m t s in question may be 
calculated from Iu|. (IS) and is found to 1»«* 


P~ 
P i 


k 

p nv iv) * t 


(19) 


182. Pressure at a Stagnation Point. An interesting applica- 
tion of this analysis is found in tin* steady How of a uniform stream 
of gas past a solid body, I he velocity, pressure and density at. a. 
point in the nudist ur!»cd stream corresponding to point l in 
Eq. (19) may be represented by l „, /j„ and respectively, while 
at the stagnation point corn-ponding to point 2 the pressure is 
the density is />, and tin* velocity is 1\ 0. Making these 

substitutions, Kq. (19) become:. 


P-> 

Pn 


1 I 


i iv 


( 20 ) 


where ro is the a const ie velocity in t be undisturbe<l fluid. 

If the ratio I’n is small enough -o that the term 4 , * ' 0 is 

than unity, then the right ide ot the above r\pn\-..tnn may be 
exparuhul into a convergent cries by means of the binomial 
theorem. The result is 

v n k\\/ \ n' (k 2) IV 

Jh 21 <V 

If both sales of this exprr ion are multiplied by and the 
quantity Awn/* is replaced by its equiv alent />,*, then the formula 
for pressure at (lit* stagnation point becomes 


/>»l V 
V* 


IV ik 2) IV 

b’ti <V l 


( 21 ) 


In the case* of an incompreVible tluid tin* pressure at a stagnation 
point was found to be (see Kq, 1 1 H 1 1 page H7| 

l>, lo I "V (22) 


A comparison of Kqs. (21) and (22) shows that compressibility 
causes an increase* in the stagnat iom point pressure,, this increase 
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being dependent on the ratio of the velocity of flow to the acoustic 
velocity in the undisturbed stream. 

The ratio V/c will be found to appear in all flow problems where 
compressibility is an important fact, or. It is known as Mach’s 
number, being so named in honor of the Austrian scientist who 
was responsible for much of the early work in this field. In what 
follows Mach’s number will be represented by the symbol N M . 
The ratio F 0 /c« in Eq. (21) may be replaced by N>, so that the 
pressure at a stagnation point is then 


po + 




1 + -jjN 


(ft - 2) 

24 


N,,-' 


(23) 


When Nm is less than unity the series is convergent and when 
Nm is small the error caused by assuming the fluid to he com- 
pressible is not large. Thus, in the ease of air at standard atmos- 
pheric conditions moving with a velocity of 2X0 ft. per sec., 
Nm = 28 %i 20 = /'4 and the stagnation-point pressure is 

Vs = Po + ) = V « + 1.0157— 

so that at this speed the error in the measurement of the pressure 
difference p 8 — p 0 is only 1.57 per cent. 

The stagnation-point pressure in a stream of gas may he deter- 
mined satisfactorily by means of Eqs. (20) and (23) as long as the 
velocity of the flow does not exceed that of sound or as long as 
Mach’s number does not become greater than unity. For speeds 
in the range above N m = 1, the assumption of adiabatic changes 
is no longer sufficiently accurate and a more elaborate theoretical 
treatment of the problem must be employed. 1 

The theory developed above has an important application in 
connection with the use of such instruments as the pitot-static 
tube for the measurement of velocity in gases. It is apparent 
from Eqs. (21) and (22) that the pressure difference p« — po is 
larger in a compressible fluid than in an incompressible one for 
the same speed of the stream. If the measured value? of this 
pressure difference is used in the formula for velocity [Eq. (20), 
page 87], based on the assumption of an incompressible medium, 

ifioRD Rayleigh, “Scientific Papers,” vol. VI, pp. 407-415, Cambridge 
University Press, 1920. 
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t he velocity oblaincd will In- higher than (In* true value by an 
amount t-liat. increases with Mach’s number. Tlie values of the 
stagnation-point, pressures in air with and without the assump- 
tion, of ooinpressibility have heei i computed by Zubin 1 fora large 
ran ge of velocities, the variation of this pressure with velocity 
b e jng shown graphically in Fig. -'do. 



\ \ } I pff ‘ n 

Fro. 235. Variation of atn&itutnm puml j»ren.sures with speed for nir with and 
without the aHfiumjdttm of eompreasihility. 

Problem 365. In the undisturbed portion of a stream of air which flows 
past a body, the pressure is I f. 7 lb. per sq. in. ahs. f /> 0.002378 slugs per 

cu.fi, the velorily in 500 m.p.h. and (hr acoustic velocity in 1 120 ft. per hoc. 
What in the velocity at a point near the body where tin* pressure is Kid) 11), 
per wq. in. ahs.? What would he the velocity at this point if the fluid wore 
assumed incompressible? 

366. The velocity at a point on a body immersed in a stream of air is 
720 ft. per see. In tin* undisturbed stream the velocity of flow is 540 ft 
per hoc., the pressure is 14,5 lb. per sq. in. ahs. and p 0.0021 slugs per 
cu. ft. What is the pressure at the point on (he body? 

367. At. point A in an airstream the velocity is 220 ft. per sec., the pressure 
is 14.2 11). per stj. in. «bs. anti (lit* density is 0.00220 slugs per ru, ft. At 
another point. H the pressure is 13.4 lb. per sq. in. abs. Determine the 
value of Mach's number for both of these points, 

1 Zaiim, A. h\, Pressure of Air on doming to Host from Various Speeds, 
MCA Tech,. Kept. 247, 1920. 
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368 . What is the stagnation-point, pressure in a. stream of carbon dioxide 
if in the undisturbed stream the pressure is 20.3 lb. per sq. in. abs., the 
density is 0.0042 slugs per on. ft. and the velocity is 425 ft. per sec.? 

183. Stream Tubes in a Compressible Fluid. The determina- 

tion of the effect of compressibility at points in a moving fluid 
other than a stagnation point is rather difficult if Eq. (16) J s 
used alone. A method which, though qualitative, is much simpler 
and gives more easily interpreted information is based on an 
analysis of the condition of continuity as applied to a stream tube 
in the fluid. If the cross-sectional area, of such a tube is 
represented by A and the density and velocity at any point in it 
are represented by p and V, respectively, the condition of con- 
tinuity for the tube is 


pVA — constant 


It is desired to study the manner in which the area A varies with 
the velocity V. Differentiating with respect to V and then divid- 
ing by pVA, the result obtained is 


1 dA , 1 , 1 rfp 

AdV+V + pdV ~ 


(24) 


Bernoulli's theorem in the form of Eq. (16) may also be differ- 
entiated with respect to F, giving the expression 


or 



(25) 


Since the adiabatic relation between pressure and density is 
assumed to hold, the acoustic velocity may be written in either of 
the two forms 



and the introduction of these values in Eq. (25) gives 
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so that 


dp p V 

dV ~4* 


The substitution of this quantity in Kq. (24) five's for the rate of 
change of area wit h velocity tin* expression 


d/\ 

dV 



This result may ho interpreted by considering the two eases of 
flow in which the velocity is either above or below the acoustic 
velocity and in which Mach's number is therefore either greater 
or lass than one. When A’ u 1 the value of dA/dY is negative, 
indicating that an increase in the velocity causes the stream tube 
to diminish in cross-sectional area hut at a slower rate than in an 
incompressible Huid. When the velocity of the fluid exceeds that 
of sound and Nm > 1, then dA/dY is positive and the stream 
tubes increase in size when the velocity becomes still larger. It 
thus appears that there is a decided difference in the type of flow 
that takes place, depending on whether the velocity is above or 
below the acoustic velocity. 

184. The Venturi Meter for Compressible Fluids. -The theory 
of the Venturi meter for incompressible fluids has been given in 
Arts. 50 and 51 of ( Imp. V and the formulas worked out there are 
satisfactory for liquids, hut when the fluid is a gas the effect of 
compressibility must lx* considered. Applying JOq. (18) to the 
inlet and throat sections, denoted by the subscripts 1 and 2, 
respectively, the following relationship between the corresponding 
velocities is obtained 



The equation of continuity is now piV \Ai = p%V so that the 
velocity at the throat is 

r 2 - P, 4-Vi (28) 

p'2 A 2 

Again assuming an adiabatic relation between pressure and 
density, the ratio of densities is found to be 
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Pi = 
P2 



(29) 


If the area ratio Ai/A« = n, then, substituting this value and 
Eq. (29) in Eq. (28), the throat velocity is 


I 


and the expression for velocity at the inlet obtained from Eq. (27) 
is 



It is convenient to express the velocity in terms of the tempera- 
ture rather than the density of the gas. The value of the velocity 
of sound at the inlet is 



and, since the gas law p/gp = IIT is applicable', the ratio of 
pressure to density at the inlet may bo written as 

Pi = Tj 

Pi po To 


where the subscript 0 refers to some standard condition of tem- 
perature and pressure for which the density p 0 is known. The 
acoustic velocity in terms of the temperature is 


Ci 



and, substituting this value in Eq. (30), the expression for the 
inlet velocity is found to be 


2k 


Ei = 


2 

_ £»( p*y 

i p±\pj 


i - 1 


F* 


* 

\Pi/ 


ir 


-j' 


T i 


(31) 
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If the cocfficici' 1 ' of (lio iompoi-al mv tonn yT,/T„ is represented 


JLX v *"* , . 

by Y then the velocity IS equal to 

r, v. I 


\ r„ 


(32) 


Values of V for sir under the conditions of 700 nun. mercury 
pressure and a tempera! mv of 0 ( \ have been calculated 1 for 
several values of n and values of p«/p , ranging from 1 to 0.6. 
These values an 1 given in Table X I. in general a Venturi motor 
should be calibrated against some other method of measuring 
velocity or discharge, but the theoretical formulas serve to indi- 
cate the nature of the results that may he expected. 


T .\ in.!-; XI. Vua ks ok }\ Ft. i*kk Sue. 


p*/p* 

11 4 

n 9 

n - 10 

0.9908 

1 71 

2.05 

X . 150 

0.999 

10.00 

•1 .59 

2.57 

0.995 

28 05 

10.24 

5.74 

0.99 

88 81 

M.ll 

8.09 

0.98 

10 IS 

20.8 

11.88 

0.95 

72.8 

21 .0 

17.7 

0.90 

99.8 

42.4 

24.8 

0.80 

181 7 

57.5 

82.2 

0.00 

157 9 

09 .8 

88.9 

Computed on 1 li<* 
ft = ] 4.(i!>2 )I)./:i(|. 

Mssumption.s pv 

in. 

II 

g 


po - 0.0012928 g. 'cm. 3 at 700 nun. and 0"<\ 

It is found that the theory of the Venturi meter based on the 
assumption of an incompressible fluid gives satisfactory results 
for a gas only when the pressure ratio }h/pi is close to unity. 
The inlet velocity in the case of an incompressible fluid as given 
by Eq. (30), page 07, is 



For purposes of comparison with Kq. (31), the pressure ratio 
pa/pi may lx* introduced. Putting K = a/V ( n2 “ 1)> 
expression for tin* inlet velocity is 
1 Buckingham, K. t The Theory of the Pitot and Venturi Tubes, NACA 
Tech, Rapt., voL 1, no. 2, p. 110, 1010. 
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An inspection of Eqs. (31) and (33) shows that for p 2 /pi = y 
Vi — 0 in both cases. For other values of p-,/j> l a comparison 
is difficult except by consideration of a numerical example. 
Suppose that a Venturi tube has an area ratio of 4 and is placed 
in an air line. The pressure and temperature at the Venturi 
inlet are 14.7 lb. per sq. in. and f>9°F., respectively, so that 



Pi 

Fig. 236. — Effect, of compressibility <m Venturi tube charaetmistics. 

Ci = 1120 ft. per sec. The value of k is taken as 1.406 and the 
velocities are computed for values of p»/p t running from 1.0 to 
0.9, using formulas (30) and (33), the results being plotted graph- 
ically in Fig. 236. It appears from the figure that the error in 
using the incompressible fluid formula is less than, say, 3 per cent 
only when the pressure ratio is greater than 0.951. 

When the same meter is used in a water line, formula (33) gives 
satisfactory results for a much larger range of pressure ratios? 
SUact conditions seldom arise in practice where this formula is 
not suitable for use with liquids. For gases it is in general 
difficult and unsafe to draw any exact conclusions about the range 
of pressures in which compressibility may be neglected except 
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by consideration ol specific eases, as in the above example. 
Although formulas (SO) and (31) are considerably more com- 
plicated than IOq. (S3), the* use of the first two is advisable for all 
gases while the latter expression should be employed only with 
liquids. 

Problem 369. A Venturi motor having an urea ratio of 3 is installed in a 
6-in. air line. The pres.su res at the inlet and throat are .1 45 lb. per sq. in. abs. 
and 133 lh. per sq. in. abs., respectively, and the temperature at the inlet is 
80°F. What are the velocity at the inlet and the weight discharge? 

370. A Venturi under having an area ratio of 2.5 is placed in a pipe line 
carrying acetylene. At the inlet the pressure is 110 lb. per sq. in. abs. and 
the temperature is 7i>“P\, while at- the throat the pressure is (a) 105 lb. per 
sq. in. abs. (h) 9(>.S 11). per sq. in. abs. Determine the inlet velocity in each 
case, assuming the gas io be incompressible and then compressible. For 
acetylene 11 59.3*1 ft. per "K. 

185. Resistance in Compressible Fluids.— There are a number 
of important problems in which velocities greater than that of 
sound may be attained. For example, these may be cases where 
solid bodies move* through a large expanse of fluid at high speeds 
that exceed the acoustic- velocity. Examples are found in the 
flight, of rifle bullets and the motion of the elements of high-speed 
airplanes. Tin* problem of determining the effect of compressi- 
bility on the resistance of such objects at speeds both above and 
below the acoustic velocity will now be discussed in detail. 

As in the discussion of viscous and wave resistance, the methods 
of dimensional analysis may be employed advantageously in 
obtaining a general resistance equation for high-speed motion. 
It is now assumed that the* resistance depends on the density of 
the fluid, the projected area of the body and its velocity, as before, 
and in addition on the rate at which pressures are propagated 
through the fluid, in other words, on the velocity of sound. Thus 
the formula, for the drag of a body becomes 

I) « h>p*A*V*<f (34) 

in which a, 6 , d, and e are unknown exponents. The introduction 
of the dimensions of the various quantities involved in this 
equation leads to the* expression 
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On equating separately the <>xponeuts of mass, length and time 
for the two sides of the equation, three simultaneous equations 
are obtained which arc as follows: 

1 = a 

1 = — 3« + 2 b + (I + c 
— 2 = —d — e 

The solution of these equations gives for tin- exponents of Eq. (34) 
the values 

a = 1 
d = 2 - e 
b = 1 

so that the value of the drag is then 

D = k,>pAV-~ r <: r = ki,pAV-^yJI (35) 

or, in terms of the dynamic pressure and Mach's number, 

I) = C/r^'A^N'it (36) 

It thus appears that Mach's number plays an important partin 
determining the resistance of a body moving through a (compressi- 
ble fluid. 

186. Motion at Subsonic and Supersonic Velocities. “--The 

dimensional analysis used in deriving Kq. (30) does not make any 
distinction between flows at velocities above and below the veloc- 
ity of sound. Only the investigation of Art. 183 on the behavior 
of stream tubes is available as an indication that the value of 
Nm = 1 forms a demarcation between two radically different 
types of flow with correspondingly different values for the func- 
tion of Mach's number that appears in Kq. (36). Some further 
insight into this problem may be obtained by considering the 
cases of an infinitesimal particle or point disturbance moving 
through a fluid, first at a subsonic and then at a supersonic veloc- 
ity. The first case is illustrated in Fig. 237. Point A represents 
the initial position of the particle assumed to be traveling along 
the line AB with a uniform velocity V which is loss than the acous- 
tic velocity c. At the instant the particle passes point A } a 
pressure wave having a spherical front with point A as its 
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center is produced. '*''>>* u av, ‘ tra.vcls outward in all directions 
ff ith the velocity r so llial, if Ihe particle reaches point B in time 
t the radius of the wave front will (hen be cl, while the distance 
= 17. 'Hie intermedin I e points between A and B are sources 
of other spherical pressure waves but, since the initial wave 
starting from .1 is moving; faster than the particle, these will 
always he contained within the sphere of radius cl. 

When the particle moves at a supersonic velocity, the situation 
is as illustrated iu Fig;. 2dS. As in the previous ease a spherical 




.•1 


fry 


17 i 

I If _> 1 

- .WV t 



Fi«. Wiht front !*y a partirlo moving at- Huhflouic velocity, 


pressure wave originates at *1 at the instant the particle passes 
that point, but in tin* time / required to reach point B the particle 
traveled a greater distance than the radius of the sphere 
whowe center is at. A. Spherical waves also emanate from the 
intermediate* points between A and H and have radii which arc 
proportional to the distances oi these points from B, Thus the 
entire system of spherical pressure waves combines to forma 
conical front with its vertex at H . The lmlf angle a at the vertex 
of this coat* is readily shown to be equal to 


at : sin 


rt 

Yt 


■Sill 


Sill" 


AT, 


f 


The angle a is commonly known us Much’s tingle. 

The fundamental difference between the two types of nv 
may perhaps he clarified by the following discussion. In t f 
of subsonic, velocities the particle or body is able to tele 
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ahead, by means of the pressure waves which it sets up, the fact 
that it is approaching so that the upstream particles of the fluid 
have an opportunity to adjust themselves at least partially to the 
motion before the body reaches their positions. On the other 
hand, when the body moves at a supersonic velocity these pres- 
sure waves fall behind so that, as the body comes in contact with 
the fluid particles which were initially ahead of it, a considerable 
shock is involved. For this reason the conical wave front shown 



Fig. 238. — Wave front produced by a particle moving at supersonic velocity. 

in Fig. 238 is known as a shock wave. Actually the shock wave is 
a form of discontinuity and in real fluids, such as air, has a finite 
thickness. Conditions within the shock wave have been the 
subject of considerable study 1 but this problem is too advanced 
for treatment here. 

187. Effects of Compressibility on Resistance. — Although the 
discussion of the preceding article was based on a study of the 
motion of an infinitesimal solid particle, the conclusions reached 
are in general applicable to bodies of finite dimensions. It would 
thus seem that there would be a considerable difference in the 

Baylor, G. I., and J. W. Maccoll, “The Mechanics of Compressible 
Fluids,” Div. II, vol. II, of “Aerodynamic Theory,” edited by W. F. 
Durand, Julius Springer, Berlin, 1935. 
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values of t.ho resistance coefficient of :i body for velocities above 
and below tbo acoustic velocity. Experimental verification of 
this supposition is shown in Fig. 239, 1 in which the drag coefficients 
for two artillery projectiles as obtained from the equation 

I) = Cf—A 

are plotted against. Mach's number. In this equation the coef- 
ficient Ci, is equivalent to of Eq. (36). The curves 

show that there is a sudden increase in the value of Cz> in the 



0/T 0.8 1.6 2.0 2.4 2.8 3.2 

N M 


Km. 2 39 . Variation of C» with Nm for artillery projectiles. 

neighborhood of Nm « I. It is also interesting to note how the 
sharp nose of projectile a causes an appreciable drop in the value 
of C I, beyond Nm - 1.2, although it never becomes so low as the 
values for speeds well below that of sound. The higher drag of 
the cylindrical projectile is due to the fact that its blunt nose pro- 
duces a stronger shock wave than that of the sharp-nosed shell. 

A photographic method available for the study of the external 
form of shock waves was originated by Topler 2 and has yielded 

1 Figures 239, 240 and 241 arc reprinted from the article by J. Ackeret, 
“Gasdynamik,” in “Handbueh der Physik,” vol. VII, pp. 336-338, Julius 
Springer, Berlin, 1927. 

2 Ewald, i\ I\, T. PoHcim and L. Prandtl, “The Physics of Solids and 
Fluids,” p. 261, Blackie & Son, Ltd., London, 1930. 
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some extremely valuable results. The procedure, known as the 
schlieren method, consists in passing light through the region of 
the gas in motion. Because the refraction of light by the gas 
depends on the density of the latter, the flow when illuminated 



Fig. 240 . — Schlieren photograph of flow produced by a Hharp-nonod projectile 
moving at. a .supersonic velocity. 



Fig. 241 . — Schlieren photograph of flow produced by a blunt-nonod projectile 
moving at a supersonic velocity. 


in this manner and photographed gives a picture in which the 
shock waves are represented by sharp, dark lines. Photographs 
of this kind are shown in Figs. 240 and 241 for sharp- and blunt- 
nosed projectiles similar in shape to those for which the drag 
coefficients are given in Fig. 239. 
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In the case of the sharp-nosed shell the forward shock wave 
appears to be essentially a, straight line running out from the tip 
so that the value of Mach’s angle can be readily determined. 
Such measurements, along with the use of Eq. (37), make it 
possible to determine Mu* value of Mach's number for the motion 
and consequently the speed of the projectile. The shock wave 
formed at the nose of the blunt shell is not so sharp nor is its con- 
tour a straight line but, if the measurements of Mach's angle are 
based on the straight portions of the wave behind the shell, 
fairly accurate speed determinations can be made. 

The resistance of a. high-speed projectile is in general a function 
of both Mach’s and Reynolds’ numbers but, because of the high 
values of the latter, compressibility is usually a considerably more 
important factor than viscosity. Thus it is to be expected that 
the forms of bodies of minimum drag will not necessarily be the 
same as those discussed in (.'hap. XII where viscosity alone was 
considered. The data shown in Fig. 239 illustrate the importance 
of using a sharp nose for a shell. More detailed information of 
this kind is presented graphically in Fig. 242, in which the drag 
coefficients of shells with different-shaped noses are plotted against 
Mach’s number. The nose contours are defined by the radii 
shown in the accompanying table. It Is apparent from these 
curves that an increase in the small radius at the nose leads 
to an appreciable increase in the value of CT for Mach's number 
greater than unity, while, for velocities just below that of sound, 
small variations in this radius are of little importance. At much 
lower velocities, not shown in Fig. 242, the shape of the nose is of 
considerable importance in determining the drag of the shell. 
In this region viscosity is again the governing factor and the ideal 
shell has a well-rounded nose of the type represented by shell a 
of Fig. 242. 

The shape of the base of the projectile is of considerable impor- 
tance at subsonic velocities, and at these speeds the resistance is 
appreciably lowered by the addition of a streamlined tail. How- 
ever, at supersonic velocities the shape of the tail does not have 
much effect on, the drag. The reason for this lies in the fact that, 
when the acoustic velocity is reached in the wake, the pressure 
there drops nearly to zero so that this region is almost a perfect 
vacuum. A higher speed cannot produce any greater reduction in 
pressure in the wake and the eddy-making drag therefore remains 
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almost constant with further increases in speed and is practically 
independent of the shape of the tail. 

The use of a fully streamlined tail on an artillery projectile 
presents certain mechanical difficulties in firing. Such a shape 
also has the aerodynamic disadvantage of being considerably more 
unstable than the flat-tailed shell. It is difficult to maintain its 



Fig. 242.- — Effect of nose radius on resistance coefficient of projectiles. (F. R • 
W. Hunt , “The Reaction of the Air to Artillery Projectiles," in “ The Mechanical 
Properties of Fluids" Blackie A. Bon, Ltd., London , 10 23.) 


path of flight in a vertical plane and the accuracy of gun fire 
with such shells is considerably reduced. A compromise solution 
to the problem has been obtained by the use of shells of a so-called 
boat-tail form, the rear ends having a slight taper of from 5 to 
10 deg. for a short distance so that a longitudinal section resembles 
the plan view of a boat hull. These shells are very stable and 
show appreciably lower drag coefficients than the flat-tailed shapes. 1 

1 For a more complete discussion of the application of fluid mechanics, 
the reader is referred to the article, “The Reaction of the Air to Artillery 
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188 . Effects of Compressibility on the Lift and Drag of Air- 
foils.— Although the remarks of the preceding article were con- 
cerned with the effect of compressibility on the resistance of 
projectiles, the results given therein are in general applicable to 
bodies of all forms. In the wise of lifting elements such as air- 
foils, the problem is further complicated by the fact that com- 
pressibility ha,s an effect on the lift force as well as on the drag. 

It may be shown that the presence of a lift force in general 
tends to aggravate the effect of compressibility. On the upper 
surface of an airfoil which is producing a certain positive lift as a 
result of its motion relative to the air, there is, as was shown in 
Art. 71, a considerable increase' in local velocity over that of the 
undisturbed stream. For instance, it is not at all unusual to find 
experimentally that the negative pressure on the top of an airfoil 
may he as low as the pressure of the undisturbed stream dimin- 
ished by four to five times the dynamic pressure piFr/2. Thus 
the pressure j> t on the airfoil in terms of conditions at point 1 in 
the undisturbed stream is 

ic - p. - (38) 


The substitution of this value in lOq. (18), page 368, gives for the 
square of tlu** velocity at the point on the airfoil 



The value of local velocity at point 2 is readily found by taking the 
square root, of both sides of JMq. (39). Putting kpi/pi = <V and 
Vi/ci = N in the term inside the brackets, this expres- 
sion becomes 


IV 


2c i 2 3 
k ~~ it 


1 - ~~( A ,,,) 2 


fc-1 

k 


(40) 


Inasmuch as Mach’s number appears to be a significant factor 
in connection with high-speed motion, it is now proposed to 
determine the value of this quantity for the conditions prevailing 
at the point on the airfoil. In the undisturbed stream the 

Projectiles" by 1’. It. W. Hunt, Chap. X, “The Mechanical Properties of 
Fluids,” Blaeki'o <& Hon, Ltd., London, 1923. 
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acoustic velocity is ci = s/lcpt/pi and in this region Mach’s 
number is 

Nm • “ ci ( 41 ) 


A.t point 2 both the pressure and density have values different 
from those existing at point 1. The acoustic velocity at point 2 is 
d = -y/kpt/pi and, after substituting the value of p« as given by 
Eq. (38) and maldng use of the adiabatic law, pi/pi k = p«/pz k , the 
value of this velocity is 

4-1 
' 2k 

(42) 


«2 = Cl 


nk 




Mach’s number at point 2 is the quotient of Eq. (40) divided by 
Eq. (42) and is equal to 


N* t 


h 

Ci 




. - ^ - 1 


k ~ J 

1 t 'H'kfir \ *> 2k 
^i| i ” ■ o (N wi)“ 


or 


(A^) 2 - 


l - ur(M,„)“ 


A’ — 1 

' ~k 


Nm % = ^ 


i - ~{N u y 


k~ l 
' life 


(43) 


The two values of Mach's number given by Eqs. (41) and (43) 
are referred to, respectively, as the Mach's number of the undis- 
turbed stream and the local value of Mach’s number. 

The significance of the result given in Eq. (43) is best brought 
out by means of a numerical example. The flow of air will be 
considered in which ci = 1120 ft. per see., pi = 2116.8 lb. per 
sq. ft., pi = 0.002378 slugs per cu. ft., k = 1.406 and n = 4. 
The results of computations with Eq. (43) for several values of 
Nm x are shown graphically in Fig. 243, in which N m. x has been 
plotted against Nm v It appears from those calculations that the 
velocity at the low-pressure point on the airfoil exceeds the cor- 
responding velocity of sound when the value of Mach’s number for 
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the undisl.u rl>(‘< I stream is only 0.383 ami tlu> corresponding veloc- 
ity is 429 ft. per see. 

The curve of Kig. 213 shows that, at a certain value of N Ml , 
flu, tends to become infinit ely large. This limiting value of N s ” 



Fiu. 2*13. Variation of local value of MucIi’h number with its value for an undis- 
turbed airnt-rnum. 


may be found from Kq. (*i8) by putting the denominator equal to 
zero. Its value is 


Nu t - 


2 

nk 


and, for n = 4 and k = 1.406, Nu l =0.594. The corresponding 
value of velocity of the stream is 



The local pressure at point 2 on the body may now be determined 
from Eq. (38) and is equal to 


V 2 = Vi ~ 


n Pl %Pl _ Q 
2 npi 
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The most important conclusion to be drawn from the above 
analysis is that, in the case of the flow of a, gas past bodies such as 
airfoils, local increase's in velocity caused by the body may 
produce reductions in pressure of such a nature that the local 
values of Mach's number approach the critical unit value much 
more rapidly than does the Mach’s number for the undisturbed 
stream. Consequently the effects of compressibility become 
noticeable for values of N m x considerably less than unity. 

Local effects of this type are found on symmetrical bodies such 
as artillery projectiles for which the air reaction is entirely a drag 
force, but they are by no means so severe as in the case of airfoils 
because the reductions in pressure are considerably smaller in 
magnitude. It seems logical to expect that at high speeds the 
drag of an airfoil will vary with velocity in much the same way as 
that of a projectile, with the exception that the effects of com- 
pressibility will be noticeable at. lower values of the Mach’s 
number for the undisturbed flow. 

As to the effect of compressibility on lift, it may be concluded 
on the basis of the preceding discussion that this is in general a 
detrimental one. If the pressure at a point on tin* upper surface 
of an airfoil has dropped to zero, it is obvious that there can be no 
further increase in the suction produced by the element of surface 
at this point with an increase in speed. The lift therefore 
increases at a rate somewhat less than the square of the velocity 
and the lift coefficients computed on the basis of the usual 
“V-squarod” law show a decrease in value. 

Some studies of the flow of compressible fluids past solid bodies 
have been made by means of the methods of theoretical hydro- 
dynamics but this work is for the most part extremely limited in 
its application. The exact effects of compressibility are best 
determined by experimental means, although a basic theory is of 
considerable value in correlating test data and in bringing out the 
significance of the most important factors. 

189. The Compressibility Burble.— The remarks in the pre- 
ceding paragraphs about the effects of compressibility on the lift 
and drag of airfoils have been verified by tests made in high-speed 
wind tunnels. Most of the work doin' in the United States has 
been carried out by the Bureau of Standards and the National 
Advisory Committee for Aeronautics and some typical results of 
tests made at the laboratories of the latter organization are shown 
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ia Fig. 244. The .sections on which the tests were made are 
typical of the kind used for the elements of propeller blades. 
It may be noted from the curves of Fig. 244 that, as the Mach’s 
number ol the airst renin is increased, both the lift and drag coef- 
ficients for any angle ot attack increase slowly until a value of 
JV*, of about 0.8 is reached. Beyond this point the lift coef- 
ficient drops off very rapidly while the drag coefficients show a 
marked increase. This sudden change in the values of the lift 
and drag eoeflieient s is more (dearly shown by means of the curves 



airfoil. (./. Stuck, The .V .1 < M I Hah Speed Wind ! Tunnel and Tests of Six Pro- 
filer Sections, NAt'A Tech, Hvpt. Aiui.) 


of Fig. 245. In this figure the slopes of the lift curves of Fig. 244 
are plotted as functions of Much's number, that is, dC L /da with a 
in radians is plotted against Nm v The minimum drag coeffi- 
cients C/ W are also plotted against Nu r In these tests the 
model extended completely across the air jet so that the coeffi- 
cients shown correspond to wings of infinite aspect ratio and do 
not include' the effects of tip vortices. 

Schlierm photographs of the high-speed flow of air past air- 
foils show that, under the conditions for which this marked change 
in lift and drag coefficients begins, a shock wave originates at the 
nose of the airfoil This phenomenon is known as the com- 
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pressibility burble 1 and is quite similar in character to the shock- 
wave formation found in the motion of high-speed projectiles. 
The compressibility burble is apparently caused by the fact that 
at some point on the airfoil surface the velocity has become 
sufficiently high to cause the pressure to drop to zero. The shock 
wave encloses a region at the rear of the airfoil in which the gas is 



Fig. 245, — Variation of lift-cur vo ulopo and minimum drnK coefficient with 
Mach's number for the 3R0 airfoil. 

in an extremely rarefied state. If the speed of the stream is 
increased, this low-pressure region expands but at a rate which 
is lower than the rate of increase of the* square of the velocity, 
thus producing the decrease in lift coefficient and increase in 
drag coefficient shown in Fig. 245. 

There is some similarity between the conditions producing the 
compressibility burble in a gas and those leading to cavitation in 
the flow of liquids. Both occur at relatively high velocities, but 
the detailed natures of the flows involved in the two cases are 
quite dissimilar. 

‘Stack, J., The Compressibility Burble, N AC, A Tech. Note 543. 




CHARTER XIV 

thermodynamics of compressible viscous 

FLUIDS 


190. Gases Considered as Compressible Viscous Fluids.— The 

discussions of ('Imp. XIII have all boon based on the assumption 
that the fluids under consideration could bo regarded as non- 
viscous. All bough gases have relatively low coefficients of 
viscosity, the fact dial extremely high velocities are often encoun- 
tered makes it, possible that frictional losses may appreciably 
modify the results previously obtained. The introduction of 
viscosity greatly complicates the theory and experimental 
methods are usua lly resorted to in order to determine the behavior 
of compressible viscous fluids. There are, however, a number of 
cases of the How of gases in which both compressibility and 
viscosity can be taken into consideration without unduly com- 
plicating tin 1 analysis. This is particularly true of the flow 
ill pipe lines of constant cross section. The theory to be pre- 
sented in the next, three articles is intended to serve as a founda- 


tion for a discussion of I hat subject.. 

191. Bernoulli’s Theorem for the Flow of Gases.— When a 
stream of gas moves in contact with solid boundaries, the effect 
of viscosity is to produce a resistance to the motion which is 
responsible in part, for the dissipation of the total energy content 
of the particles of fluid. If there are no losses due to friction or 
any other causes, then Bernoulli's theorem, as given by Eq. (13), 


page 367, is 


■ ■ -f ll dz + 
ft 



In this expression each term represents energy per unit mass. 
The energy relation for a unit weight of fluid may be obtained 
by dividing the above equation by g. After putting pg = 1/v, 
where v is the specific volume, the above equation is 

vdp + dz + d ~\ p = 0 
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When corrected for the loss in energy due to the resistance 
to flow, this equation becomes 

v dp + dz + + dE f = 0 (i) 

in which dEf is the energy lost, by a unit weight of fluid. It is 
obvious that some knowledge of the way in which E f varies along 
a streamline must be available before this equation can be 
integrated. In the case of a flow in a pipe the loss may be 
obtained from the resistance formulas developed in Chap. IX. 
However, before considering any special applications of this 
modified form of Bernoulli's theorem, the energy relations involved 
in the flow of gases will bo discussed from another point of view. 

192. The Thermodynamic Equations for Gas Flow. — In view 
of the fact that in engineering work the motion of gases is often 
closely connected with some process involving the interchange of 
heat, it seems advisable, to consider the energy relations from the 
standpoint of thermodynamics. When energy in the form of heat 
is added to a gas, two changes may occur. First, the addition of 
heat may produce a rise of temperature and an increase in. the 
sensible heat content or intrinsic energy of the gas; second, the 
gas may expand against the pressure on the walls of its container. 
This second form of the change of the original heal energy is 
known as external work and is present only when the walls of the 
gas container are flexible or movable. The calculation of the 
intrinsic energy will be discussed in the next article. 

The magnitude of the external work done by a gas during any 
heat transfer may be readily calculated in terms of its pressure 
and specific volume by considering an infinitesimal clement, of the 
fluid in the form of a small cylinder of length /, of cross-sectional 
area dA and of unit weight. Suppose now that, as a result of 
the addition of heat, the element expands in the direction of its 
length to a new value l + dl while the cross-sectional area remains 
unchanged. Then, if the pressure acting on the element is p, 
the work done by this expansion is p dA dl = p dv } since 
dA dl — dv, the change in volume of the element. Furthermore, 
since the element was originally assumed to be of unit weight, v 
represents the specific volume of the gas. 

It is often convenient to represent the changes in pressure and 
specific volume of a gas that occur while it is doing external work 
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byineansof acurvc plotted on n system of rectangular coordinate 
axes, the ahs<*issas represent ing 1 ha .specific volume while the cor- 
responding pressures are plotted ns ordinate. Such an arrange- 
ment is illustrated in Mg. 2B>, (he particular case shown therein 
being a typical eyrie of operations on a ga s. The cycle begins at 
point A where the gas has a certain initial pressure and specific 
volume. The pressure is then increased to that represented by 
point B while the volume remains constant, this process requiring 
the addition of heat. After reaching B the gas is allowed to 
expand first, at constant pressure to (\ after which the pressure 
decreases to tin* condition repre- 


sented by 1). The eyrie is com- 
pleted by compressing tin* gas at 
constant pressure from 1) hack to 
the initial point A. As shown 
above, the external work done by 
a small element or particle of gas 
isp dv so that, in the cycle of opera- 
tions shown in Mg. 2*K> the total 
work done by a unit weight of the 
gas is J'p dv or simply the* area, 
enclosed by the curve A MM) A, 



Fiu. 15*10. -Pxmsuro- volume cliagraB 
for a gun cycle. 


The relationship between heat added, intrinsic energy and 
external work may now be put in the form of an equation 


,/y » ,11 + rf 


( 2 ) 


when applied to an infinitesimal particle of fluid of unit weight. 
In this expression dQ is the heat added externally, dl is 
the increase in intrinsic energy and p dv/J is the external work 
done, J being tin* factor that converts energy in the form of work, 
measured by the product of force* times displacement, into units 
of heat energy. In tin* Hnglish system this latter unit is known 
as the* British thermal unit (B.t.u.) and the ratio between 1 B.t.u. 
and 1 ft. lb. is J « 778. 

In the cast* of a (low in which resistance to motion is involved, 
the energy expended in overcoming resistance is converted into 
heat, which is then added to the gas just as though it came from 
an external source. When this loss is taken into account, 
Eq. (2) must be modified to read 
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dQ + 


In addition to this relation, another expression may bo worked 
out which involves the kinetic and potential energies of the flow. 
In Fig. 247 is shown a portion of a stream tube and consideration 
is to be given to two sections, at the first of which the elevation is 
2 1 , the pressure is p t , the velocity is l'i, the specific volume is 
and the cross-sectional area of the tube is A At the second 
section the corresponding values are^, p.., J' 2 , ?-'» and A..,. The gas 
is assumed to be flowing from point 1 to 2. If the weight of fluid 
flowing through the tube in unit time is \V, then the equation of 

sU continuity may be written in the 
r form 


The <lifT(>rence in energy con- 
<h it tent of the fluid between the two 

| {Datum plane \ levels considered may be deter- 

Fio. 247. — stream tube for the flow mined in two different ways. 

of ‘ lKas ' This relation will first be deter- 

mined by considering the differences in kinetic., intrinsic and 
potential energy between points 1 and 2 as well as the work done 
against resistance to flow. The kinetic energy at any point in 
the stream tube is V-/2g per unit of weightand, since this quantity 
is the velocity head, it will be represented by h. The difference 
in the kinetic energy of the fluid fit the points 1 and 2 is then 


There is also a change in the intrinsic energy of the gas which may 
be written as 


1 1 and h being expressed in units of heat energy. The loss in 
energy due to resistance is i?/ while the change in potential energy 
is Zi — zi. In all cases the energy is computed for a unit weight 
of the gas. A comparison of the total amounts of energy at the 
two sections of the stream tube shows that the energy expended 
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in moving a unit weight of the fluid from section 1 to section 2 is 

E — h 2 hi -j~ J(I 2 I i) + z% — Z\ ~h Ef (5) 

The value of E may also be determined by considering the 
external forces that act on the fluid during the motion. In the 
first place Q units of heat may have been added from an outside 
source which, in units of work, is QJ. The work against resistance 
is converted into heat which is added to the gas so that the work 
equivalent of the total heat added is QJ + E f for each pound of 
gas. Now in a time dt the particles composing the lower face of 
the stream tube of Fig. 247 travel a distance Vi dt , and the pres- 
sure force acting on it, p\A\, does work equal to piAiVidt. In 
a similar way the work done by the pressure force p 2 A 2 acting in 
the opposite direction on area A 2 is p 2 A 2 V 2 dt, so that the net work 
done on the gas between sections 1 and 2 in the time dt is 

piAiVidt — p 2 A 2 V 2 dt 

But from Eq. (4) A 1 V 1 = vJV and A 2 V 2 = v 2 W so that this net 
work is 

(piv 1 — p 2 v 2 )W dt 

During time dt the weight W dt has entered the tube through 
section 1 and an equal amount has left the tube through section 2. 
The last expression may therefore be considered as the amount 
of work done on a weight of gas equal to W dt, so that for a unit 
weight the work done is 


P 1 V 1 ~ p%v 2 


The total amount of energy expended on a unit weight of fluid 
is thus equal to 

E = piVi — p 2 v 2 + QJ + E/ (6) 


When this value of E is equated to that given by Eq. (5), the 
term representing the work done against resistance disappears 
and the equation may be solved for Q with the result 



h 2 — hi + J (1 2 — h) + 22 — 21 + P 2 V 2 — Piv 1 


(7) 


If the portion of the stream tube between sections 1 and 2 is 
of infinitesimal length, then the heat added externally is dQ 
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and the various differences on the right side of Eq. (7) may be 
replaced by their corresponding differentials so that 

dQ = j dh + J dl + dz + d(pv) 

If the values of dQ obtained from Eqs. (3) and (8) are equated 
the expression 

dh + dz + v dp + dK f = 0 (g) 

is obtained, the differential d(pv) having been put equal to 
p dv + v dp. Now recalling that h = V 2 /2g, the velocity head, 
Eq. (9) may be written as 

^ + dz + V dv + dEf ” () ( 10 ) 

which is exactly the same as Bernoulli's theorem given by Eq. (1), 
It thus appears that the thermodynamic, method of attacking 
the flow of gases and the mechanical method employed in the 
problems previously discussed are essentially the same because 
they lead to the same fundamental equation. This .might have 
been anticipated since the equations obtained in each case are 
simply statements of the principle of conservation of energy. 
In studying the flow of gases then* an* certain types of problems, 
particularly those in which the loss is considered, in which the 
use of the thermodynamic, method has some advantage. In 
such problems Bernoulli's theorem in the form of Eq. (10) will 
be employed along with the thermodynamic relationship given 
by Eq. (3). 

Problem 371. Determine the external work done by a unit, weight of gas 
in expanding from a pressure p\ to a pressure p-> if (lie* expansion takes place 
isothcrmally. Express the results in terms of the initial and final pressures 
and the initial specific volume v t . 

372. Determine the external work done by a unit weight of gas in expand- 
ing adiabatically from a pressure p t to a pressure if the corresponding 
change in specific', volume is from v\ to v->. 

373. A cylinder contains 3.5 lb. of air at a pressure of 100 lb. per sq. in. 
abs. and at a temperature of 95°F. The air is allowed to expand isothermally 
until the volume is twice its original value. Determine the final pressure 
and the external work done by the gas. 

374. Solve Prob. 373 when the expansion is adiabatic. 

375. A compressor does 450,000 ft.lb. of work on 1 lb. of a gas in 
compressing it adiabatically from a pressure of 15 lb. per sq. in. abs. The 
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density is initially 0.0014 mIurh per cu. ft. and k = 1.32. Find the pressure 
and density after comproHsion. 

193. The Intrinsic Energy of Gases.— In the first part of Art. 
192 it was shown that, the external work clone by a gas is equal to 
pdv for a unit of weight. It is now necessary to find a similar 
expression for that portion of the heat added to a gas which 
is taken up in increasing its intrinsic energy. For the moment no 
distinction will he made between heat added to the gas from an 
external source and that generated in overcoming resistance, so 
Eq. (2) may be used. This expression, when applied to a finite 
volume of gas, becomes, after integration, 

i r ,s 

Q - h - h + j\ v dv ( 11 ) 

where the subscripts 1 and 2 denote the initial and final states, 
respectively. If heat is addl'd to the gas and the volume is 
maintained constant, then obviously the external work is equal 
to zero and all the heat added will be utilized in raising the 
temperature. Under such conditions Eq. (11) becomes 

Q = c,(T, - TO =h-h 

in which c„ is the specific heat of the gas at constant volume and 
T i and T 2 are the initial and final absolute temperatures. In 
this case the change in intrinsic energy of the gas is measured 
directly by the change in temperature. This is true whether 
the heat is added at constant volume or otherwise. That is, 

7 * - h = c»(T 2 - TO ( 12 a) 

or, in differential form, 

dl = e, dT (12b) 

The change in intrinsic energy is always directly proportional 
to the change in temperature. 

When heat is added and the pressure is kept constant, Eq. (11), 
after integrating and substituting h — h f rom (12a), 
becomes 

cv(T s - TO = c v (T* - TO + 


( 13 ) 
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c p being the specific heat at constant pressure. But the equa- 
tion of condition for a perfect gas [Eq. (12), page 6] is pv = Rf 
so that 


V(v 2 - vi) = R(T 2 - T i) ( 14 ) 


After substituting p(v 2 — Vi ) from Eq. (14) and dividing out the 
term T 2 — T i, Eq. (13) becomes 


c p c v 


R 

J 


(15) 


Now the change in intrinsic; Cinergy in any type of expansion, 
found from Eq. (12a) by introducing the values of '1\ and T<> from 
the equation of condition, is 

h - h = ~ PivJ = j j { (v 2V2 - 


After substituting the value of J/Ii from Eq. (15), this expression 
becomes 

h-h- jfchcj to** ~ = J{b h i)(^* - pm) 

(16a) 


where k = c p /c v is the ratio of specific; heats at constant pressure 
and constant volume. This equation may also be written in the 
differential form 


dl = 


d(pv) 
J(k - 1) 


(166) 


By means of Eq. (16a) or (165) the intrinsic energy change 
involved may be expressed in terms of the changes in pressure 
and specific volume. With these preliminary developments 
completed, special problems in the flow of gases may now be 
discussed. 


Problem 376. What is the change in intrinsic, energy of a gas if its 
temperature is increased from 60 to 220°F. ? R is 55.0 ft. per °F. and k = 1.40. 

377. Air at a pressure of 14.7 lb. per sq. in. abs. and a temperature of 
60°F. absorbs 25 B.t.u. of heat per pound, during which process the 
temperature rises to 130°F. Determine the change in intrinsic energy and 
the external work per pound of air. 

378. What is the change in intrinsic energy of 1 lb. of air if it expands 
adiabatically from a pressure of 210 lb. per sq. in. abs. and a temperature 
of 110°F. to a pressure of 15 lb. per sq. in. abs.? What is the amount of 
external work done by the gas during this expansion? 
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194. Low-velocity Flow in Pipes at Constant Temperature.— 

The motion of gases in tubes of variable cross-sectional area is 
too complex to be considered here, but the flow through pipes 
of constant cross section presents a problem that is relatively 
simple in its treatment. Let it, be assumed that a pipe line is 
so located that the temperature of the gas remains essentially 
constant and that the velocities of flow are so small that the 
kinetic energy may be neglected. Bernoulli’s theorem as 
represented by Eq. (10) then becomes 

<lz + v dp + dE, = 0 (17) 

Now the loss due to resistance for a length of pipe dl, correspond- 
ing to the change in elevation dz, as given by Eq. (20), page 202, is 


dE, =/ 


dl F_ 2 
D 2 g 


where / in general is a function of the Reynolds’ number. The 
symbol D is used here for the diameter in order to avoid confusion 
with the differential symbol d. As long as the temperature is 
constant it may be shown that the Reynolds’ number and there- 
fore the value of / remain unchanged. At constant temperature 
the coefficient of viscosity is constant and the Reynolds’ number 
will be affected only by changes in the velocity and density. 
The relation between those last two quantities may be found 
from the equation of continuity 



or 


v = 


AV 

W 


The density is p = l/gv and substituting the above value of v 
gives p = W J A Vg. The Reynolds’ number is then equal to 

N = pVD = WD 
R p Agy. 

This equation shows that, for a given weight discharge, pipe 
diameter and temperature, N It is constant. Hence the friction 
factor / is also constant. 

The heat relationship for this problem, as given by Eq. (3), is 
^ , dE, _ pdv ns'i 
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dl being equal to zero when the temperature is constant. The 
right-hand member of this expression may be written as 

p dv _ (p dv + v dp — v dp) __ d(pv) v dp 

t " r ~ ~ :r j 


But from Eq. (166), — = (k — 1 )df = 0 since in this 

dl = 0. Then pdv/J = —vdp/J. Substituting this in 
(18), it becomes 


dQ + 


dE 


f __ 




case 

Eq. 

( 19 ) 


A comparison of Eqs. (17) and (19) shows that dQ is equal to 
dz/Jj that is, the energy added in the form of heat from an 
external source must be exactly equal to the change in potential 
energy due to the rise in the pipe line. If the pipe line were 
horizontal, then dz = 0 and no heat would be added. In these 
cases the heat generated internally in overcoming the resistance 
to flow is completely utilized in doing external work on the gas 
and produces changes in pressure and density in the pipe line. 

In order to determine the value of tin* velocity or pressure at 
any point in the pipe, it is necessary to introduce the equation of 
condition of the gas for the isothermal state, that is, 


pv = piVi = p*v« = IiT (20) 

It will be assumed that the pipe line is straight and slopes upward 
at an angle a with the horizontal so that the relation between 
elevation and length is 


z = l sin a or dz = dl sin a (21) 


It is now desired to evaluate the term v dp in Eq. (17). From 
the equation of continuity the specific volume is v = AV/W. 
The pressure at any point, as given by Eq. (20), is then 


V 


piV\ 

v 


V iv\ 


W 
A V 


the subscript 1 being used to indicate conditions at the entrance 
to the pipe where l and z are taken as equal to zero. The differ- 
ential of the pressure obtained from this last expression is 


dp ~ —p\ V 


WdV 

L Jp 
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and finally the desired term is 

„ ({v = ( Al i]( ' -P*iW dV \ dV 

1 \W\ — )=-pm-y 

The introduction of this expression into Eq. (17), along with dz 
from Eq. (21) and the value of dE f , gives a differential equation 
in terms of the variables l and V in the form 

dl sin or - p lVl ~ + = 0 (22, 

This equation is readily put into the form 


dl 



PlVl 

V 2 


D 2 g 


+ sin 


in aj 


i dV 


which can be integrated, and for the limits 0 and l, where the 
velocities are Fi and F», respectively, it becomes 


PjVj | 
2 sin i 


log. 


/Ex 2 

M D 

Vii f TV 
\D 2 g 


+ sin a' 
+ sin a i 


(23) 


This result may also be given in terms of the initial and final 
pressures by means of a simple transformation. From the 
equation of continuity 

__ A 2 V 2 

' “ Vi 


and since A\ = A 2 the velocity at the outlet is V 2 = Viv 2 /vx. 
But from Eq. (20) v t /v\ = P 1 /P 2 and therefore F 2 = piVi/p 2 . 
Also from the equation of continuity Fi = Wv x /A so that 
y 2 = Wv\pi/ Ap% The substitution of these values in Eq. (23) 
gives the following equation for the length of pipe between the 
points where the pressures are pi and p 2 : 


/ 


PlVl 

2 sin a 


log. 


1 pi 2 sin a 


\p 2 2 sin a 


fW 2 v,W 

+ '_2 gDA 2 

fW 2 vi 2 pi 2 
* 2gDA 2 


(24) 
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For the special case of a pipe with its axis vertical and the gas 
flowing upward, a = 90 deg. and JOqs. (23) and (24) become 


and 


PlVi 


log. 


/ 1 r 

I'Y D 2 g 
V?J IV 
D 2 g 


+ 1 
+ 1 


Ml i () ,r 

2 w 


Pl ^ 2gI)A- 


p 2 2 + 


fW'vrpr 

2gi)A' 2 


(25) 


(26) 


These formulas might be considered as applicable to the calcula- 
tions of gas or air flow in chimneys and mine shafts. 

The case of a horizontal pipe (a = 0) loads to an indeterminate 
expression of the form 0/0 for Eqs. (23) and (24); while the 
limiting values may be found, it is simpler to return to Eq. (22) 
which now becomes 

dV .dl V 2 n 

+ f D2g = 0 

Dividing through by p\v i.K 2 , this expression becomes 

(IV fdl 

F 3 2(jl)p\Vi 


and, after integration and substitution of the proper limits and 
noting that piVi is constant, 


_1 , m 

V{ 2 (jl)piv 


Making use of the relations between pressures and velocities, 
as was done in transforming Eq. (23) to Eq. (24), the result 
obtained is 


Pi 2 - P 2 2 = flVi 2 
Pi 2 gDpiVx 


(28) 


The pressure at point 2 is 
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These special cases o 1 Hu* horizontal and vertical pipes have 
been worked out by Homier 1 but his solutions are presented in a 
slightly different h>nn. When tin* velocities of flow are such 
that the kinetic energy cannot bo neglected, the differential 
equation to he solved becomes somewhat more complicated and 
the solution of this problem will not lx* discussed here. 2 

Problem 379. Air Hows through a smooth 4-in. horizontal pipe 1000 ft. 
long, the inlet conditions being as follows: pressure = 125 lb. per sq. in. 
abs., temperature t\ SO' K, veloeity \\ 120 ft. per see. Determine 

the pressure drop for every 250 ft. of pipe length when (a) the fluid is assumed 
incompressible, (/>) tin* fluid is compressible and t he temperature is constant, 

380. Show by expansion in a series that for small values of flViW/gDApi 
the pressure drop in a horizontal pipe line with isothermal flow is approxi- 
mately the* same as that given by the Darcy formula based on the assump- 
tion of an incompressible fluid. 

381. A gas enters a. smoot h 3-in. horizontal pipe at 175 lb. per sq. in. gage, 
a veloeity of 95 ft. per see. and a density of 0.040 slugs per cu. ft. The pipe 
discharges into tin* open atmosphere. What is the maximum allowable 
length of the pipe? H 35.1 ft. per "F. and p = 4.53 X 10" 7 slugs per 
ft. see. 

382. (las enters tin* base of a 3-ft. stack at 175°F., the rate of delivery 
being 9 lb. per see. The pressure at Mu* upper end is atmospheric (14.70 lb. 
per sq. in. ahsj while at tin* entrance it is 14.72 lb. per sq. in. abs. Deter- 
mine the maximum allowable length of stack and the inlet and exit velocities 
with this length, H 40.0 ft. per "K. and / ~ 0.0227. 

195. Flow of Gas in Insulated Pipes. —When gas flows through 
a perfectly insulated pipe no heat can be added or withdrawn 
from the gits through tin* pipe walls. Thus the thermodynamic 
process involved is an adiabatic one. The heat generated in 
overcoming the resistance to the flow is, however, absorbed by 
the gas and consequently the relation between pressure and 
specific volume is not of the* form 'pv k ~ constant. The general 
case of an inclined pipe* in which the kinetic energy of the flow 
is taken into account involves the solution of a rather com- 
plicated differential equation 3 and only the case of a horizontal 
pipe will be discussed here. In this problem the change in the 
intrinsic*, energy of the gas is not equal to zero but has the value 

1 KesmijJbu, M, A Study of the Data on the Flow of Fluids in Pipes, Trans. 
A.S.M.FJ., JlydraulicH Div ., 1933. 

2 Stodola, A., “Steam and Gas Turbines," vol. I, p. 60; vol. II, p. 1025, 
McGraw-Hill Book Gompany, Inc., Now York, 1927. 

s Grahiiok, l\, “ Tlieoretische Maschinenlehre,” vol. I, p. 594, Leopold 
Voss, Leipzig, 1875. 
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given by Eq. (166). Noting that <]Q = 0 , the fundamental 
heat-energy relation of Eq. (3) beeomos 

__ (bp dv + v dp) 
b - 1 


For a horizontal pipe Bernoulli's theorem from Kq. (10) is 

^2 g ^ ^ v< ^ } + ” () (30) 

and, with the introduction into Kq. (-?()) of 1 he above value of dB f} 
this expression becomes 

d(V*).kd(pv) n 

or 

d(V") = . 2k<J <I(pv) 

K 


The integration of this equation between the limits (‘or responding 
to the inlet of the pipe and to any other point gives the result 

E 2 ~ Er = - pv) (31) 


The frictional-loss term is now assumed to have the same form 
as in the constant-temperature problem of the preceding article; 
in other words, the friction factor/ is still regarded as a constant. 
Under this assumption Kq. (30) becomes 




or, after adding and subtracting p dv, 

- V <iv + / f } 2 f/ = 0 ( 32 ) 

The value of pv as obtained from Eq. (31) is 

% V - Kfl 


pv = p 1V1 


(33) 
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It has already been mentioned that the pressure-volume 
relationship for this flow is not of the type pv k = constant. The 
actual form of the equation of state may be obtained from Eq. 
(33) and is 


(k - 1)F 2 (k - 1)7,2 


(34) 


or 


pv 

Now the quantity 


1 + 


(k - 1)7 2 
2 kgpv J 


= constant 


kgpv = — = c 2 


c being the acoustic velocity corresponding to the pressure p . 
Thus the equation of condition becomes 

= constant (35) 

in which N M is Mach’s number. If N M is small, the relation 
between specific volume and pressure is approximately of the 
form 

pv = constant 

and, on comparison with the general gas law 

pv = RT 


it appears that this would be a case of constant temperature. 
In many cases the term involving Mach's number is not negligible 
and the pressure-volume relation is correctly given by either 
Eq. (34) or Eq, (35). 

As an example, the pressure-volume diagram for the case of 
methane is shown in Fig. 248, the values of k and R being taken 
as 1.32 and 96.31, respectively. The initial conditions are 
assumed to be as follows: pi — 150 lb. per sq. in., ti = 100°F., 
Vi/ci = N Ml = 0.075. The pipe diameter is 6 in. From the 
equation 

PiVi = RTi 

in which T\ is the absolute initial temperature, the initial specific 
volume is found to be 
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RT X 



= 2.495 on. ft, ./lb. 


For the necessary computations Eq. (34) may be used but it is 
first advantageous to introduce the weight discharge in place 
of the velocities. From the equation of continuity V = Wv /A 
so that the initial velocity is Fi = Wv\/A. The substitution of 
these values in Eq. (34) gives 


. (k - 1 )WV , (k - 1) JF'-rr 

pv + - = P> p * + — o#:;: ... * (36) 


2kg A - 


2kg A - 


111 order to determine W it is necessary to find the value of V\ 
from the given value of N m v The aeoustie velocity at the 
entrance to the pipe is 

Ci = 's/hgyxVi — 1512 ft./see. 

so that 

Vi = Nufi i = 0.075 X 1512 = 113.5 ft, /see. 

For a 6-in. pipe the cross-sectional area is 0.196 sq. ft. and the 
weight discharge is 


W = 


AVi 

Vi 


0.196 X 113.5 
2.495 


S.90 lb. /see. 


The curves for isothermal and adiabatic expansion represented 
by the equations pv = constant and pv k = constant, respec- 
tively, are also shown in Fig. 248 for the same initial conditions 
as given above. Those curves show that, except, for relatively 
low pressures, the gas follows the isothermal curve very closely 
so that the assumption of a constant friction factor /is probably 
not far from the truth. The third curve representing the 
adiabatic expansion falls considerably below the other two and 
cannot be considered a good approximation of that given by the 
exact equation. 

196. Limiting Conditions for Gas Flow in Insulated Pipes — 

It will be noted on examination of the pressure-volume curves 
of Fig. 248 that the curve representing the exact condition of the 
gas as it flows through the pipe intersects the volume axis at a 
finite value of v when the pressure drops to zero. The numerical 
value of this abscissa may readily he found by putting p equal to 
zero in Eq. (36). For the example illustrated in Fig. 248 the 
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specific volume* is Hd.d cu. It. per lb. when the pressure has 
attained the absolute zero value. Such a condition, of course, 
cannot, exist., for ns the pressure approaches zero the specific 
volume must, become infinitely large, as is the case for the 
isothermal and adiabatic expansions. The equation of condition 



for gas flowing through a pipe, as developed in the preceding 
article, is therefore incorrect in the neighborhood of zero pressure. 

This problem of gas flow in an insulated pipe has been classified 
an adiabatic because no heat is added or withdrawn externally 
from the* system. However, the absorption by the gas of the 
heat general od by friction makes the pressure-volume relation of 
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Eq. (36) different in character from the usual adiabatic expansion 
represented by the equation 

pv k = B = constant ( 37 ) 

If there were no heat generated by friction, then Eq. (37) would 
correctly represent the relation between the pressure and specific 
volume at various points along the pipe. 

The relation given by Eq. (36) is not valid at zero pressure and, 
as will be shown presently, cannot be valid beyond a certain 
limiting pressure. In order to determine this limiting value, the 
expansion represented by the “actual” curve shown in Fig. 248 



Fig. 249. — Determination of limiting conditioiiH in an inHuhitod pipe. 

and by Eq. (36) may again be considered. For convenience 
the lower portion of this curve is drawn again in Fig. 249. Let it 
be supposed that point A on this curve at which the pressure is 
p 0 and the specific volume is v 0 represents a condition at which the 
friction loss has become zero. Since there can be no gain in 
energy due to friction, the expansion, if it is to continue to still 
lower pressures, must follow the limiting adiabatic law of Eq. 
(37), the constant B now being determined by conditions at A. 
The nature of the expansion in the pipe between the inlet and 
the point at which the pressure is p<> is then determined by Eq. 
(36) while beyond this point it is given by Eq. (37). The curve 
represented by Eq. (37) is also shown in Fig. 249. 
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The changes in pressure and specific volume which occur in the 
gas as it (lows through the pipe are normally continuous in 
character. Therefore the slopes of the two expansion curves 
must be the same at the point A, which they have in common. 
Furthermore, it is obvious that the friction loss in a pipe can 
never lie completely reduced to zero except at the exit end of the 
pipe where the pipe wall ends. The pressure p 0 and the specific 
volume Vo must therefore correspond to conditions at the dis- 
charge end of the pipe, represented by point A of Fig. 249. 

The value of tin* limiting pressure and the corresponding 
specific volume may be found by equating the slopes of the two 
curves represented by ICqs. (36) and (37). In the equation of 


the actual flow, the constant coefficient 


(fc-l)TF 
2kg A 2 


is put equal 


to 6 for simplicity so that Eq. (36) becomes 


pv = piVi ■+- bur — bv 2 

from which 

p = P ' v '~±±£ - bv 
V 


(38a) 

(386) 


The derivative of p with respect to v is then 

dp _ _ ( pii >i + bvf) _ 
dv v 2 


(39) 


For the limiting adiabatic expansion the pressure as obtained 
from Eq. (37) is 



so that 


dp _ _ -6/fc _ _kp 

dv ~ v k+1 v 


(40) 


The limiting values of the pressure and specific volume, p 0 
and vo, respectively, are now obtained by equating the expressions 
for dp/dv as gi ven by Eqs. (39) and (40) and at the same time 
putting p = p 0 and v = v 0 . The result is 

hpo _ pm +■ frwi 2 
Wo wo 2 



410 


FLUID MECHANICS 


[Chap. XIV 


or 


p o»o = 


p \Vi + bv r 

k 


bv 

k 


(41) 


This value of p 0 v 0 may bo equated to that obtained from Eq 
(38a), from which an expression for the ratio of the final and 
initial values of the specific volume is obtained in the form 



The original value of b is now introduced in this expression and 
at the same time the ratio W/A is replaced by its equivalent 
Vx (k — 1) Fr ' ‘ 


so that b = 
ratio becomes 


l/w/y? — and tho vuluc of tll<! specific volume 


= /A - l\ 2 kffp,vi ]\ H 

0i IV* + 1/. (k-ljVi j 


The numerator of the second term in the brackets will be recog- 
nized at once as being equal to twice the square of the acoustic 
velocity at the entrance to the pipe; on writing e, for this acoustic 
velocity and letting the ratio V, /c L = the initial value of 
Mach’s number, the final result is 


Ei = I(L~ Al i . 

0i \\k + 1/L ~ 


(42) 


The value of the ratio of the final and initial pressures is 
found in a similar manner by solving Eq. (41) for p u /p h that is, 


or 



+ 


bv o 
Pi 


) 


+ 


bjh v 0 
Pi in j 


As in the preceding calculations the value of b is now substituted 
in this equation and the initial acoustic velocity ci = "s/hgpiVi is 
also introduced, the result being 

Po = 1/f, , (k - l)Fi 2 

pi k\__ " r 2ci 2 


+ 


(k 


2c, 2 


l)Er’0o\ 

0i/ 
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Putting V\/ci -- A v„ I liis may also he written in the form 


V« __ ( i 

pi Ann) 


(A- 



(«)' + <* 

- l)ANn 2 ( 

vJ + 

2 / 


The lust step in these calculations is to substitute the value of 
ffo/Pi g' v< ‘ M ! '- v (■>“.)• After clearing of fractions and 

simplifying) tin' above expression becomes 



The ratio between the values of the velocity and specific 
volume of the gas at any point in the pipe is a constant, as may 
bo shown by writing the equation of continuity in the form 

ir r . . r, = r„ 

/I V I'l 1\) 


both the weight, ami the area being constants. Thus 

l'u _ eu 
l'l Cl 


so that (he ratio between the final and initial velocities is also 
given by ICq. (42). Now the acoustic velocity at the exit of the 


pipe is 


f'tl 





When the specific volume and pressure ratios, as given, by Eqs. 
(42) and (4d), are substituted in the above equation, the expres- 
sion for the aeoustie velocity at the exit becomes 


1 



I + 


(k - 1 )N** 


But this is exactly t he same as the limiting velocity obtained from 
Eq. (42). It thus appears that when a compressible gas flows 
through a pipe the* pressure* decreases until the velocity of the 
gas and the* acoustic velocity at that pressure and corresponding 
specific volume 1 an* equal. A further decrease in the back pres- 
sure on the exit of the pipe would not modify the flow in any 
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way for the gas is moving at a higher velocity than the rate at 
which this decrease of pressure can be carried hack into the pipe. 

It will be noted that the expressions obtained for the ratios of 
the initial and final values of the specific volume, velocity and 
pressure are functions only of N Ml , the initial value of Mach’s 
number, and k, the ratio of specific heats. Valuevs of these 
ratios for the case where k = 1.32, applicable to the study of the 
flow of such gases as carbon dioxide, ammonia and methane, and 



Fig. 250.- -Limiting values of velocity, prcHHure and specific volume ratios for 
an insulated pipe as functions of Mach’s number. 


approximately to acetylene (k = 1.28), an* .shown by the curves 
in Fig. 250 for values of N running from zero to unity. 

For the pipe flow previously discussed, the pressure-volume 
curve for which is shown in Fig. 248, = 0.075. The limiting 

values of the specific volume, velocity and pressure ratios as 
determined from Fig. 250 are vo/vi = Vo/Vi = 12.39 and 
po/pi = 0.0695, and the conditions at the inlet and exit ends of 
the pipe are then as follows: 


Inlet end Exit end 


Pressure 150 lb, per sq. in. 10.42 lb. per sq. in. 

Velocity 113.5 ft. per see. 1404 ft. pur sec. 

Acoustic velocity. . 1512 ft. per sec. 1404 ft. per sec. 

Specific volume. . . . 2.495 cu, ft. per lb. 30.90 cu. ft. per lb. 
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197. Conditions in the Interior of an Insulated Pipe— The 

discussion of the previous article was entirely concerned with 
the determination ol the conditions existing in a gas at the exit 
end of an insulated pipe through which the gas is flowing It 
is now proposed to determine the length of pipe necessary to 
satisfy these conditions and also to investigate the variation in 
pressure, specific volume and velocity at points within the pipe. 
This may he accomplished by returning to a consideration of 
Eq. (33), which for convenience is rewritten here. It is 

pv = PxVl - (^)(F 2 - TV) (44) 


From this expression the two terms d(pv) and p dv which appear 
in Eq. (32) may he determined. The first of these terms is 
simply the differential of Eq. (44), that is, 


kg 


(45) 


The value of the second term is determined by calculating 
the specific volume from the equation of continuity, that is, 
v = A V / W. The differential of this expression is 


so that 


dv = A dVfW = vdV/V, 


p dv = pv- 


dV 

V 


or, using expression (44) for pv, 

(*-D 


p dv = 


p i»i 


2kg 


(F 2 - Fi 2 ) 


dV 

T (46) 


The substitution of expressions (45) and (46) in Eq. (32) gives 


VdV (k — 1)F dV 


0 


kg 


Zkgpgh - (fc - 1)(F 2 - FF) 
2kg 


dV 

V 


+ D 2g 

After dividing through by V 2 /g and collecting terms, this equa- 
tion becomes 


fdl 

2D 


(/c fi- 1) dV . 1 

2k~T + k 


kgpiVi + 


(*- 1 ) 


dV 

V s 
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which may be integrated directly between the points 0 and l 
at which the velocities are respectively \\ and V. The result is 


fl 

D 





in which the combination kgpiVi lias been put equal to cr. This 
may also be written in the form 


fl 

D 


(k + 1) , V- 
2k ° Sc Vl + 





where N Ml = V\/c\. 

From Eq. (47) it is now possible to calculate the values of the 
quantity fl/D for a given value of N m x and for a series of values of 
V/Vi, this latter ratio being equal to v/v { . It the friction factor 
/ is known, it is a simple matter to determine the length of a 
given pipe corresponding to any particular velocity. The value 
of the length of pipe from the inlet to the exit for a given set of 
inlet conditions may be found by introducing the limiting value 
of Vq/Vi from Eq. (42). 

The ratio of the pressure at any point in the pipe to the initial 
yaluc may be found by returning to the equation of .state in the 
form of Eq. (386). On dividing by the initial pressure p h this 
becomes 

jp _ va _j_ bvr bv 
Pi v ^ piv pi 

The introduction of the value of 6 and the initial values of the 
Acoustic velocity and Mach's number and the substitution of 
V/Vi for v/vi make it possible to write this expression in the form 


V_ 

Pi 



(k 



(48) 


The complete solution to the problem of the flow of gas through 
a pipe is now contained in Eqs. (42), (43), (47) and (48). A 
convenient procedure for using these equations is to make up a 
set of graphs from which the desired values can he readily 
determined for any given set of initial conditions. Figure 251 
shows a series of curves representing v/vi = V/Vi plotted as a 
function of fl/D for several values of N Ult these curves being 



ART. 1071 THfillMODYN AMICS OP COMPRESSIBLE FLUIDS 415 

obtained by .substituting values of V/V l in Eq. (47). The 
limiting value of Y/Y , is obtained from Eq. (42), being equal to 
h/v i. Tbe doffed curve in Fig. 251 represents these limiting 
values ol the velocity ratio plotted against the corresponding 
values of Jl/D. As in the ease of the data shown in Fig. 250, 
the constant k has been taken as 1.32. 

A similar set of curves showing the variation of the pressure 
ratio p/p i with fl/l) for several values of N Ml is plotted in 



Fig. 251. - Variation of Hpcoific volume or velocity ratio with Mach’s number and 
Jl/D for nil insulated pipe. 

Fig. 252, the calculations being based on Eqs. (47) and (48). 
The limiting values of the pressure ratio as obtained from Eq. 
(43) are indicated by the dotted curve. It will be noted that in 
both Figs. 251 and 252 the slopes of the curves tend to become 
infinite as the limiting condition is approached. 

The use of these curves is illustrated by the example that 
follows. Suppose that the gas in question is methane and that 
the initial conditions are those of the example shown in Fig. 
248, that is, pi = 150 lb. per sq. in., vi = 2.495 cu. ft. per lb., 
k = 100°F., Nm x = 0.075, a = 1512 ft. per sec., Vi = 113.5 ft. 
per sec. and W = 8.90 lb. per sec. The pipe is made of smooth 
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steel and has a diameter of 6 in. The final conditions have 
already been determined from Fig. 250 and are given on page 412. 
The limiting values of the pressure, specific volume and velocity 
are, respectively, p 0 = 10.42 lb. per sq. in., v,, = 30.90 eu. ft per 



20 40 60 80 100 120 140 160 

n 

v 

Fig. 252. — Variation of pressure ratio with Mach’s numbor ami f!/J) for an. 

insulated pipo. 

lb. and V 0 — 1404 ft. per hoc*,. The final temperature of the gas, 
as obtained from the expression pv = lil\ is 

To = 470 °F. abs. - 1().0°K - -12.2 V, 

In order to determine the 1 notion factor /, the value of the Rey- 
nolds’ number must be found. This in turn necessitates a 
knowledge of the coefficient of viscosity of methane for the range 
of temperatures involved. Such data 1 art* given in the following 
table. 


Tempera- 
ture, °C. 

-181.6 

-78.5 

0 

17 

100 

n X 10 6 , 






poises 

34.8 

76.0 

102.4 

108.5 

135.2 


1 “International Critical Tables,” vol. 5, p. 3, Hill Book Com- 

pany, Inc., New York, 1926-1930. 
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The values of the coeffieienl ot viscosity corresponding to the 
initial and final (omporaturos are then Ml = 115.3 x 10 -« an d 
w = 98.9 X 10 11 poises, or in Knglish units 2.40 X 10- 7 and 
2.06 X 10 7 « lll K s l"‘ r n ■ respectively. The initial and final 
values of the Reynolds’ number are therefore 

oVd IV 1 b'l.o X 0.5 

N,h " m>'\ 82.2 X 2.40 X 10-7 x 3.495 2 - 95 X 10 6 


and 

N Ha 


IV 

(JfJLtilh) 


1404 X 0.5 

22.2 X 2.00 x 10 - 7 X 3090 ~ 3-41 X 106 


Then for this pipe an average value of the friction factor 
would be about 0.017 (see Fig. 140, page 206). The curves 



of Figs. 261 and 262 for /V.v, = 0.076 are now used to determine 
the variation of pressure, specific volume and velocity, the 
results being shown graphically in Fig. 253. The limiting value 
of jl/l) is 129.0 so that the length of the pipe becomes 3810 ft. 
The value's of the acoustic velocity as determined by the formula 
c = s/kirpv are also plotted in this figure and it appears that the 
velocity Of the gas increases with the distance from the inlet, 
while the acoustic velocity decreases slightly, both velocities 
being the same at the outlet. From the values of pressure and 
specific volume along the pipe the corresponding temperatures 
may be determined. The coefficients of viscosity and the Rey- 
nolds’ numbers for these points are then easily found and a 
curve showing the variation of N a with distance down the pipe is 
also included in Fig. 253. This curve shows that the assumption 
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of a constant Reynolds' number and friction factor is not far 
from the truth in this particular problem. 

If the back pressure on the exit of the pipe were made less 
than the limiting value of 10.42 lb. per sq. in., there would be no 
increase in the rate of discharge. When the back pressure is 
increased, the length of pipe must be decreased if the initial 
conditions, pipe diameter, friction factor and discharge are to 
remain unchanged. An increase in the length of the pipe beyond 
the limiting value of 3810 ft. would require a change in the value 
of Nm x and therefore in the weight W flowing per second. 

198. Comparison of Compressible and Incompressible Fluid 
Flow Theories. — It is of considerable interest to compare the 
results obtained for the flow of gases in insulated pipes with those 
given in Chap. IX based on the assumption of an incompressible 
fluid. The equation for the loss in pressure in a pipe of length l 
under the latter conditions is 

Vl - V = wh = } i = ( «) 


and in the case of an incompressible fluid in steady motion the 
specific volume v and the velocity V are both constants. If 
Eq. (49) is divided through by p i, it may be solved for the ratio 
p/Vh which is found to be 


V 


Vi 




/. iy*_ 

Wgjw 


(50) 


Since the fluid is assumed to be incompressible, the velocity of 
sound in it should theoretically be infinitely large, but the 
combination *\/kgp 1 v may still be considered as numerically 
equal to the acoustic velocity Ci, which the fluid would have if it 
were compressible. Equation (50) may therefore be written in 
the form 



so that, as in the case of gas flow, the pressure drop depends on 
the ratio of the inlet velocity to the velocity of sound and the 
product of the friction factor by the length-diameter ratio. For 
a given value of N Mt it appears that the pressure ratio is a linear 
function of the quantity fl/D. The curves showing this ratio 
as a function of fl/D for different values of N Ml arc drawn in Fig. 
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252 with dashed lines and it appears that they are tangent t° the 
exact curves at the point where fl / D equals zero. As the distance 
down the pipe or as the value of fl/D is increased, the difference 
between the results of the two methods becomes more and more 
pronounced. Thus, for example, in the case where Nu t ~ °- 07 ' 5, 
the error in the pressure ratio made by assuming an incompres- 
sible fluid is 10 per cent when fl/D = 75. The limiting value of 
fl/D in this case is 129.4 so that the error is less than 10 per c ent 
only for about the first quarter of the pipe. The theory of 
incompressible fluids gives no information about the existence 
of limiting pressures and values of fl/D and, even for low values 
of Mach’s number, the assumption of incompressibility 1S 
satisfactory only for a limited length near the inlet. Therefore, 
as in the discussion of the Venturi meter in Art. 184, it is recom- 
mended in connection with the flow of gases in pipes that com- 
pressibility should be taken into account unless definite figures 
are available which show that the assumption of an incompres- 
sible fluid does not involve any serious errors. 

The theory discussed in the preceding articles has many 
important applications such as in the design of long natural-g as 
lines, municipal gas-supply systems, air ducts for heating aQ d 
ventilating systems and various industrial installations where 
gases are piped from one point to another. The theory 1S 
applicable to steam insofar as it may be regarded as a gas 
obeys the laws stated above. Charts similar to those of Fi& s - 
250, 251, and 252 for air (fc = 1.406) will be found in the technical 
literature, along with further advanced thermodynamic treat- 
ments of these problems. 1 

Problem 383 . At the entrance to a long insulated pipe line carr ^® 
methane, the pressure is 120 lb. per sq. in. abs., the temperature is 107.6 
and the velocity is 95 ft. per sec. The pipe is smooth steel and has a <u a ® 
etcr of 4 in . (a) Detenu ine the limiting values of the pressure, flow veloci y 

and acoustic velocity at the exit. (6) What is the length of the pip e ? }£' 
Determine the variation in pressure, velocity, acoustic velocity and sp ecl 
volume with distance from the pipe inlet. Plot the results in graphical for 

1 Schut.e, W., “Technical Thermodynamics,” pp. 274-316, Sir I saac 
Pitman & Sons, London, 1933. 

Stodola, op. cit. 
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DYNAMIC SIMILARITY 

199. Experiments in Fluid Mechanics. -In discussing the 
problems of fluid mechanics in the preceding chapters 'an effort 
has been made to develop a rational theory for the flow involved 
in each case. Such a theory, if complete and entirely correct, 
would express both qualitatively and quantitatively the relations 
between all the factors that affect flow in each ease. A survey 
of the problems discussed will bring out the fact that in most 
cases such theories as have been developed do not yield com- 
pletely quantitative solutions and it has frequently been neces- 
sary to turn to experimental research for workable results. 
Such research may have been that required to furnish constants 
to serve as coefficients and exponents with which to modify the 
theory developed, or it may have been research work which 
gives knowledge of the effect of one or more of the various factors 
involved in the flow. Even where quantitative theories have been 
worked out, it is essential that they be verified experimentally 
because such theories are usually based on certain simplifying 
assumptions that are not entirely satisfied by real fluids. 

Much of the experimental information given in this text was 
obtained by full-scale work. This is largely true, for example, 
of the work on pipes, weirs, orifices and channels. However, a 
large part of the advance in fluid mechanics, and in engineering 
work related to it, is due to the practice of making observations 
and tests on small-scale models. The resistance and behavior 
of an airplane are determined by experiments in air with a model 
geometrically similar to the actual airplane but having a linear 
scale which may be as small as one-twentieth of the prototype. 
Likewise the power requirements of a boat are predicted from 
towing tests on models only a few feet long. Hydraulic develop- 
ments, river improvements and harbor works arc; studied in 
detail on small-scale models, and the performances of pro- 
pellers, turbines and pumps are predicted on the basis of tests on 
small homologous machines. 
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Because 1 of the broad field of application of model experimenta- 
tion in fluid mechanics, no discussion of that subject can be 
regarded as complete without some* study of the fundamental 
principles on which such tests are based. When a test is made on 
a geometrically similar model of a certain device or arrangement, 
the first question that naturally arises is concerned with the 
relation between the forces that act on the model and the cor- 
responding ones involved in the fluid motion connected with 
the full-scale prototype. Such a question immediately intro- 
duces the subject of dynamic similarity or similitude which has 
been touched on to some* extent, in the preceding chapters. 

200. Dynamic Similitude. In general it may be said that two 
fluid motions are dynamically similar when, first, the boundaries 
of the (lows are geometrically similar, and, second, when the 
corresponding streamlines are likewise similar in shape. This 
latter condit ion requires that the various forces acting on cor- 
responding fluid elements of the two systems must have the same 
ratio to one another for bot h Hows. 

The first step in determining the analytical condition for 
dynamic', similarity of a, given fluid flow with that of its prototype 
is to determine what, forces are involved in those motions. If 
all the properties possessed by real fluids, such as viscosity, 
inertia ami compressibility, are considered simultaneously, the 
results obtained are usually so complicated in form that it is 
difficult to bring out clearly the significance of the most important 
factors. Therefore the usual procedure is to introduce certain 
simplifying assumptions so that the influence of the different 
items involved can Ik* studied separately. In the most general 
type of fluid motion conceivable then* might be as many as 
five different kinds of forces acting on the dements of the fluid. 
These forces are as follows: 

1. Pressure forces. 

2. Inertia forces. 

3. External forces such as those due to the attraction of 
gravity. 

4. Viscous forces. 

5. Elastic forces. 

In some cases there are also forces due to the presence of a 
surface film but such forces are considered to be negligible here. 
However, they may be very important in some problems, for 
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example, in dealing with capillary waves, flow with a free surface 
at low velocity or the behavior of small jots at low heads. 

In any fluid flow the pressure forces acting may he considered 
as being of two kinds: first, those* produced by hydrostatic 
action; second, those which result directly from the motion of 
the fluid. This study of similitude is concerned only with the 
latter variety of pressure force. 

In addition to giving information as to the nature of each 
of these individual forces, an analytical study of the fluid motion 
usually yields an equation of equilibrium relating them with one 
another. By means of this equation it is possible to express 
one of the five forces listed above in terms of the other four and 
thereby reduce the number that must be taken into consideration 
in establishing the condition of dynamic similarity. The 
majority of the problems in fluid mechanics involve only three 
of the above forces and divide themselves into throe classes shown 
in the table below. Each class involves 1 >oth inertia and pressure 

Force Combination 

1. Viscous, inertia, pressure forces 

2. Gravity, inertia, pressure fore.es 

3. Elastic, inertia, pressure forces. 

force along with either viscous, gravity or elastic force. The 
pressure force in each case is provided for by the equilibrium 
equation and the quotient oi the other two becomes the significant 
ratio, which must remain constant if dynamic similarity is to 
be realized. In the following pages separate articles will be 
devoted to each of the tabulated force combinations and each 
significant ratio will be evaluated. Other combinations will also 
be considered. 

In most cases the derivation of the differential equation 
involving the pressure force is beyond the scope of the present 
work. However, if the kinds ol forces to be considered are 
known, the correct result can usually be obtained. Unless the 
proper differential equation is derived or the methods of dimen- 
sional analysis previously employed are used on the problem, 
there is no indication from the result obtained that it is the only 


Significant 

Ratio 

Inertia force 
Viscous force 
Inertia force 
Gravity force 
Inertia force 
Elastic force 
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combination ot tin* hmdamenlal quantities involved which must 
be constant to indicate similarity of flow. 

201. Dynamic Similarity of Viscous-fluid Motions. — The 
condition for dynamic similarity of two fluid flows for which the 
effects of viscosity, pressure and inertia are considered may be 
determined by making use of the fact that the ratio between 
the inertia force and viscous force for the two motions must be 
the same at corresponding points. Pressure forces are also 
present but it is not necessary to consider these separately since 
they will be automatically taken care of by application of the 
condition of equilibrium to the entire force system. 

Now the inertia force acting on an element of fluid is equal 
to the mass of the element, multiplied by its acceleration. The 
mass is equal to the mass density p times the volume, which may 
be regarded as proportional to the cube of some characteristic 
length l. The mass is then proportional to pP. The acceleration 
is the time rate of change of velocity and may therefore be 
expressed as proportional to the velocity divided by some 
convenient period of time, that, is, V/L The time may also be 
written sis proportional to the characteristic length l divided 
by the velocity so Unit finally the acceleration is proportional to 
V 2 /l Then the inertia force is proportional to pPV 2 /l or pl 2 V 2 . 

The viscous force* is the product of shear stress and an area. 
It is known that, the shear strews due to viscosity is r — p(dV/dy), 
which is proportional to p V/l. Then the viscous force is propor- 
tional to —i l 2 or to pVL 

It now appears that the* ratio of inertia force to viscous force is 
proportional to the quantity pVl/p because 

Inertia force pl 2 V 2 pVl m 

. oc r f oc — (1) 

Viscous force pvl p 


This expression will be recognized at once as the quantity that 
has heretofore been known as the Reynolds' number Nr. The 
important, result of the above analysis is that the Reynolds 7 
number is a nondimensional quantity which is proportional 
to the ratio between the inertia forces and viscous forces involved 
in the motion of the fluid. The condition for dynamic similarity 
of two flows past geometrically similar boundaries requires 
that the ratio of inertia and viscous forces at corresponding 
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points shall be a constant. It has boon shown that this force 
ratio is proportional to the Reynolds’ number so that the condi- 
tion for dynamic similarity is satisfied when the Reynolds’ 
numbers of the two flows, based on corresponding characteristic 
lengths and velocities, have the same value. Examples of 
types of flow to which this treatment, is applicable are the 
turbulent pipe flows of Chap. IX and the flows past submerged 
bodies, studied in Chap. XII. 

It was mentioned at the beginning of this discussion that the 
ratios involving the pressure force would be automatically taken 
care of by means of the equation of equilibrium. This statement 
may be readily verified without actually setting up that equation. 
Let two fluid motions for which dynamic similarity is desired be 
distinguished by the subscripts 1 and 2, and let it be assumed 
that the following relationships exist, between the quantities 
that characterize these flows: 

Density: pi = ftp* 

Velocity: V\ ~~~ bY« 

Length: h = cl-> 

Viscosity: pi = 

Pressure: pi = cp<> 

The terms a, b, c, <1 and e are constants for two points which are 
in geometrically similar locations but they may be different 
for each pair of such points. The pressures considered here, 
as pointed out previously, are only those due to the motion of the 
fluids. 

If the Reynolds’ number for those flows are equal, then 

PiV ih P2 V'ih 
Pi P2 

and, on substituting the above' relations in the left-hand expres- 
sion, it follows that 


The pressure force, which has not been considered previously, 
is equal to the pressure multiplied by an area and is therefore 
proportional to pi 2 . Hence the ratio between the inertia and 
pressure force for flow 1 is proportional to piV t % 2 /pih 2 or 



Akt. 20 1 1 


DYNA AlIC HI MILA RITY 


425 


piVi 2 /vi- In , ' ( ‘ rm ' s <,J ' (1| <‘ corresponding quantities for flow 2, 
. . (tb~ P'tVtT ,. 

this ratio is • ■* Ii the ratio pV‘ 2 /p is to be the same at 

corresponding points, that is, if 


V»* 


Pi 


p 2 V 2 

~pT 


then 



(3) 


The ratio between t he viscous and pressure force is proportional 
to n\V ili/'p\l\~ or /ii h i/pjZi lor flow 1. This may also be written 
bd p,» V» 

in the form — ■ “ Equality of this force ratio for flows 1 and 
2 requires that 


or that 


PiVi __ P2F2 

M ^2 



ce 


(4) 


The problem is now to show that, if the Reynolds' numbers of 
the two flows are equal and Eq. (2) is satisfied, then Eqs. (3) 
and (4) are also correct and the ratios involving the pressure 
force are equal at corresponding points. If the value of e from 
Eq. (3) is substituted in Eq. (4), the result is 

bd = d_ 
cab 2 abc 


which is exactly the reciprocal of the value given in Eq. (2). 
Thus if Eqs. (2) and (3) are true it follows that Eq. (4) is correct. 
The correctness of the first equation was part of the original 
hypothesis, that is, that the Reynolds' numbers were made equal. 
Equation (3) may be satisfied by a proper choice of the reference 
pressures with respect to which pi and p <2 are measured, since 
neither flow will he modified by the addition of a constant pres- 
sure acting throughout the entire mass of fluid. This arbitrary 
choice of the pressure ratio is further justified by the fact that, 
if the differential equation of equilibrium for a flow were set up 
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and integrated, the pressure would be determined except for a 
constant of integration, which may lx* given any convenient 


value. 

It has now been shown 
two flows are equal, then 


that, if the Reynolds* numbers of the 
the ratio of inertia and viseous forces 


is a constant, that is, 


Inertia force 
Viscous force 


( 5 ) 


Furthermore, by proper choice of the arbitrary reierence pres- 
sures, the ratios of inertia and pressure forces may be made 
equal so that 

Inertia Jbree _ ^ ^ 

Pressure force 


The combination of Kqs. (5) and (6) shows at once that the third 
significant ratio is 

Viscous force _ K* 

'Pressure force K\ 

which is also a constant. The condition of dynamic, similarity 
is then completely satisfic'd by making the Reynolds’ numbers 
equal at corresponding points. 

202. Application of Reynolds’ Number. An interesting insight 

into the significance of the Reynolds’ number in problems of 
fluid resistance may be obtained by considering two limiting 
eases, the viscous forces predominating in one and the inertia 
forces in the other. Such conditions would correspond to flows 
in which the Reynolds’ number becomes either vanishingly small 
or approaches infinity. In the ease of a submerged body moving 
through a fluid where the viseous iorces are so groat that inertia 
effects may be neglected, the resistance or drag is proportional 
to the viscous force and the drag may be written in the form 

D = kuiVl (7 a) 

or, after multiplying and dividing by pVl, 


HP 

Putting pVl/p. = Nr, replacing W 2 by hi A, in which A is an 
area, and finally putting fc/ = C»J 2, this becomes 
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D = C 


pP_4 
2 N r 


(76) 


which is tho sa.mo form of expression as Stokes’ law for the 
resistance of spheres (page 306). This is to be expected because 
this law was derived by Stokes on the assumption that inertia 
forces are negligible. 

When the viscous forces are negligible, that is, when the 
Reynolds' number becomes very large, the drag of a submerged 
body is proportional to (he inertia force and may be written in the 
form 

D « k*pPV* (8a) 

= A (86) 


which is Newton's law for the resistance of an object, derived 
previously from considerations of changes in the momentum 
of the fluid |soo Kq. (0), page 302]. 

It appears from the foregoing that problems in fluid resistance 
may be classified according to the magnitude of the Reynolds' 
number, ft was shown in the earlier chapters that Reynolds' 
number is a criterion for resistance to flow of a fluid or motion 
through a fluid when both viscous and inertia forces are involved. 
In dealing with flow around immersed bodies, small values of 
this quantity represent flows in which the drag is proportional 
to the first power of the velocity, independent of the density, 
and is expressed in the same form as Stokes' law, while with 
large values of Nit the drag formula follows Newton's law and 
the force is proportional to the square of the velocity and is 
independent of the viscosity. Likewise in dealing with flow in 
pipes it was seen that with values of Nr less than critical the 
flow is viscous and the pressure drop is proportional to the veloc- 
ity, and that for very largo values of Nr the loss is proportional 
to F 2 because inertia forces predominate and the curve in the 
Stanton diagram becomes nearly horizontal. For intermediate 
values of Nn both types of forces influence the flow and the loss 
varies with some power of V less than F 2 , as indicated by the 
variable /. 

203. Dynamic Similarity of Flow with Gravity Forces Acting — 

The flow to be considered next in this discussion of similitude is 
that in which the forces present are those of pressure, inertia 
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and the external forces due to the attraction of gravity. The 
motion is of this type when a free surface is present or when 
two fluids that do not mix are involved. Examples are the 
flow in. open channels affected by waves and the wave motion 
caused by the movement of a ship. 

The condition for dynamic similarity of flow in these problems 
may be satisfied by maintaining a constant ratio of inertia and 
gravity forces at corresponding points. As in the treatment of 
viscous fluids, the pressure forces will be automatically taken 
care of by means of the equation of equilibrium. The inertia 
force, as shown in Art. 201, is proportional to the' product pZ 2 F 2 , 
where p is the mass density of the fluid, l is a characteristic length 
and V is the velocity. The gravity force is proportional to the 
density p, to the volume of the fluid element,, which in. turn is 
proportional to P\ and to the acceleration of gravity g, so that 
finally this force is proportional to pPg. The ratio of these two 
forces is therefore proportional to the expression V 2 /lg because 

Inertia force plrV 2 V 2 

Gravity force pl :i g Ig ' ' 

In practice it is more convenient to use V/\/lg , the square root 
of this ratio. This is permissible because, if this latter value is a 
constant, then V 2 /lg is likewise a constant. A comparison with 
the study of Art. 176, which was also based on dimensional 
analysis, shows that the ratio V / y/lg is precisely the quantity 
known as Fronde's number N Similitude between flows in 
which inertia and gravity forces are involved is therefore obtained 
by requiring that the values of the Fronde's number for the 
different motions, based on corresponding velocities and lengths, 
shall all be the same. The boundaries for the flows must, of 
course, be geometrically similar. 

The gravity force is significant in any problem involving a 
wave motion at a free surface. For example, Fronde's number, 
as pointed out in Art. 177, is a significant parameter in formulas 
for the resistance of ships clue to the formation of surface waves. 
It may also appear in dealing with orifices, weirs and cavitation. 

204. Dynamic Similarity for Flow of Elastic Fluids.— Of the 
three force combinations mentioned in Art. 200 there now remains 
to be considered only the ease in which elastic forces due to the 
compressibility of the fluid are acting with the pressure and 
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inertia forces. The ratio on which dynamic similarity depends 
in a flow of this kind is now the quotient of the inertia force 
divided by the elastic force. The elastic force is proportional to 
the bulk modulus of elasticity, E, which is a stress, and to the 
area on which the force acts, and is therefore proportional to 
El 2 . Hence the ratio of inertia to elastic force is proportional 
to the quantity pV 2 /E because 

Inertia force pl 2 V 2 pV 2 

Elastic force "" * ~E (10) 

If the fluids under consideration are gases, then as shown in 
Art. 180 the bulk modulus E is equal to pdp/dp. Furthermore, 
if the gases follow the adiabatic law, pjp k = constant, it is 
necessary that the exponent h be the same for the gases in order 
that complete similitude may be obtained. That this is the 
case may be shown by a little more detailed study of the problem. 
Let the flows of two elastic fluids which are under consideration 
be characterized by the subscripts 1 and 2 and let the following 
relationships exist between the various significant quantities: 

Density: pi = ap% 

Velocity: Vi = bV 2 

Length: h = ch 

Bulk modulus: E x = dE% 

Pressure: pi = ep% 

As in the discussion of similarity for viscous fluids, the pressures 
considered here are only those caused by the motions of the 
fluids. 

If the ratio of inertia to elastic forces is the same for the two 
flows, then from Eq. (10) 

PiVi 2 = P2F2 2 

Ei E2 

If Pl , Vi and Ei are expressed in terms of the corresponding 
quantities for flow 2, it follows that 

^ = 1 (id 

a 

The ratio of inertia to pressure force is the same for the two 
flows if, as shown by Eq. (3), 
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ab- 


= 1 


( 12 ) 


The ratio of pressure force to clastic force is 

Pressure' forces p/* p 
"Elastic fcmio" * El- * E 

and for similitude pi/Ei = p«/E«, from which 


5 -> 


(13) 


Equation (12) may be satisfied by proper <*lu)i(*o of the constant 
e } this being permitted because of the I act that the base pressures 
to which pi and p*> are referred may be changed without modifica- 
tion of the flows. If Eq. (11) is satisfied, if follows at once by 
division of Eq. (11) by Eq. (12) that Eq. (13) is also true. It is 
necessary to point out, however, that, under the assumption of 
adiabatic behavior of the gases, the bulk moduli and the pressures 
are interrelated. If the adiabatic laws for the two eases are 


and 


Pi. 

Pi * 1 


CY 


M. 

P2 ,C ~ 


= 0,' 


then, as shown in Art. 180, the corresponding values of the bulk 
moduli are 

El = pr-p = kipt 

dpi 

and 


E% 



k'/P'i 


It has already been stated in obtaining Eq. (13) that, for simili- 
tude, the ratio of pressure force to elastic force must be constant. 
Hence 

Pi ^ V2 

Ei E% 
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On introducing the above values of Ei and E h it follows at once 
that 


h = &2 ( 14 ) 

In the oases of gases which behave adiabatically and also 
satisfy Eq. (14), the expression given earlier in this article as 
proportional to the ratio of inertia and elastic forces, Eq. (10), 
may be put in a simpler form. It was shown in Art. 180, Eq. (8),' 
that the velocity of sound in a gas is c = y/E/p. The ratio of 
inertia and elastic forces is therefore 

Inertia force pF 2 F 2 
Elastic force * E a 'c 2 

Thus for geometrically similar boundaries dynamic similarity 
of two gas flows will be obtained when V 2 /c 2 is a constant for 
corresponding points in the two flow fields. This condition may 
be replaced by tho simpler one that V/c must be a constant, and 
it will be recalled from the discussions of Chaps. XIII and XIV 
that this latter ratio is Mach's number, N M , which has been 
shown to be of great significance in connection with the flow of 
compressible fluids. It should be kept in mind that in general 
c represents the local value of the acoustic velocity corresponding 
to the values of the pressure and density existing at the point 
where F is measured. 

206. The Pi Theorem. Dimensional Considerations of Orifice 
Flow. In the throe force combinations outlined in Art. 200 and 
the discussion of them in the following articles there appears only 
one significant ratio in each case. These are Nr, N f and N m. 
In many cases more than one of these ratios may appear and 
other dimensionless ratios may also be introduced. 

Suppose that a given flow involves n quantities, the relation of 
which can be expressed by an exponential equation, and that the 
number of fundamental units, M, L and T contained in all these 
quantities is p. It can then be shown that the equation giving 
the relation between the quantities will contain n — p dimen- 
sionless ratios such as Nr, N f , Nm or others. This statement is 
known as the Pi theorem. 
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The orifice will be used as a demonstration but not as a proof 
of the Pi theorem. 1 Suppose that Q, the discharge of an orifice, 
depends on the viscosity yu, the density p, the linear dimension l 
of the orifice, the head h and gravity g. Assume that Q can be 
expressed exponentially as 

Q = Kfi a pH e h d g* (16) 


In fundamental units this becomes 


IJ 

T 


(MY(M\ b (L\ 
\Lf) \I?J \T 2 / 


(17) 


from which the following equations arc obtained: 
0 = a + b 

3 = — a — 36 -f- c + d + c 
— 1 = —a — 2e 


Values of 6, c and e from these equations in terms of a and d are 
, 1 — a f> 3 a 


" 2 " 


d 


Inserting these values in Eq. (16) gives 

/r> A 1 

Q = Kix a p 2 )h ,l <j 2 ^ 

By rearranging terms this can be written 



In this equation the throe quantifies in parentheses are dimen- 
sionless ratios. This number was to be expected from the Pi 
theorem because Eq. (16) contains six variables and Eq. (17) 
contains three fundamental units so that n — p = 6 — 3 = 3. 
More light may be thrown on the orifice theory by writing Eq. 
(19) in the form 


« - * @y pvt* < 2 °) 

F j 

1 For more complete discussion see E. Buckingham, Motlel Experiments 
and the Forms of Empirical Equations, Trans. A .S. M.E . , vol. 37, p. 263, 1915, 
or A. C. Chick, “Dimensional Analysis” in “Hydraulic Laboratory Prac- 
tice,” edited by John R. Freeman, p. 787, A.S.M.E., 1929, 
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The area of the orifiee opening is proportional to Z 2 and this 
proportionality constant, ran be included in a new constant K' 
along with 1/ y/2 and the original K. Then, after inserting some 
characteristic velocity V in both parts within the first paren- 
theses, the equation for discharge becomes 

V 

„ _ Vfg — 

Q - k J As/2gh (21) 

A* , 

The numerator and ([('nominator of the first ratio as now written 
are Fronde's number and Reynolds' number, respectively, and 
the ratio may be written Nf/Nr. If the discharge equation 
for the orifice is now written as 

Q = CAsj2qh 

and is then compared with Rq. (21), it follows that the coefficient 
of discharge is 



The condition for dynamic, similarity in orifices is that the 
dimensionless terms of Rq. (19) must be constant. If the term 

jU 1 N F 

inl ' ( ‘n >rot( ‘ <l a,s Nr j Allows that neither N F nor Nr 

need be constant but their ratio must meet that requirement. 
The requirement that h/l be constant is simply that geometric 
similarity must exist. This applies not only to the ratio of l 
and h but to ratios involving every dimension of the tank. 

Values of a and d must be determined by experiment. It was 
shown in Art. 154 that tins velocity of a jet from an orifice is 
independent of p if V *\/h. If this is strictly true and the 
contraction is also unaffected by jjl, then Nr cannot be a significant 
ratio and the value of a is zero. The discharge is then also 
independent of p and Nf because they appear in a term affected 
by the same exponent a. 

It is true that C v and C for sharp-edged orifices are nearly 
independent of N*; when they are plotted against Nr, the result 
is a nearly straight horizontal line. When the orifice is rounded 
the line is slightly curved and for a tube the curvature becomes 
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greater. As the side walls of the opening are increased in length 
and area, the effect of viscosity continues to increase and the 
curvature of the Nr curve becomes more marked. 1 

206 . Application of Dimensional Analysis to Resistance of 
Floating Bodies. — The resistance of floating bodies was discussed 
in Art. 177 of Chap. XII. In that article it was pointed out 
that the drag of a ship hull may he divided into throe component 
parts as follows: 

1. Wave-making resistance. 

2. Eddy-making resistance. 

3. Skin-friction resistance. 

The first two of these items are usually combined to form the 
residuary resistance. 

The method for studying ship-hull resistance originated by 
William Fronde is based on the assumption that the expression 
for the total resistance may be written in the form given by 
Eq. (60), page 355, that is, 

D = C/A f\(N K ) + Crtf'M A,) (22) 

in which D is the total resistance of the ship hull, p is the density 
of the fluid, V is the velocity of the hull, .1 is the wetted surface 
of the hull, A is the volume of displacement of the hull, C j is the 
coefficient of skin friction based on the wetted surface, C r is the 
coefficient of residuary resistance based on A'‘ H , f\(Nn) is a func- 
tion of Reynolds’ number which determines the reflation between 
the skin-friction drag and N-r and J»{N *•) is a function of b rondo’s 
number which determines the relation between the residuary 
resistance and Nr. 

A rational basis for Eq. (22) is provided by dimensional 
analysis. Let it be assumed that the resistance of a ship hull is 
dependent on p, V , A, g and p. Then 

D = f(p,V, A, g,n) 
or 

D - Kp“V b AYN (23) 

in which K is a nondimensional constant. Inserting the funda- 

1 Typical curves are given by II. Addison, 44 Applied Hydraulics,” p. 62, 
John Wiley & Sons, Inc., New York, 1934. 
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mental units M, L and T for the various quantities in Eq. (23) 
the following relation is obtained: 



On equating separately the exponents of mass, length and time 
on the two sides of this equation, three simultaneous equations 
are obtained which are 


1 (i -f- o i 

1 — 3,(. + ft + 3e + d — (24) 

- 2 « -ft - 2 d - e ) 

It will be noted that Eq. (23) contains in all six variables and 
on applying the J’i theorem, it appears that the result should 
contain six minus throe, or three, nondimensional ratios. Five 
of the quantifies in Eq. (23) are affected by unknown exponents 
and, since the dimensional method gives only three equations 
for the determination of those exponents, it is possible to find 
values of only throe of them; these will in general be expressed 
in terms of flu* remaining two. 

The choice of the exponents to be considered as unknown is 
completely arbitrary. If d and e arc considered as the unknowns, 
then the solution of Eqs. (24) for a, b and c gives 


a - I c, 6 = 2-2 d-e, c = | + | - J 

The expression for the drag of the hull now becomes 

/> = A'pd 


On arranging in separate groups the terms affected by the 
exponents d and e, the result is 


I) = KpVW 



(25) 


The factor A in the parentheses may be replaced by a constant 
times the cube of any convenient linear dimension of the hull, 
such as its length l. The right side of Eq. (25) may also be 
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multiplied and divided by 2 and, with the proper change in the 
coefficient, Eq. (25) becomes 



( 26 ) 


Reference to the earlier articles of this chapter shows that the 
quantity V/y/lg is Froude’s number N F , while pVl/ix is Reynolds’ 
number Nr. Previous studies of resistance have shown that 
when viscosity is an important factor, as in the case of pure 
skin friction, the drag is a function of Reynolds 7 number. When 
gravity forces are involved in the flow, as in the case of wave- 
making resistance, it was found that the drag was dependent on 
Froude’s number. It might then be expected that, when both 
kinds of forces are present as in this problem, the resistance 
should be a function of both Reynolds’ and Fronde's numbers. 
This supposition is justified by the result given by Eq. (26). 

The three dimensionless ratios which, according to the Pi 
theorem, are involved in this problem are then Nr, Nr and 


D 



The denominator of the last ratio consists or a pressure 


pV 2 / 2 multiplied by the two-thirds power of a volume which is 
an area. This product then has the dimension of a force so 


that 


D 



is nondimensionaJ. 


The methods of dimensional analysis as applied to the ship- 
hull resistance problem do not lead directly to the result given by 
Eq. (22). This requires the introduction of Froude’s assump- 
tion that the resistance may be divided into two parts, residuary 
and skin-friction drags, and that the first of these may be con- 
sidered as a function of Nf alone while the second is a function of 
Nr alone. Equation (26) is then written in the form 




C/MNr) + CrMN F ) 


or, putting C/A H = C f A, where A is the wetted surface. 
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(•/A f\(Ns) 4- C r &^fz(N f) 


(27) 


which is identical with lOq. (22). 

Although 10c jk. (26) and (27) arc different in form, there is a 
good deal of similarity between them. Both contain Reynolds' 
and Fronde's numbers. The use of Eq. (26) requires that the 
values of the exponents d and e be known, the former being 
associated with Nf and the latter with Nr. When Eq. (27) is 
employed, the functions fi and jfi> must be determined, these 
being associated with Nr and N Fj respectively. 

The experimental determination of ship-hull resistance is 
usually accomplished by towing a small-scale geometrically 
similar model of the hull in a long channel filled with water. 
Such a channel is known as a naval tank. In order to have 
dynamic similarity between the flow around the model and that 
around the full-scale hull, it is necessary that the Reynolds' 
and Fronde's numbers should have the same values in the two 
cases. If primed quantities are used to represent the model 
conditions, then Nr = N u and N ? = N/. It is not difficult 
to satisfy the condition of equality of Froude's numbers. If 
the ratio of model and full-scale hull lengths is V /l = 1/X, then 
the condition that 

v = 

Vlg Vfg 

is satisfied if 


Since X is generally larger than unity, the proper towing speed 
of the model is considerably smaller than the speed of the full- 
scale ship. 

If Eq. (28) is satisfied, it is impossible to make the Reynolds’ 
numbers equal. Equality of Reynolds’ numbers would require 
that 

pVl = p'VT 

If, as is usually the case, the fluid in the model tank is water, then 
p — p’ and p. =- p! so that 
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VI = VT 

The speed of the model must, then be 

V' = V~= KX (29) 

It is obviously impossible to satisfy Eqs. (28) and (29) 

simultaneously. . 

In practice, tank tests are made under conditions that give 
equality of the Froude’s number. The skin-friction drag of the. 
model hull is then computed on the assumption that it is equal 
to the resistance of a parallel Hat plate of the same length and 
wetted surface and having the same Reynolds number Nr as 
the model. The difference between total and skin-friction 
drao-s is the residuary resistance and, with its value known, the 
expression C r /,(#,) in Eq. (27) may be computed. The residu- 
ary resistance for the full-scale hull is then determined by. using 
this value in the equation 

A-a ua„ = 

The skin-friction drag of the full-size hull is then computed 
on the same basis as for the model and the sum oi this value 
and the above expression for residuary drag gives the total 
drag of the full-scale hull. 

207. Dimensional Considerations of Resistance of Submerged 
Bodies. — The resistance of a body submerged in a mass of fluid 
and in motion relative to the fluid presents another type of 
problem to which dimensional analysis may be applied with 
considerable success. In Chap. XII, Art. 158, it, was shown 
that, if the principal forces acting on the fluid (dements are 
pressure, inertia and viscosity, then the resistance may be 
expressed in the form 

D Cj£~A /(AM (30) 

in which A is an area of the body, usually that, projected in a 
plane normal to the direction of motion, while the remaining 
quantities have the same significance as in Art. 206. Equation 
(30) is applicable to bodies moving through a liquid or a gas, 
provided in the latter case the velocity is not too great. 
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The determination oi the resistance of an airplane presents 
some interesting problems, particularly in connection with the 
use of models. According to the principles of dynamic similitude 
the model of the airplane should be geometrically similar to its 
full-scale prototype and the Reynolds’ numbers should be the 
same in both cases. Most aerodynamic experiments of this 
kind are conducted in the wind tunnel, a device for producing a 
current of air relative to the model. The wind tunnel usually 
consists of a long tube constructed somewhat in the form of a 

Experimental 



Vertical Section 

Fig. 254. Closed-throat type of wind tunnel with return duct — Guggenheim 

Aeronautics Laboratory of the California Institute of Technology. 


Venturi tube. A fan is placed at one end for the purpose of 
producing motion of the air past the model, which is suspended 
in the throat in such a way that the forces acting on it can be 
measured. In Fig. 254 is shown a longitudinal section of the 
wind tunned at the California Institute of Technology 1 and in 
Fig. 255 is found a photograph of the experimental chamber and 
model setup in the University of Michigan tunnel. These instal- 
lations are representative of modern equipment of this kind. 

The maximum size of a wind-tunnel model is determined by 
the dimensions of the throat section at which the model is 
placed. With the exception of a few extremely large tunnels, 

1 Millikan, C. B., and A. L. Klein, The Effect of Turbulence, Aircraft 
Eng. } vol. 5, pp. 169-174, 1933. 
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most laboratories can test models whose linear dimensions range 
from one-thirtieth to one-tenth ot the dimensions ol the full- 
scale airplanes they represent. 

If l and V denote a certain length on the airplane and its 
model, respectively, then the scale ratio of the model is V /l = 1/X. 



Pic,. 255.— Experimental chamber and model setup in the University of Michigan 

wind tunnel. 


Equality of Reynolds’ numbers requires that 

?T 1 '. = ?Y! (3D 

At' A* 

or, since the densities and viscosities are usually t he same, 

V'l' = VI 

The proper wind speed for a model test, is then 

V = vj = V\ (32) 

As an example, consider the. case of an airplane designed to 
fly at 200 m.p.h., the model of which has a scale factor X = 10. 
According to Eq. (32) the speed in the wind tunnel should then ho 

V r = 200 X 10 = 2000 m.p.h. 

This tremendously high velocity is far beyond the capacity of 
existing wind tunnels. Not only would an enormous amount 
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of power be required to operate the fan, but it should also be 
noted that this speed is considerably in excess of that of sound. 
Thus the How around the model would be in the range where 
compressibility effects are important. The Mach’s numbers 
in the two cases would be N M ' = 200 ^ 62 = 2.63 for the model 
and Mm = 200 7 r ,2 = 0.263 for the full-size airplane so that, 
while similarity ol the viscous and inertia forces would have 
been obtained, the effects of compressibility on the model test 
results would be so pronounced as to render them practically 

worthless. 

In practice, wind tunnels are usually operated at speeds of the 
order of 10 to 250 imp. In so that on small-scale models equality of 
Reynolds’ numbers cannot be expected. .This does not render 
the tests worthless because it is possible to extrapolate the results 
thus obtained to the higher Reynolds’ number of the full-scale 
unit. The basis for such an extrapolation depends on having 
available experimental or theoretical laws giving the relationship 
between the forces and the Reynolds’ numbers for the complete 
range between the value obtained in the model test and that 
corresponding to actual flight. At the present time such informa- 
tion is being obtained from laboratories operating full-scale wind 
tunnels, by comparison of model tests with measurements of 
speed and power in flight and by the use of theoretical develop- 
ments such as the skin-friction drag formulas for flat plates 
parallel to the airstream. 

Another satisfactory method for obtaining the high values of 
the Reynolds’ numbers corresponding to the flight of an actual 
airplane is the use of a completely closed tunnel employing a gas 
having a lower kinematic viscosity than that of atmospheric air. 
An inspection of Kq. (31) shows that, if the value of v = p/p is 
decreased, then the Reynolds’ number for the model test will be 
increased provided the ratios of velocities and characteristic 
lengths have already been established. The only application 
that has been made of this principle up to the present time is to 
use compressed air as the gas in the tunnel, this idea first being 
proposed by Munk. 1 The entire tunnel is placed inside a sealed 

1 Miink, M. M., and 10. W. Miller, The Variable-density Wind Tunnel 
of the National Advi.sory Committee for Aeronautics, NACA Tech. Reft. 227. 

See also Jacobs, K N., and 1. II. Abbott, The NACA Variable-density 
Wind Tunnel, NACA Tech. Rc.pt . 416. 
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shell and the pressure is increased to several atmospheres. Since 
this change occurs at approximately constant temperature, the 
absolute viscosity p. is unchanged and there is only an increase 
in the density which is proportional to the increase in pressure. 
For this reason tunnels of this type are known as variable-density 
tunnels. This type of tunnel has an advantage over the atmos- 
pheric tunnel in that high Reynolds’ numbers may be obtained 
without excessively high speeds. The acoustic velocity in a 
variable-density tunnel is c — y/kp/p and, since p and p are 
varied in the same proportions, c remains constant so that 
undesirable compressibility effects may be avoided. Tlius in 
the case of the model discussed on page 440 a pressure of 10 
atmospheres and a tunnel velocity of 200 m.p.h. would give a 
model Reynolds’ number equal to the full-scale value, while 
the Mach’s numbers would be identical. If desired, the pressure 
might be increased to say 20 atmospheres and a velocity of 
only 100 m.p.h. employed. Equality of Mach’s numbers would 
no longer be maintained but, since both the model and full- 
scale values of Nm would be well below unity, no serious difficul- 
ties would result. 

In 1936 there were only two such tunnels in operation, one at 
the National Physical Laboratory in England and the other at 
the Langley Field laboratories of the National Advisory Com- 
mittee for Aeronautics in the United States. The latter employs 
pressures up to 20 atmospheres while in the English tunnel pres- 
sures as high as 25 atmospheres ean he obtained. The sixes of 
models and maximum air speeds are such that in the English 
tunnel Reynolds’ numbers as high as 6.S3 X l() fi can be obtained, 
while in the American tunnel the maximum value is about 
3.4 X 10 6 . These values are for airfoil models and are based on 
the wing chord. 

Although the Reynolds’ numbers obtained in the variable- 
density tunnels are not so large as those corresponding to the 
flight of the fastest and largest airplanes, it is found that the 
variation of the drag force with Reynolds’ number is much more 
uniform than in the lower ranges where the ordinary atmospheric 
tunnel operates. Thus the prediction of full-scale force values 
from such test results should be considerably more accurate than 
calculations based on the relatively low Reynolds’ number of 
the atmospheric tunnel. 
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Deneral Problems 

384. A spherical particle i dropped into a lank of castor oil and a similar 
particle is dropped into water. Both liquids arc at a. temperature of 50°P. 
What must i*c the ratio of the diameters of the particles if the flows are 
dynamically similar at the same velocity? 

386. The akin friction dray, eoeHicieui of a Hat plate parallel to a stream 
of fluid varic:. with tAM ' when the boundary layer is turbulent. How 
dot's the dray vary with \doeity? Referring to the data on flat, plates 
given in Chap, Ml, determine whether or not n ran he greater than 2 in 
tin* relation 1> *• P ; . 

386. The wind re e ianee of :t tall building is assumed to bo dependent, 
on the density and u.ensify of the air, the wind velocity and the width and 
height of the building, fhwelnp an expression for the resistance of the 
building in terms of these quantities and find the nondimensional ratios 
involved in tin* problem. 

387. Develop an evpres am for the resistance of a bridge pier placed in 
a stream of water of depth */ if it is assumed that the viscosity may be 
neglected. The principal dmam t«ms of the cross section of the pier arc a 
hi the directum of motion and h at right angles to if. 

388. A I in. eimtlnr orifice tn a smooth 12 in. water pipe has pressures 
of 40 lb. per m j. m aba. and 21 ll». per sq, in. abs. on the upstream and down- 
stream sides, re perl i\ el\ . The How of water through an orifice in a 6-in. 
line is required to be d> nanueally Mimlar, Kind (a) the ratios of the dis- 
charges in the two rn:.e . and */». the ratio of the pressure* drops. Are the 
ratios of the upstream and dow tr I ream pressures neeessnrily the same? 

389. Water How m a reetangular channel 6 ft. deep and 12 ft. wide with 
a velocity of J 1 1 . j»»m '■ ee Wluit is the flow in a geometrically similar chan- 
nel of the same maim ml ami 1 ft. deep to prnduee the same shear stress at 
the. walls? 

390. r.sing the Manning formula for velocity in an open channel of 
rectangular cross seetmu, determine the relation between the slope ,s*' in a 
model and the slope m the full ?;en|e channel un to make the Reynolds' 
numbers equal, i/o to make the Kmude's numbers equal. Assume both 
channels to l»e eoie t ru<*ted of the same material. The geometric scale ratio 
in Vi l l A. 

391. A pipe 6 in. in diameter D rolled from corrugated sheet. Another 
pipe* 12 in. in ilia meter r> rolled from the .mime slicet. Clan the flow of water 
through these two pipes he made to satisfy the condition of dynamic simi- 
larity? Why? 

392. In order to make experiments on the How through a river bed, it is 
proposed to employ a distorted model having a horizontal scale of 3-250 of 
the* actual river bed and a vertical scale of Dm* l*s if possible to obtain 
dynamic similarity with the fulbsenJe flow under such conditions? Why? 

393. The average height of the projections which form the roughness of a 
pipe wall ih t Develop an expression for the head lost in such a pipe line, 
considering viscosity hut neglecting compressibility. Express the result 
in a form comparable with the Darcy formula. 
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394 . A ship is to operate at 25 m.p.h., the lengt h of the hull being 175 ft. 
Tests are being made on a geometrieally similar model 10 ft. long. At what 
speed should the model be towed? 

395 . A ship-hull model is eons true led on a 1 [ 2 «eale. The full-size 
ship is 150 ft. long; it has a wetted surface of 2*100 sq. ft. and a volume of 
displacement of 7350 cu. ft. The total resistance of the model at a Fronde’s 
number of 0.25 is 2.2 lb. What is the corresponding speed of the ship and 
what is its total resistance? 

396 . Show that the quantity of water flowing over a, weir is in general a 
function of both Reynolds' and Fronde’s numbers. For what types of 
weirs is Reynolds’ number important? 

397 . An airplane having a mean wing chord of 12 ft. is designed to fly 
at 250 m.p.h. It is desired to determine its resistance by tests on a l \>> scale 
model in an atmospheric wind tunnel. Wlmt should be the wind velocity 
in the tunnel? What are the corresponding values of Mach’s numbers? 

398 . What conditions would be required in a variable-density wind tunnel 
for the test of Prob. 397 if the Reynolds’ and Mach’s numbers for the model 
are to be the same as their full-scale values? 

399 . An airship 475 ft. long is designed to cruise at 90 m.p.h. A model 
having a scale of % 2 Q & available and it is proposed to make* resistance tests 
in water at 60°F. What velocity of the stream would be required? If the 
water were heated to 120°F., what would be the required velocity? 

400 . Show that the thrust of a propeller moving through a gas is depend- 
ent on Reynolds’ and Mach's numbers and on the advance-diameter ratio. 

401 . The quantity of water passing through a turbine or centrifugal 
pump is dependent on the following quantif ies: « is the angular velocity of 
the wheel, H is the head, D is the diameter of the wheel, /> is the density of 
the fluid, ju is the viscosity of the fluid and // is the acceleration of gravity. 
Develop an expression for Q and show that Reynolds' and Fronde's numbers 
based on peripheral velocity of the wheel enter into the problem. What 
other dimensionless ratios are involved? 
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208 . The Measurement of Viscosity.— In any study of the 
flow of viscous fluids complete solutions to problems may be 
obtained only when the viscosity of the fluid is known. The 
methods employed in scientific and industrial work for the deter- 
mination of this quantity arc therefore worthy of attention. 
The subject, of the measurement of viscosity is known as vis- 
cometry and the instruments employed for this purpose are called 
viscometers or viscosimeters. 

Tim operation of a viscometer usually involves a flow of the 
fluid of which the viscosity is to be determined. The use of such 
an instrument then depends on either a theoretical or an empirical 
knowledge of a quantitative relationship between the viscosity 
and certain measurable characteristics of the flow. An ideal 
type of viscometer would be one in which the nature of the flow 
involved is completely determined by the viscosity of the fluid. 
By means of an analytical relation between the viscosity and the 
quantities characterizing this flow it would then be possible to 
compute the numerical value of either the absolute or the 
kinematic viscosity coefficient. In the viscometers in actual 
use this ideal is never completely attained and it is always 
necessary to introduce certain correction factors or to calibrate' 
the instruments with fluids of known viscosity. However, if 
the required corrections or calibrations arc properly made, it is 
usually possible to obtain a value of the viscosity expressed in the 
appropriate fundamental units of mass, length and time. 

In some types of viscometers, particularly those used in 
industrial work, the flow may be only slightly affected by the 
viscosity, other considerations being much more important. 
In such cases the correction factors are usually quite large and it 
is often difficult to find a simple, direct relationship between 
the fundamental coefficient of viscosity and the quantities 
measured. Eor this reason the viscosity measurements are 

445 
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frequently expressed in units that are peculiar to the viscometer 
used. Such values may in some cases ho suitable for compara- 
tive work but they cannot be employed in the problems of the 
preceding chapters without transformation to the fundamental 
units of mass, length and time. 

209. Transpiration Methods of Viscometry. Among those 
methods for the determination of viscosity which rest on a 
sound scientific basis, the most widely used is undoubtedly the 
so-called transpiration method. In this method observation is 



Fid. 250. -Apparatus! for moiumriuK vineonity of liquids. 


made of the time required for a given amount, of fluid to flow 
through a capillary tube of known diameter and length under a 
known pressure difference. By selecting a tube of such a size 
and length that the flow is laminar, the Ilagen-Poiseuille law is 
applicable. This law is expressed by ICq. (16), page 173, which 
when solved for g gives 

_ ir(pi — p%)d* 

M ~ 128 Ql 

Obviously the method is more suitable for liquids than for gases 
but special arrangements for timing the flow have been devised 
so that the viscosity of gases may also be determined by this 
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method. A simple arrangement of this kind for use with liquids 
is shown in Fig. 256. This apparatus consists of a capillary 
tube of known length and diameter connected by rubber tubing 
to two tanks in which overflow tubes are placed so that the 
surface level in each of the tanks may be maintained constant. 
Manometers are provided for measuring the difference in level or 
head, which, assuming no loss in the relatively large connecting 
tubes, is all consumed in causing flow through the capillary tube. 
A thermometer suspended in one of the tanks indicates the 
temperature ol the liquid. The liquid is fed continuously into 
the higher tank at such a rate that some 
runs out of the overflow tube. The 
balance passes through the capillary, out 
of the overflow tube of the lower tank and h 
into a receptacle placed beneath it. By 
measuring the quantity accumulated in 
this receptacle in. a given time, it is a 
simple matter to compute the viscosity 
of the liquid. 

A modification of the transpiration 
method is employed in the Ostwald vis- 
cometer shown in Fig. 257, in which, as 
before, a known quantity of liquid is 
timed as it flows through a capillary tube. 

In this instrument, which is mounted 
vertically, the flow is caused by hydro- 
static pressure of the fluid itself. Thus a 
known quantity of liquid is placed in the Fig. 257.— -The Ostwald 
upper bulb A and the time interval re- viscometer, 

quired for the meniscus to pass the two marks and m 2 is 
noted. Because of the construction of the instrument it is 
difficult to determine the dimensions of the capillary and con- 
sequently this viscometer must be calibrated with some fluid of 
known viscosity. 

Problem 402. A capillary-tube viscometer such as that shown in Fig. 256 
is to be used for the determination of the viscosity of water at 59°F. The 
capillary has a diameter of 0.075 in. and a length of 10 in. What is the 
transpiration time for 15 cu. in. of water if the difference in head is 5 in. ot 
water? 

403. What is the maximum head that can be used on the viscometer of 
Prob. 402 when determining the viscosity of water at 59°F.? 
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404 . What is the absolute viscosity of an oil if it requires 320 sec. for 
8 cu. in. to flow through a capillary-tube viscometer having a diameter of 
0.055 in. and a length of 12 in.? The pressure difference is 7.5 in. of water. 

210. Other Scientific Viscometry Methods. — Tin; transpira- 
tion method is not suitable for very viscous fluids because of 
the extremely long time required for the flow to take place. 
For such substances a more satisfactory method is to measure 
the time of fall through the fluid of a small solid sphere of known 
weight. The viscosity may then be computed by the application 
of Stokes’ law. 

Other scientific methods involve the measurement of the time 
of damping of the oscillations of a horizontal disk suspended by 
a wire fastened to its center, or the determination of similar data 
for a spherical pendulum swinging in the fluid. In still another 
method the fluid is placed in a cylinder of annular cross section 
and a coaxial cylindrical shell extends into the fluid. The 
annular cylinder is rotated at constant speed and a measurement 
of the torque acting on the shell makes it possible to calculate the 
viscosity. In all these devices the relation between the quantity 
measured and the viscosity must be determined either by 
theoretical means or by calibration with fluids of known viscosity. 
More complete information in regard to the; theory and operation 
of these and other types of viscometers will be found in the 
literature . 1 

211. Industrial Viscometers. — In technical or industrial work 
there is a considerable lack of uniformity in the; apparatus and 
methods used in viscometry. A further difficulty lies in the fact 
that the results of observations with these instruments are; usually 
expressed in units peculiar to the instrument itself rather than 
in the fundamental units of mass, length and time;. In Germany 
the Englers viscometer is commonly used; in England, the Red- 
wood; the Barbey Ixometre in Franco; and the Haybolt in the 
United States. In most of these devices the principle of opera- 
tion involves the measurement of the time for a certain quantity 
of the fluid to flow through an opening, which more often resem- 
bles an orifice rather than a capillary tube, or at least is so short 

1 Bingham, E. C., “Fluidity and Plasticity,” Chaps. IV and V, McGraw- 
Hill Book Company, Inc., New York, 1922. 

Herschel, W. H., Determination of Absolute Viscosity by Short-tube 
Viscosimeters, Bur. Standards Tech. Papers 100. 
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that the Hiigen-Poisouille law does not strictly apply. Thus 
the true viscosities of different liquids measured in fundamental 
units are in many oases not directly proportional to the times of 
transpiration. If is, however, possible to compute the true vis- 
cosity by means of empirical relationships, an example of which 
is given in the next, article. 

212. The Saybolt Viscometer.— As mentioned in Art. 211 the 
Saybolt viscometer is commonly used in the United States, this 



Fkj. 258. Oil tube for Saybolt Universal and Furol viscometers. 

instrument being the standard prescribed by the American 
Society for Testing Materials 1 for use in the determination of the 
viscosity of petroleum products and lubricating oils. There are 
two Haybolt viscometers employed in this field, both of the same 
general design but of different dimensions. The Saybolt Uni- 
versal viscometer is primarily suited for use with lubricating 
oils, while the Saybolt Furol viscometer is designed for deter- 
mining the viseosity of heavy fuel oils and liquid asphalt mate- 
rials such as are employed in road building. In both of these 
1 American Society for Testing Materials, “ Standards on Petroleum 
Products and Lubricants,” pp. 304-309, 1935. 



450 


FLUID MECHANICS 


ICiup. XVI 


instruments the viscosity is measured by the time in seconds 
required for 60 cc. of the liquid to flow vertically through a 
capillary tube. If, for example, this quantity of a certain liquid 
is discharged in 75 seconds, the Saybolt viscosity is said to be 
75 seconds. This tube is immersed in a constant-temperature 
bath and the instrument is provided with heating units so that 
the viscosity may be determined over a range of temperature. 
The nature of the tube through which the liquid must flow is 
shown in Fig. 258. The material to lx* tested is poured into the 
large reservoir and is allowed to flow through the outlet tube by 
removing the cork beneath it. The liquid runs into a glass flask 


Table XII. — Dimensions op Saybolt Oil Tubes 1 



SayboK. Universal 

Si 

ivbolf Purol 


visoomele 

r 


viscometer 

Dimensions 

Mini- 

Nor- 

Max i~ 

Mini- 

■ Nor- Maxi- 


mum, 

mal, 

mum. 

mum, 

, mal, mum, 

CO 

cm. 

cm. 

cm. 

cm. 

cm. cm. 

Inside diameter of outlet 

tube 

Outside diameter of out- 

0 . 1750 

0 .1705 

0 . 17K0 

0 .31: 

8 0.815 0.317 

let tube at lower end . . 

0.28 

0.30 

0.32 

0.10 

0.43 0.46 

Length of outlet, tube*. . 
Height of overflow rim 

1.215 

1 .225 

1 .235 

1 ,21; 

r I .225' 1.235 

above bottom of out- 
let tube* 

12.40 

12.50 

12,00 

12.40 

12.50 12.(50 

Outside diameter of 






overflow rim, at the 
top*q: 

t 


3.30 

f 

3.30 

Diameter of container*. . 
Depth of cylindrical part 

2.955 

2.075 

2.005 

2 . 95; 

>| 2.075 2.995 

of container* 

Diameter of container 

8.8 



8.8 


between bottom of 
cylindrical part of con- 
tainer and top of out- 
let tube* 

0.9 



0.0 



* This dimension is identical in the Say bo It Universal and the Say boll. Enrol instruments, 
t The minimum value shall preferably not be less than 3.2 cm. 

t The section of overflow rim shall be, bounded by straight lines exeept that a fillet is 
permissible at the junction with the bottom of the gallery. 

1 American Society for Testing Materials, op. cit., pp. 304 309. 
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having a graduation mark indicating a volume of 60 cc. The 
dimensions of the standard Universal and Furol oil tubes are 
given in Table XIL 

While it is desirable that the viscosity of an oil in Saybolt 
seconds should be proportional to its viscosity in poises, this is 
approximately true only lor values of the former quantity above 
200 sec. The relationship between the kinematic viscosity of an 
oil measured in centistokes and its transpiration time, t, in Saybolt 
seconds may be expressed analytically by the following empirical 
formulas : 

r = 0.226* - ~ (1) 

0 

for t less than 100 sec. and 

- 0.220£ - ±5? (2) 

0 


for t greater than 100 sec. Either equation is valid when t - 100. 
The Saybolt Universal viscometer may be used satisfactorily for 
temperatures up to 210°F. provided the oil is not in the 
neighborhood of either its solid or its flash point. For higher 
temperatures the Ostwald viscometer immersed in a constant- 
temperature bath is often employed. 

213. Theory of Transpiration-type Viscometers. — In actual 
use the transpiration method for the determination of viscosity 
frequently requires the introduction of certain corrections to the 
basic Hageu-Poiseuille law. This is true in general of all vis- 
cometers of this type whether they are used for industrial or for 
scientific purposes. If the capillary tube of the viscometer is 
regarded as a circular pipe in which the flow is laminar, then 
the volume of fluid passing through it in a time t, as was shown in 
Art. 85, is 


Qt — 


Hpi - pddH 
128 ixl 


( 3 ) 


Potential energy exists by reason of a pressure difference at the 
ends of the tube. In the actual flow, however, a certain portion 
of this energy is transformed into kinetic energy. It is known 
that the velocity at any point at a distance y from the axis of the 
pipe, when the laminar flow with its paraboloidal velocity distri- 
bution is fully developed, is 
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U 



( 4 ) 


where V is the average velocity. By a method paralleling that 
used in Art. 101, the kinetic energy of the flow is found to be 


T = 



If the value of u from Eq. (4) is substituted in this expression and 
the integration is carried out, the result is 



( 5 ) 


This energy contained in the flowing fluid represents a loss in 
pressure p T , the magnitude of which may bo determined by 
equating the work done by that pressure in unit time to the 
kinetic energy T. Thus 


Vv 



rp *pV*<P 
4 


so that pr = pV 2 . Putting V ~ 4Q t /xd% 1 ho result is 


pT — 


IbpQr 
t W 


( 6 ) 


The pressure difference on the ends of the 1 pipe, effective in 
overcoming viscous resistance to flow, is therefore 


Pi - - pr 

If the pressure difference in Eq. (3) is replaced by this effective 
pressure difference, then 

n T dH ( \ Tr{p\ ~ P'i)d A t pQr 

When this last expression is solved for the absolute coefficient of 
viscosity, the result obtained is 


fj- = 


_ T (.P\ ~ Jh)dH pQ t 


128fQi 


ttirlt 


( 7 ) 


The kinematic viscosity of the fluid is now obtained by dividing 
Eq. (7) by the density so that 
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„ = _ Qt 

128 P lQ t 8 t It 

In an actual test measurement will usually be made of the dif- 
ference in head on the ends of the flow tube rather than the 
pressure difference. The pressure difference is 

Pi - p 2 = ivQii - = pg(hi - hi) 

where w and p are, respectively, the specific weight and density. 
Thus the kinematic viscosity may be expressed in the form 

_ gift i ~ h 2 )gdH _ Qt 
128 lQ t 8 ttU 

If the viscometer is designed so that the difference in head is 
the same for all fluids tested in it, then an expression for kinematic 
viscosity may be written in the form 

v = At- ^ (9) 

in which A and B arc constants depending on the dimensions and 
characteristics of the viscometer employed. A comparison of 
Eqs. (1) and (2) with Eq. (9) shows that they are identical in 
form. In viscometers of the Saybolt type, the constants A and 
B also include a correction for the varying head. 

Other corrections are required in the use of viscometers of 
the transpiration type, such as the correction for loss at the 
inlet of the tube. However, most of them are of the same type 
as the kinetic energy correction and may be included in the 
instrument constants. Thus, if the values of A and B are 
determined by calibration, all the major errors are taken into 
account. 

The constants A and B of Eq. (9) always have positive values 
so that, for small values of t, v will have negative values. In this 
range the correction is more complicated in form and Eq. (9) is 
incorrect. This difficulty is avoided by the standards set up by 
the American Society for Testing Materials for the operation of 
Saybolt viscometers. The Saybolt Universal viscometer is not 
to be used for times less than 32 sec., while the Furol instrument 
may not be employed for times less than 25 sec. 
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Space is not available for a longer treatment of the subject 
but excellent books are available for the reader who wishes to 
investigate these problems more fully. 1 

Problem 405. The viscometer shown in Fig. 250 has a, capillary tube 
0.2 cm. in diameter and discharges 75 ce. of fluid under a head of 15 cm. 
Determine the constants A and B in Eq. (9) when the tube is («.) 1.5 cm. long 
(b) 12.5 cm. long. 

406. The viscosity of a lubricating oil is 175 Saybolt see. What is its 
kinematic viscosity? 

407. A certain viscometer discharges its standard quantity of castor oil 
at 15°C. in 300 sec. and at 40°(*. in 50 sec. Determine the constants in 
Eq. (9). 

408. The absolute viscosity of an oil having a specific gravity of 0.81 is 
1.25 X 10“ 3 slug per ft.sec. What is ils transpiration lime when tested in 
a Saybolt Universal viscometer? 

214. Mechanics of Thin Films. —The theory and operation of 
viscometers as discussed in the preceding articles have for the 
most part been based on the relations developed for the laminar 
flow of a viscous fluid in a circular conduit. In the discussion 
of the resistance experienced by Ixxlies moving through a fluid, 
as presented in Chap. XII, some attention has been given to the 
theory of the boundary layer. 

There is still another group of problems which is concerned 
with the behavior of a thin film of viscous fluid in motion between 
two solid boundaries, and there are a number of applications of 
this type which are of considerable interest. The basic assump- 
tions on which problems of this group are usually solved are 
similar to those used in developing the Hagen-Poiseuille law for 
laminar pipe flow. The thickness of the film is assumed to be 
very small and the viscosity of the fluid very large; as a conse- 
quence of the first assumption, the velocity gradients normal 
to the bounding surfaces may be of considerable magnitude. 
Because of these conditions it is concluded that the nature of 
the flow will be determined primarily by the viscous forces and 
that the inertia forces may be neglected. Reference to Art. 202 
indicates that such problems would therefore correspond to 
cases where the Reynolds 7 number of the flow is extremely small. 

215. Laminar Flow between Parallel Stationary Plates— The 
case of fluid moving between two parallel plane surfaces, both 

1 Cf. footnote, p. 448. 
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of which are at. rest, forms one of the simplest examples of the 
motion of thin films. This arrangement is shown in Fig. 259, 
which represents a cross section of the flow taken in the direction 
of motion. The plates are assumed to be sufficiently large so 
that the motion may be regarded as two-dimensional. The 
agency producing the flow may be a pressure difference on the 
ends of the channel formed by the two surfaces. The origin of a 
rectangular coordinate system is located at any convenient point 
half way between the two plates, the a'-axis being chosen parallel 
to the plain's of the plates and the ?/-axis at right angles to them. 
The distance between the plates is represented by b. Consider 
a fluid particle in the form of a small rectangular parallelepiped 



K 1C >1 

Fkj. 259. '-Laminar flow between parallel stationary plates. 


of unit thickness, with solos parallel to the coordinate axes having 
lengths equal to dx and d.y. If the flow is from left to right, then 
there will he a shear stress on the lower surface equal to r, which 
will act in the negative ^-direction. A similar stress on the 
upper surface acts in the opposite direction and is equal to 
r - dr. The figure is drawn as though there were a positive 
velocity gradient in the neighborhood of the particle so that it 
is moving slightly faster than the one just below it and slower 
than the one above. This, however, does not affect the gen- 
erality of the development. The pressures on the left- and right- 
hand ends of the dement may be represented by p and p - dp, 
respectively. The motion is assumed to be steady and inde- 
pendent of * so that no inertia forces are involved and the 
velocity gradient is a function of y alone. The condition for 
equilibrium of the dement then becomes 

\p - (p - dp)]dy - [r - (r - dr))dx = 0 
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or 


dp dy — dr dx = 0 


The differential equation for determining the variation of velocity 
with y is then 


or, letting 


dp _ dr 
dx dy 
du 

T “ %' 
dp __ <Pu 
dx ^dy 2 


( 10 ) 


The solution is obtained by integrating twice with respect to y, 
the result being 


1 dp 
y dx 


r 


+ A \v + A 2 


( 11 ) 


The constants of integration, A\ and A •>, are now determined 
from the conditions that tho velocities are equal to zero at 

the surfaces of the bounding plates, that is, u = 0 for y ~ +-• 

The final result is 


u = 


1 dp(¥ _ , 

2 m <to\4 y 


( 12 ) 


As in the case of laminar flow in a pipe, the maximum velocity 
occurs midway between the bounding surfaces. Here its value is 


1 dp 5* 

2 n dx 4 


(13) 


while the velocity distribution is parabolic in form. The value 
of the average velocity at any section is two-thirds of the maxi- 
mum, that is, 


JL dp b 2 
3 y dx 4 


(14) 


The pressure decreases linearly in the direction of motion so 
that the pressure gradient is 


dp = (pi - pd 
dx l 
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whoro I is the distance between points 1 and 2 at which the 
pressures are pi and p«. The velocity at any point is then 

« - 


” =) (l - »=) 


(15) 


The quantity of fluid passing through a section of unit thickness 
in the direction normal to the ary-plane is thus equal to 


Q 


if" 


dy 


(pi - p-iW 
12/ti 


(16) 


The two plates of this problem might be considered as the 
vertical walls of an extremely deep channel of which Fig. 259 
represents a horizontal section. If the channel is sufficiently 
deep so that the free surface at the top and the solid boundary 
at the bottom do not appreciably affect the flow, then for a 
depth d tlu' discharge under a pressure difference Vi ~ Pi is 


n _ (Pi ~ P 2 )b 3 d 
w - ■ f 2/ j 

or for a given discharge the loss in head due to viscosity is 

UjilQ 12 vlQ 


hi - h t 


Vy ~V} 
w 


■wir'd gb 3 d 


(17) 


(18) 


216. Hele-Shaw’s Method for Visualization of Two-dimen- 
sional Nonviscous Fluid Motions.— If a solid obstacle in the 
form of a right cylinder is placed between the two bounding 
plates with its generators perpendicular to these plates, the 
problem of Art. 215 becomes considerably more complicated. 
The presence of the cylinder distorts the flow so that the velocity 
in any plane parallel to the plates is variable in both magnitude 
and direction, as shown in Fig. 260. It then becomes necessary 
to consider velocity components parallel to the x and the z 
coordinate axes. Both of these velocity components, u and w, 
are now functions of x and z as well as y. Suppose that the 
distance between the plates is small in comparison with the 
dimensions of the body placed between them and that the fluid 
is so viscous that the inertia forces are negligible m comparison 
with the shearing forces. It was first pointed out by Sir George 
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Stokes 1 that under these conditions the streamlines representing 
the average flow approximate those for the two-dimensional flow 
of a nonviscous incompressible fluid past an infinitely long 
cylinder having a cross section identical in size and shape with 

the obstacle. _ 

This theory has been very successfully applied by Helo-Shaw 
and others in studying the two-dimensional motion of perfect 
fluid around various types of cylinders. Hole-Shaw made a 



Fig. 2G0. — Viscous flow past, itn obstacle between parallel plates. 

thin film of glycerin flow between glass plains which wore largo 
in comparison with the size of the obstacle placed between them. 
In his apparatus the sides AH of Fig. 2(H) are closed and the fluid 
enters at AA and leaves at BE. The streamlines of the flow are 
rendered visible by the injection of jets of dye at the upstream 
opening and the resulting flow pattern may then be studied or 
photographed through the glass plate. 

The results of a recent application of this method developed 
at the University of Liverpool 2 are shown in flig. 201. I he 
photograph in Fig. 261a shows the laminar or streamline flow 
around a cylinder whose cross section is the water line of a 
typical ship form. Hele-Shaw also demonstrated that turbulent 
flow pictures could be obtained with the same device by using 

Stokes, G. G., Mathematical Proof of the Identity of the Streamlines 
Obtained by Means of a Viscous Film with Those of a Perfect. Fluid Moving 
in Two Dimensions, Math. Phys. Papers, vol. 5, p. 278. 

2 Abell, T. B., Contribution to the Photographic Study of the Mechanism 
of the Wake, Proc. Inst , Naval Architects, vol. 75, pp. 145-149, 1933. 
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a larger gap between the platen. A photograph of turbulent 
flow for the whip hull is shown in Fig. 2615. 

This method is well adapted to the demonstration and study of 
two-dimensional nonviseous fluid motions where the boundary 
conditions as determined by the shape of the obstacle are so 
complicated as to render mathematical treatment of the problem 
extremely diflieult. 



(h) Turbulent flow. 

Fig. 2(51. Hele-Shaw pieturoH of flow past a ship-hull section. ( Courtesy of 
Prof. T. B. Ahdl.) 

217. The Theory of Lubrication. — Another extremely impor- 
tant application of the hydrodynamic theory of thin films of 
viscous fluids is found in the study of the lubrication of various 
types of bearings. While such theory does not completely 
explain all the phenomena associated with bearing operation, it 
does serve the function of forming a part of the foundation 
for a satisfactory theory. The mathematical details of the 
hydrodynamics of lubrication are in many respects rather com- 
plicated and it is proposed to consider here only a relatively 
simple problem which will serve as an introduction to the more 
advanced work in this field. 
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The simplest form of bearing in which the applied load is 
sustained by a film of viscous fluid is illustrated by the case of a 
slipper or slide block moving over a plane surface. The problem 
will first be studied with the assumptions that the surfaces are 
plane and parallel, that the plate over which the slipper moves is 
infinite in extent and that the slipper is infinitely long in the 
horizontal direction normal to its motion. The arrangement is 
illustrated in Tig. 262. In order to simplify the analysis the 
principle of relative motion is employed and the slipper is assumed 
to be stationary in space while the plate moves past it with a 
velocity equal and opposite to that originally possessed by the 
slipper. Because the slipper and plate are assumed to be infi- 

y 

Film of lubricant 
■ , Slipper 


Bearing 
plate 
Fig. 202.- 




- x - 


h 1 ■ 

Bearing contusting of parallel slipper and plate. 


nitely long, the problem becomes a two-dimensional one. figure 
262 represents a cross section normal to the bearing plate and 
parallel to the direction of motion. The x-axis of a rectangular 
coordinate system has been chosen in the latter direction and the 
y-axis normal to it, the origin being located at the left-hand end 
of the slipper and in the plane of the plate. The width of the 
slipper is represented by l and the thickness of the film of lubri- 
cant, which separates the slipper and plate, by h. Considera- 
tion of the forces acting on an element of the viscous film shows 
that the equation of equilibrium has exactly the same form as 
that developed in Art. 215 for flow between two stationary 
plates. It is, of course, necessary that the film be sufficiently 
thin and viscous so that inertia forces are negligible in com- 
parison with the viscous forces. The basic equations for the 
solution of this problem are, therefore, the same as Eqs. (10) and 
(11) on page 456; these are, 

dp _ dr <Pu 
dx ~ dy ** dy 2 


( 19 ) 
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and its integral 

U = J % I + Aiy + Ai ( 20 ) 

In these expressions p is the pressure, r the shearing stress and 
u the velocity at any point, while ^ is the absolute viscosity and 
A i and A 2 are constants of integration. The determination 
of the values of these constants depends on the conditions to be 
satisfied at the boundaries. If the plate is assumed to be moving 
to the right with a velocity V, then, for y = 0, u = V , while 
at the surface of the slipper y = h and u = 0. The determina- 
tion of the values of A 1 and A 2 and their substitution in Eq. (20) 
give for the velocity at any point in the film the expression 

-(sir -*>>-« <*» 

From the condition of continuity the quantity of fluid passing 
any cross section of the interspace in unit time is 

Q ~ L udy ~ + T « 

From Eq. (22) the pressure gradient in the x-direction is 

t - - «) 

Under the assumptions stated all the terms on the right-hand 
side of this equation are constants. The pressure at any point 
in the film is therefore 

P = -q)x + B (24) 

where B is a constant of integration. The value of B may be 
determined by the fact that, at the left-hand end of the slipper 
where x = 0, the pressure is atmospheric, that is, p = p a . Thus 
B = v a and Eq. (24) becomes 

P=^(^-o)*+P« ( 25 ) 

But at the other end of the slipper where x = l the pressure is 
also p = p a and this condition can be satisfied only by putting 
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Q = 0. It thus appears that, the pressure at every point 

in the interspace is equal to the atmospheric pressure p n and 
since this pressure acts uniformly on the outer surface of the 
slipper as well as on the exposed portion of the film, the bearing 
would not be capable of supporting any load and therefore 
would be useless in any practical machine. 

218. The Inclined-slipper Bearing, it has been shown in the 
preceding article that a bearing consisting of a parallel slipper 
and plate is incapable of supporting any load. Some further 
insight into the physical aspects of the problem may be obtained 
by considering the velocity distribution across the oil film. In a 
bearing which is sustaining a load the pressure must increase 
from atmospheric pressure at the left-hand end of the slipper and 
return to this value at the right-hand end. Consequently the 
pressure must reach a maximum value somewhere between these 
two points as shown in Fig. 263a. It is obvious from Eq. (23) 
that p can vary with x in this manner only when h is a suitable 
function of x. 

The velocity distribution across any section of the oil film is 
given by Eq. (21), which may be written in the form 


where 


and 


u i 


U\ -j- U‘> 

1 dp 


2g dx' 


y(h - y) 


U ‘2 = j t (h - y) 


The expression for Ui represents a parabolic, velocity distribution 
with the vertex of the parabola at the point // # h/2 and with 
the parabola opening to the right or to the left, depending on 
whether dp/dx is positive or negative. Distributions of this 
type are shown in Fig. 2636. 

If dp/dx is zero, the velocity is merely u», which represents a 
linear distribution with zero velocity at the slipper surface and 
a maximum velocity V at the plate. This distribution is shown 
in Fig. 263c. 

It is now possible to determine the character of the velocity 
distribution curves which must accompany the pressure dis- 
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tribution of the type shown in Fig. 263a. At any point the 
velocity is the combination of the linear arrangement given by 
U 2 with the parabolic distribution represented by U\. If p is 
increasing and dp/dx is positive as between points A and B on 
the slipper, then the parabola must be subtracted from the 
straight line and the resulting curve is concave to the right. 
When dp/dx is negative, the opposite is true and the resultant 
curve is concave to the left. At the point where p is a maximum, 



(a)- Pressure and Velocity Distributions 



U V ->l 

( b)- Distribution of u x (c)- Distribution of u 2 

Fhj. 203.- -Pressure and velocity distribution in an oil film. 

dp/dx is zero and the velocity distribution is linear. Curves 
of these types are shown below the pressure-distribution diagram 
of Fig. 263a. From continuity the area under each of these 
curves must be the same. 

The simplest form of a bearing in which A is a function of x 
would be one in which the two surfaces are planes but with the 
bottom of the slipper inclined to the bearing plate, as shown in 
Fig. 264. The plane of the undersurface of the slipper is assumed 
to intersect that of the bearing plate at a distance a from the 
origin and to make an angle 5 with that surface. The slipper is 
moving to the left or, in relative motion, the bearing plate is 
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traveling to the right. If, as is generally the ease, the angle 5 
is small, then the thickness of the film at any point .t is 

h = (a - .r) tan 5 si (« - x )S (26) 

and, when this expression is introduced in IOq. (23), the result is 


dp 

dx 


12 /* 


L25 2 (ffl - *) 2 


<2 

P(a - 


The integration of this equation and the fulfillment of the condi- 
tions of atmospheric pressure at. the ends of the slipper are 

a 

Film of lubricant 



straightforward calculations but, because of their length, the 
details have been omitted here. The result, is obtained by 
calculating the value of the constant of integration which appears 
and also by determining the value of Q, the quantity of fluid 
passing through the interspace. This final result is 


__ 6 nVx(l - s) 

V Pa + 52 (2rt - l)(a - .r)~ 


(27) 


Now the mean thickness of the viscous film is found at x = 1/2 
and is equal to 

h pa - l ) (28) 


If this value is substituted in IOq. (27), then the difference 
between the pressure at a point in the film and the atmospheric 
pressure outside it may be expressed as 

3 p Vxjl - x) 

8h(a x) 2 


V - P< 


(29) 
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It is now proposed to study the effect of variations in the 
inclination of the slipper for a bearing having constant values 
of n, V and h. For this purpose Eq. (29) may be put in the 
more convenient nondimensional form 


V ~ P, 




(30) 


Before proceeding to the actual computations it is worth while to 
determine the location of the point of maximum pressure and 
the value of this pressure. This may be done by differentiating 
the expression for p - p„, as given by Eq. (29), with respect to x 
and putting the result equal to zero. The value of x thus 
obtained is 


X 7 jt 1 



a 


(31) 


When this value is put into Eq. (30) the result obtained is 


P 

(p — ?J„)m a l* 



(32) 


In making numerical calculations it is convenient to assume a 
value of the mean film thickness h and the slipper length l. 

As an example, consider a case where h = 0.0001 ft. and 
l = 1.0 ft. The inclination 5 of the slipper can then be deter- 
mined from Eq. (28), after which it is a simple matter to compute 

the values of ~y and from Eqs. (31) and (32). The 

£ 3 pV/h 

results of such calculations, giving the variation of these last two 
quantities as well as 8 with l/a, are shown in Fig. 265. It 
appears that, as l/a approaches unity, the point of maximum 
pressure moves toward the rear or right-hand edge of the slipper 
while at the same time the maximum pressure tends to become 
infinite. It can be seen from Fig. 264 that the condition 
l/a = 1 corresponds to the case where the slide block is inclined 
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so that its rear edge just touches the hearing plate. In. such a 
case there could, of course, be no flow through the interspace 
so that this limiting case is of no physical significance. The 



Fig. 265. — Variation of maximum pressure, its location and slipper inclination 

with l /a. 



x, 

I 


Fig. 266. — Variation of — with and 

BfiV/h 1 « 

other extreme case where l/a = 0 corresponds to the parallel 
slipper and plate and the results given hero agree with those 
previously obtained. 
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The variation of pressure along the length of the slide block 
for different inclinations or values of l/a is indicated by the 
results shown in Fig. 266, these curves having been obtained by 
introducing into Eq. (30) the numerical values for h and l shown 
in Fig. 265. 

In order to complete this study of the bearing, it is of interest 
to determine the value of the resultant of the pressures acting 
on the block. This may be done by setting up the integral 

P = fo(P ~ P“) dx 

and the result after integrating and simplifying may be put in 
the form 



The position of the center of pressure or point of application 
of this resultant force may be found by computing the moment 
of the distributed load over the slipper about some convenient 
point and dividing by the resultant force. If the point x = 0 
is selected for the reference point, then 

1 C l 

p I (P ~ Va)x (IX 

and, after carrying out the integration and introducing the value 
of P from IOq. (33), it appears that 1 



l J x 

The values of these quantities, — — = and -f, for the particular 

3 ixV/h 1 

1 In making numerical calculations with Eqs. (33) and (34), it is essential 
that at least seven-place logarithms be employed because of the fact that in 
each case the two groups of terms forming these expressions differ by very 
small amounts, particularly for small values of l/a. 



468 


FLUID MECHANICS 


[Chap. XVI 


case previously considered arc plotted in Fig- 267 as functions of 
l/a. If desired, these values could, ol course, be plotted directly 
as functions of 8. 

As a final step in this study the fangcnlial force or resultant 
of the shearing stresses on the slipper may be evaluated. The 
shearing stress at any point in the film is 

du ( ?/ “ 2) dp V 

T ~% ' dx 7 

the value of du/dy having been computed ironi Kq. (21). The 



value of r acting on the fluid at a point on the slipper is found by 
putting y = h so that 



The total tractive force acting on the slipper is opposite in 
direction to that on the fluid and is equal to 



In order to evaluate this integral it is necessary to introduce 
the value of dp/dx obtained by differentiating Kq. (27). The 
final result after simplification is 
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T 

The value of - T _“. - considered as a function of l/a is also shown 
pV/fi 7 

in the graph of Fig. 267. This force appears to have positive 

values with the exception of a small range near l/a = 1.0. As 

l/a approaches unity the velocities in the film near the right-hand 

end of ;the slipper tend to become infinite. This would require 

large accelerations and inertia could no longer be neglected. 

Normally the tractive force would act from left to right so 
that, if the slipper were moving over the stationary plate, there 
would be a force in the opposite direction equal to T which would 
be necessary to maintain the motion of the slipper. The normal 
force P also has a component equal to Pd which opposes the 
motion so that the net force necessary to move the slipper is 

H = T .+ PS (36) 

The theory of the inclined-slipper bearing as presented here is 
by no means complete. In practice the situation usually is 
that the total load to be supported by the bearing, the viscosity 
of the lubricant and the velocity of the slipper may be known, and 
it is then a question of determining the best proportions for the 
interspace in which the flow of the lubricant takes place. 

219. Practical Aspects of Lubrication. — The theory of lubrica- 
tion as applied to the problem of Art. 218 is essentially that 
developed by Osborne Reynolds. 1 It has been elaborated on by 
many other workers in this field, particularly Sommerfeld, 
Michel] and Kingsbury. 2 Space is not available for more detailed 
discussions of this work, and the mathematics of such problems 
as the cylindrical journal bearing and shaft are too advanced for 
consideration here. The analysis of the inclined-slipper bearing 

1 Reynolds, ()., On the Theory of Lubrication, Scientific Papers, vol. 2, 
pp. 228 310, ( lam bridge University Press, 1901. 

2 For discussions of some of this work and more complete bibliographies, 
the reader is referred to the following: 

Stanton, T. E., “Friction,” Chaps. Ill and IV. Longmans, Green & 
Company, London, 1923. 

Michele, A. G. M., “Viscosity and Lubrication,” Chap. Ill of “The 
Mechanical Properties of Fluids,” Blackie & Son, Ltd., London, 1923. 

Kaufmann, W., “ Angewandtc Hydromechanik,” vol. II, pp. 177-193, 
Julius Springer, Berlin, 1934. 

Hersey, M. D., “Theory of Lubrication,” John Wiley & Sons, Inc,, 
1936. 
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has been idealized in a number of respects. In practice the 
slipper would be of finite length so that there would be some 
leakage of the lubricant along the sides of the bearing with the 
result that the pressures in the film would be considerably 
diminished. The case ol‘ a slide block of finite dimensions has 
been treated by Michell and details will bo found in the references 
given here. 

Another factor which appreciably modifies the theoretical 
results for bearing performance is that, no account has boon given 
of the transformation of the kinetic energy of the fluid info heat. 
Some of this beat is absorbed by tlx* lubricant with a resulting 
rise in temperature and a decrease in viscosity. This phase of 
the problem is closely related to questions of the transfer of 
heat between solid surfaces and fluids. In many cases the 
determining factor in bearing design is the necessity lor supply- 
ing a sufficient amount of lubricant to serve as a cooling agent and 
to carry away the heat generated rather t han to act merely as a 
means of sustaining the applied load. If, because of excessively 
high pressures or breaking down of the lubricant at high tempera- 
tures, there should cease to be a film between the solid surfaces 
of the bearing, there is always the danger of seizure and severe 
damage to the bearing. When metal surfaces are in contact., the 
problem belongs in the field ol solid I notion and not in the 
mechanics of fluids. 

The explanation of the ability of a bearing to withstand large 
loads on the basis of the theory of the flow of viscous fluids is 
only one phase; of the general problem of lubrication. This 
theory, for instance, does not explain why in many cases bearing 
troubles may be solved by replacing a mineral oil by a vegetable 
oil, even though the two fluids have approximately the same 
viscosity. In order to answer this question it is necessary to 
enter into the field of physical chemistry and to consider, among 
other things, the adhesive quality of the oils when in contact 
with metal surfaces. The explanation of the different charac- 
teristics of various oils in this respect involves a consideration 
of the behavior of the surface molecules ol both the oil and the 
metal. 

While the discussion of lubrication which has been presented 
here covers only a portion of one. of the simpler problems in that 
field, it may serve as an introduction to further study and should 
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give some idea of the methods that may be used. The value of 
this theory is well illustrated by the development of the Michell 
and Kingsbury hearings. When used as thrust bearings in 
marine-engine installations, these consist of slipper blocks such 
as that previously discussed except that they are hinged freely 
about a point some distance back of their centers. Such an 
arrangement will automatically adjust itself to the load applied 
and is very stable. It has been said that the application of 
hydrodynamic theory to bearings of this kind has made it pos- 
sible to increase bearing pressures from approximately 60 lb. per 
s(|. in. to 3000 lb. per sq'. in. 




ANSWERS TO PROBLEMS 


1. /) ■ ■ 0.00102 Kin. \vt. s<'c.. 2 /cin.-‘, w = 1 gm. wt./cm. 3 

2. w 50.7 lb. per cu. Ft., i> - 1.70 slugs per cu. ft., 
f> - 0.0170 mi. ft. per lb. 

3. p - 500 lb. per sq. in., in — 0.422 slugs per cu. ft., 

/> — 0.844 slugs pur uu. ft. 

4. a, I - 0.00300, <n> ■■■■= 0.00218 

6. 1 7.3 1 cu. ft. 

6. 0.007 ft.’/iu.* dug. C.. 

7. 728 ft. pur dug. I 1 '. 

8 . 0.0507 lb. pur uu. ft,. 

9. At 100 lb. pur sip in, abs. (a) 2.40 mi. ft. per lb., (6) 3.92 cu. ft. per lb. 

11. 2740 lb. pur sq. ft. abs. 

12 . 3988 ll>. pur Hq. ft. abs. 

13. 11.095 mul 14.17 

14. 0.800, zero, —1.30, —1.30 lb. pur sq. in. gage 

15. 33.9 and 07.8 ft. 

16. (a) 23.1, (/>') 20.4 

17. (a) 1 10.8, (ft) 10.7 

18. 1 4. 4 11 1 1 '. , 0.00051 "( 1. perm. 

19. 5000 ft. 

20. 9.04 lb. pur sq. in. abs. 

21. 8.28, 1.08, 3.40 lb. pur sip in. abs. 

22. 0.0015, 0.000359, 0.00073 slugs pur mi. ft. 

23. 4.02 ft. 

24. 13.55 ft. below IS 

25. 40.2 ft. 

26. 3.58 ft., -2.35 ft. 

27. 0.849 ft., 1.025 ft. above B 

28. (a) 0.770 ft., (ft) 0.093 ft. 

29. 0.3 

30. 0.971 in. 

31. 1.42 pur cent 

32. 30.4 rt. 

33. 14.52 lb. per sq. in. abs. 

34. (a) 39201b., (6) 10801b., (c) 38901b., (d) 4990 lb. 

36. («) 0.82 ft., (ft) 7.52 ft., (c) 7.43 ft. 

36. 9.00 ft. 

38. (a) 3.40 ft., (ft) 7.01 ft. from water surface 
39.11.55 1b. 

40. 2090 lb. 

41. 190 lb. 
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42 . (a) 14,840 lb, (6) 15, KM) lb, (c) 19, ISO lb. 

43 . (a) 4.91 lb. por sq. in. gage, (6) 4.20 lb. per sq. in. gage, pp 20.2 
(d) 20.58 in. 

44 . p N - Pm = 3.85 lb. per s( p in. 

45 . 24 in. 

46 . 5.19 in. 

47 . (a) 6740 1b, ( b ) 13,480 1b, (r) 4.24 ft, (//) 4.07 ft,. 

48. 1181 lb. 

49 . (a) y p = 4.50 ft, :r 7 , = 1.50 ft. from vertical edge; 

(6) ?/p = 7.29 ft, — 1.43 ft. from vertical edge 

50 . (a) P — 12,480 lb, //,, = 0.07 ft. from hinge; 

(6) 7 > - 24,900 lb, ?/„ - 5.83 ft. from hinge; 

(c) 10,400 lb. 

61 . 12,480 lb. 

52 . (a) 2490 lb, ( b ) 2.80 ft. from top, ( r ) 3,17 ft. from top of box 

63 . P = 20,900 lb, //„ = 7.0 ft. 

64. y v = 3.75 ft, jj - 9.0 ft. 

65. 1774 lb. 

56. P x = 187.2 lb, P u = 190.0 lb, P. t 187.2 lb. 

67 . 29.9 ft. 

68. 2050 lb. per sq. in. nbs. 

69 . 5 lb. per in. 

60 . (a) Zero, (6) P r - 17,470 lb, P u - 20,320 lb, (r) 20,800 lb. 

61 . 4.38 ft, 4.38 ft. 

62 . 499 lb. 

63 . 130.7 lb. 

64. 1028 1b. 

65 . 1045 lb, 30,200 lb. 

66. 28.2 lb. 

67 . 4450 lb. 

68. 72.9 eu. ft. 

69. MG = 0.000 in, T = 34.2 in. lb. 

70 . (a) 0.1016, (6) -0.0836, (c) 0.0196 

71 . 4 ft, 11 ft. 

72 . 3.04 ft. 

73 . % 

74 . (a) 7.04 ft, (6) 34.4 lb. vertically upward 

75 . 1.225 

76 . cl i = 1.60 ft, ch = 90.4 ft. 

77 . (a) 1.093 ft. from bottom, (6) 1.284 ft. from I)H, 

(c) 1.377 ft. from I)E 

78 . 0.917 ft. from DE, 2250 lb. 

79 . 23 plates 

80 . 104.6 ft. tons 

81 . T = 247 ft. lb, 17°37 / from vertical 

82 . 177.6 1b. 

83 . 1 ft. 

84 . A v = 1140 lb. down, A x = 4520 lb. to left, B x - 5780 lb. to left 
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86. 3200 lb. 

86. 3.17 ft., 1.19 ft. 

87. 13.4 ft. 

88. (MM) lb. 

89. Sp. gr. — 0.507, more stable 

90. 13.3 lb. per cm. ft., 89. L lb. 

91. 2570 lb. 

92. 12 in., *10.8 lb. 

93. 23.1 lb. per sq. ft- gage. 

94. 153.1 r.p.m., 249.0 lb. per sq. ft. gage, 108.3 r.p.m., 1 ft. 

96. 177.2 r.p.m., 1.57 cu. ft. 

96. 13.5 in., pn 0.03, pa — 5.89, pn — 5.151b. per sq. in. gage 

97. pn - 5.89, pa —3.20 lb. per sq. in. gage. 

98. 8.02, l 1.98 ra<l. per nee. 

99. 5.07 rad. per see., pa 2.95, pn = .1 1.8 lb. per sq. in. gage 

100. 8.02 rad. per see. 

101. (a) 2.32 rad. per hoc., (6) 0.75 rad. per see., (e) 8.18 rad. per sec. 

102. 8 U 18 / from horizontal, 230 lb. per sq. ft. gage 

103. pn - 0.13, pA - 2.10 lb. per sq. in. gage 

104. 1 1.34 rad. per sea*.., 1.02 lb. per sq. in. gage 

106, 8.02 rad. per Her.., 0.325 lb. per sq. in gage at midpoint of BC 

106. 8.02 rad. per scut. 

107. 17.4 ft. per see. 2 

108. At inlet V - 0.104. At outlet V « 1.47 ft. per sec. 

109. At, base V ~ 018 ft. per min., Q = 1,213,000 cu. ft. per min. 

At 50 ft. level, V ~ 088 ft. per min,, Q — 1,046,000 cu. ft. per min. 

110. 130, 104,80.0 ft. per sec. 

111. 22.13 ft. or 1383 lb. per sq. ft. 

112. // — 10.24 ft. for all points 

113. E :• 2117 lb. pea* sq. ft. for both points 

114. 14.32 lb. per sq. in. 

116. 13.3 lb. per sq. in. 

116. 4.45 lb. per sq. ft. gage 

117. 21.00 ft. per sect., 4.72 e.f.s., 8,20 lb. per sq. in. abs. 

118. 24.00 ft. per see., 1.18 e.f.s., 11.87 lb. per sq. in. abs. 

119. 7.85 ct.f.s., p t - zero abs., h - 24.91 ft. 

120. 24.00 ft. per see,, 3.18 e.f.s., 12.57 lb. per sq. in. abs. 

121. 6.22 ft., 16.22 ft. gage 

122. 1 14.0 ft. per see. 

123. 171 m.p.h. 

124. 94.7 ft. per sec. 

126. 5 ft. gage, 8.50 ft. gage 

126. 185.2 m.p.h. 

127. 22.6 lb. per sq. in. gage 

128. 3.18 ft. per see., 5.62 e.f.s. 

129. 0.0403 in. 

130. 24.2 lb. per sq. in. 

131. 4.13 ft. 
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132 . 2.41 ft. per sec. 

133 . 0.52 lb. per sq. in. abs. 

134 . (a) 12.53 ft. per sec. 

135 . 18.7, 24.3 ft. per sec. 

136 . 42.0 lb. per sq. in. gage, loss — 1 1.8 ft. 

137 . (a) 10.04 ft. per sec. 

138 . (a) 20.14, (6) 21.33, (c) 18.02 ft. per sec. 

139 . 9.78 ft. 

140 . 3.83 ft. 

141 . (a) G.09 c.f.s., pc = 8.20, pn = 0.02 lb. per sq. in. abs., (h) 2.79 ft. 

142 . 2.36 c.f.s. 

143 . C - 1.023 

144 . 362 ft. per sec., 450 sec. 

145 . 183 ft. per sec., 73 ft. per sec. 

146 . 2.79 lb. per sq. in., 0.693 lb. per sq. in. 

147 . 8.19, 16.88 lb. per sq. in. abs., Q — 3.50 c.f.s. 

148 . 1.72 c.f.s. 

149 . 24.1 hp. 

160 . 26.67 ft. per sec., 133 ft. lb. 

151 . 65.2 ft. lb., 32.6 lb. see. 

162 . 1.55 1b. 

153 . 4.84 lb. 

154 . 38.0 lb. 

156 . 358 lb. 

156 . P x = 38.7 lb., P v = 144.2 lb. 

167 . P x = 100.0 lb., P y = 111.6 lb. 

158 . 134,31b. 

169 . 80 g.p.m., 13.8 lb. 

160 . 87.2 ft. per sec., 37.2 ft. lb. per 11)., 30°35' 

161 . P x = 463 lb., P v = 192 lb., 42.1 hp. 

162 . 3690 lb., 1007 hp. 

163 . v = 7/3 

164 . 1130 lb., 2120 lb. 

166 . 1531b. 

166 . R x = 2459 lb., R u = 1065 lb. 

167 . 155 1b. 

168 . 93.0 lb. 

169 . 93 lb., 3.98 ft. 

170 . V' - 52.9 ft. per sec., P x = 523 lb., P u - 304 lb., 111.8 ft. lb. per lb., 
38.1 hp. 

171 . 43.2 lb., 14.9 lb., 0.94 hp. 

172 . P = 562 lb., work per sec. = 12,3(50 ft. lb., K.K. per sec. a*= 8150 ft, lb., 
eff. = 60.3 per cent. 

173 . 2.20 hp., V' — 67.4 ft. per sec. 

174 . a = 143°06', 16,100 ft. lb., eff. - 55.4 per cent, R u - 48.(5 lb. 

176 . (a) 565 lb., 2262 lb., ( b ) 1090 lb., 2509 lb. 

176 . fix = 60°, Ui — v L — 17.32 ft. per sec., m — 11.55 rad. per sec., 

u% = 8.66 ft. per sec., V% — 14.44 ft, per sec., *p a = 14.2 lb. per sq. in., 
T « 3150 ft. lb., 66.2 hp. 
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ut) L - 74.7 11.., 1> - 11.51 lb-, (&) E = 72.4 lb., D = 19.21b. 

0 — l lid" anil 4 150", (> — -/>(.) „uis. = plV/2 at 9 = 0 and 180 , 

(„ - - -:Vl'.V2at « = ±90° 

(10 ft. per sec. 

p sin ‘ ( — I’/'l™' »)> 1 i’/l o ” 2 
0.4(55 ami 0.055 lb. per sip in. 

/, « (1.00 lb., m 2.1(1 

—5.25 when 0 ”• 50" 

C h 2.00, 251 r.p.m. 

. 0.550 

\j « 1 0.1 lb., C h ' 0.980 
’ /, 107 lb., ('l 2.22, a 0 = 20°43' 

Cl " : 0.518 when is 5° 

. —0.97 <ietf. 

2100 11). 

' (Ji) 5 n 35', 021 ft. per set*.., (b) T = 75.2 lb., Fq = 33.91b. 

I. « 5’33 / , V „/«/> ^ 0.431 

s ’ © 15' ’59' ni. 0.75r 

> 2 73 ft. per see., 30.70 ft. per see. 

I; (l r ~ 0.155, „ * 0.S7, l'./u/> = 0.759, E = 404 hp. 

r. /, = 400 lb., 82.8 lb. 

j. 1 ’ ; 10.2 rt. s pci' see., L - 0.771 lb. 

). («) 1 .59, (b) 225 sq. ft. 

). 10,700 lb. 

1. 8.18 lb. 

r> m . .. ‘>rt () P u ■ » 9.51 11>., CL — * 

' nr r.m a | >>()()() r tun., max. IV = 2180 r.p.m. 

4 . C, - 0.413, ideal „ = 83.5 per cent, actual , = 75 per 

cent 

B. 7.0H lb. per wp ft- 

iR - I 1 1 stakes, v 1 1-12 cm. see. per 0- oooq v 10 -6 

ig. v . i.ii » , ,a-s f. s per sec., p — 2.ooo X.m 

l7 . „ c , 0.01147 stokes or 1.2,12 X 10 «• P l 

slugs per H. hoc. 15 .8 stokes 

,8. „ 0.028 slugs per It. see. or 15.4,5 poises, 

)9. 401 lb. per sq- ft-. >-5 lf " Vf'.m' per sc0 T = 60 dynes per sq. cm. 

LO. At 15 cm. from axis, u = 04 l xr sec., 

LI 0 197 ft. per see., 5.00 ft. per sec. 

L2*. 1 .08 ft. per sec., 0.177 ft. per sec. 

L3. 1,400,000 

16. 0.00385 ft,, per see., 0.0030, 1.1b X 10* ft- 
16 r = 0.1038 lb. per sq. ft., 0.0543 m. lb. 

St diaper sc, (5) 1.0 ft- P- ~ 

19. 1 8.9 ft. 

20. 7(>4 lb. per sq. in. 

[21. 30.7 lb. per sq. in., 61 lb. per sq. m. 

122. 5.02 ei.s. 
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223 . (a) 26 ft., ( b ) 22 ft. 

224 . (a) 317 ft., (6) 75.1 ft. 

226 . 3.9 c.f.s. 

226. 2.24, 2.47 ft. per see. 

227. 0.50 ft. drop, 0.S0 ft. rise 

228 . 0.40 ft. drop, 1.69 ft. drop 

229 . 6.29 c.f.s., 1.05 ft. 

230 . H «= 12.2 ft. 

231 . (a) 4.2 c.f.s., (5) 4.3 c.f.s. 

233 . Q = 8.25 c.f.s., pa — 11.7 lb. per sq. in. ubs 

234. 0.57 ft. 

236 . 50 ft. 

236 . 11.6 c.f.s. 

237. 195 ft. 

238. 0.016. 

239 . 11.3 lb. per sq. in., 0.00402 ft. lb. per lb. 

240 . 67 lb. per sq. in. gage 

241 . (a) 1.18 ft., (6) 0.76 ft. 

242 . 0.048 ft. 

243. 9.75 c.f.s. 

244 . 63.3 ft. 

246 . (a) 1.20 c.f.s., (6) 0.42 c.f.s. 

246 . 0.0273 ft. 

247. 0.0101 c.f.s. 

248. 110 ft. 

249 . 7.9 c.f.s. 

260 . 6.5 c.f.s. 

261 . Old, Q - 6.56 c.f.s. 

262. 173 ft. 

263. 1.19 ft. 

264 . 0.000164. 

266. 0.000448. 

266 . Q — 108 c.f.s., r — 0.20 lb. per sq. ft. 

267 . 0.000606. 

268 . 94.3 c.f.s. 

269 . 4.39 ft., more 

260 . Q = 907 c.f.s., « = 0.00208 

261. 0.775 ft., 4.383 ft. 

262 . 4.36 ft. 

263 . dy/doo = 0.00896, deeper 

264 . 98.5 c.f.s., 98.2 c.f.s., 95.8 o.f.s. 

266 . 45.85 c.f.s. 

266. 2.73 ft. 

267. 4.43 ft. 

268 . 2.40 ft., 3.72 ft. 

269. 1.10 ft. 

270 . C = 3.60, H = 3.36 ft. 
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271. (a) 08.8 e.f.s., (6) 59.8 c.f.s. 

272. 1.05 ft. below channel 

273. 3.29 ft. below pond surface 

274. 0.000008, 0.000407 
276. 257°28', 0.813d. 

276. Flume 0.40 ft. below channel 

277. i/r = 1.55 ft., V r = 4.99 ft. per sec. 

278. <k = 2.53 ft.., « ~ 0.01123 

279. dx - 0.498 ft., In = 5.37 ft. 

280. 4,19 ft. 

281. 73 weirs, II = 0.482 ft. 

282. L -■ 14.1 ft., II v = 1.82ft., Hr — 0.302 ft. 

283. Q « 493 c.f.s., # = 0.00175 

284. 34,7 sq. ft., 30.0 sq. ft. 


286. 2.90 ft. 

286. 7.21 ft, at 200, 0.41 ft. at 400 

287. dr = 3.1 1 rt., q - 33.0 c.f.s. per ft. 

288. *, - 0.00301, dt = 0.883 ft., E x - 1.25 ft., E 2 = 0.96 ft., hi = 0.29 ft. 

289. d = 6, d = 1.206 

290. (a) 38.0 ft. per sec., (6) 43.3 ft. per sec. 

291. F ~ 19.0 ft. per sec., hi = 12.9 ft. 

292. d = 1.57 in., F = 25.0 ft. per sec., Q = 0.336 c.f.s. 

293. Cv = 0.973, O v , - 0.017 

294 Ft -- 2.55 ft. per sec., V = 10.0 ft. per sec., H — 4.14 ft. 


296. 4.79 c.f.s., 5.08 c.f.s. 

296. 8.87 11). per sq. in. 

297. 1.10 ft., 0.937. 

298. 10.0 ft. per see., 0.234 ft., 0.973. 

299. (a) Q - 0.573 c.f.s., hi = 5.2 ft., (6) Q = 0.424 c.f.s., m = 0.5 ft., 
* «,».*. = 0.924 c.f.s. 

300. 11.15 lb. per sq. in. abs. 

301. (a) 1 .40 c.f.s., (6) 15,7 ft., (c) 10.9 ft. 

302. Qi = 0.840 c.f.s., hi - 2.56 ft.; = 0.764 c.f.s., hi = 0.236 ft. 


303. 230 sec. 

304. 728 sec. 

306. 0.909, 0.650 

306. 0.025 

307. 1.58 in., 0.20 lb. per sq. in., 0.57 ft. 

308. 985 sec. 

309. («) 0.872 c.f.s., (6) 0.721 c.f.s. 

310. = 7.80 ft., <2, = 0.48 ft., Q m 


2.28 C.f.S., Qmin. = 2 c.f.s. 


311 9 79 c.f.s., 245 hp. 

312. Loss in pipe = 4.87 ft., loss in nozzle = 17.5 ft., hp. delivered = 207, 
lm lost = 7.43 per cent 

313. («) 4.00 ft., 0.248 e.f.s., (b) 3.58 ft., 0.162 c.f.s., (c) 4.50 ft., 0.304 c.f.s.. 
" ’ (</) 4.08 ft., 0.215 e.f.s. 


314. 270 sec. 

316. 11.6 lb. per sq. in. gage 



480 


FLUID MECHANICS 


316 . 132 sec. 

317 . 22.6 ft. per sec., 0.304 c.f.s. 

318 . (a) 0.501 c.f.s., (6) 0.501 o.f.s. 

319 . 1.138 in., 18.9 lb. per sq. in. 

320 . (a) 125 c.f.s., ( b ) 177 c.f.s., (c) 101 c.f.s. 

321 . (a) 9380 lb., (b) 11.5 lb. 

322 . k D = 0.54, Ci, = 1.08 

323 . (a) 35.45 m.p.lv., (&) 35.30 m.p.ii. 

324 . 149 lb. at 00 m p.li. 

325 . 3,520,000 for air, 44,600,000 for water 

326 . C„ = 64, D = 0.0000224 lb. 

327 . 12.3 ft. per sec. 

328 . At y = 1.0 in., ui = 7.50, u t = 9.05 ft. per sec. 

329 . At y = 0.505, u, = 18.7, u, = 22.6 ft. pin- sec. 

330 . At y = 1.5 in., t = 0.001375 lb. per sq. ft. 

331. At 0 - 50°, p = —4.00 lb. per sq. ft., !’ — 76.6 ft. per sec., K.H. = 
0.97 ft. lb. per eu. ft., total energy = 21 19.1 ft. lb. per on. ft. 

332 . At a: = 27 in., 5, = 0.252 in., 5, = 0.792 in. 

333 . At center, n = 0.0379 lb. per sq. ft., r, 0.213 lb. per sq. ft., Cf = 
0.000789, C /i = 0.00379 

334 . For laminar flow, Cj — 0.00265, (a) Cj — 0.00188, (li) C - 0.00188, 

(c) C/ — 0.00375. For turbulent flow, <■; 0.0061 (a) Cf = 

0.00530, (5) C f = 0.00536, (c) C s m 0.00708 

335 . (a) 0.00495, (&) 0.00268 

336 . (6) 0.00297 for N a = 500,000, 0.00379 for Nc = 250,000 

337 . (a) S = 0.0866 ft. at x/l = 0.25 

S = 0.1500 ft. at x/l = 0.75 
(6) 5 = 0.0274 ft. at x/l = 0.25 
5 = 0.1890 ft. at x/l = 0.75 
(c) 5 = 0.0494 ft. at x/l = 0.25 
5 = 0.1189 ft. at x/l = 0.75 

338 . For N a = 10 7 , C f = 0.00294 by 17-power law, C, 0.00300 by 
Schlieting’s formula, 2 per cent at Nu -■ I0 7 , 25.5 p(*r cent at Nit = 10" 

339 . (a) 575 lb., (6) 567 lb. 

340 . 27.6 ft. per sec. 

341 . 22.4 ft. 

342 . D = 13.3 lb. per ft. at 5 ft. pc.r see.., /) — 62.2 lb. per ft. at 20 ft. per sec. 

343 . D = 54.0 lb., V = 564 ft. per see. 

344 . 0.408 lb. for spliere, 0.106 lb. for ellipsoid 

345 . 214,700 lb. 

346 . V = 7.84 ft. per sec., C„ = 60, 1) = 0.0000154 lb. 

347 . 4890 lb., 1170 hp. 

348 . L = 175 lb. per ft., D = 9.59 lb. per ft., = 389 lb. per ft. 

349 . Di = 244 lb., C IH = 0.0254 

350 . For R = 8, C Dj = 0.0718, C, H = 0.0407, (!„ ----- 0.1 125 
361 . (a) 0.359, (6) 4.81 in.p.li. 

352 . Df = 3070 lb., D r = 2930 lb., C, = 0.00182, C T =- 0.00174 
363 . (a) D = 281 lb., Cu — 0.535, (6) 43.2 hp. at 80 m.p.h. 
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364. O.OOliU. 

366. />«//>. o.hk 

366. («) - r >ir> Hi., i Id <).():{ i :t 

367. !>,. li'-'O II)-, I>i 76 II.., 0 m 295 lb. 

368. A/) 0.0000 II./ cu, It.., p 1007 lh. por mcj. in, /tbs. 

369. Lt hi, SO lb. per w|. II.., B-. ... 2SS0 lb. por sq. ft., v\ = 4.77 cu. ft. 

{KM* II)., /’;-, 10.73 CU. ft. JHT II). 

360. h\ 91 10 10. |km* .sq, tt„, A;., : 2812 lb. per stj. ft., v x — 4.77 cu ft 

peril).,/’.. 8.18 cu. ft. per lb. 

361. I ( W isothermal air, K 2110.4 lb. per sq. ft. 

For .adiabatic air, h) 2975 ll>. per sq. ft 

362. 4720, l 155 ft, per see. 

363. At 100 "K, r 1 105 ft, per see. 

364. 1 .252 

366. 797, 790 ft, per see. 

366. 12.9 lb. per sq. in. abs. 

367. Nm a 0.281), N u H 0.110 

368. 23.2 lb. per sq. in. abs. 

369. 131 ft, per see., !8.0 lb. per sect, 

370. (a) Incompressible, 1’ 133.8 ft, per see.; compressible, F = 127.7 

ft, per see. (6) Incompressible, V =210.0 ft. per sec.; compressible, 
V 194 ft, per see. 

371. //id log, (//i., //-.) 

372. (p x r i pt •/•«).''(/»■ 1) 

373. 50 lb. per sq. in. abs., 71, (KM) ft. lb. 

374. 37.8 lb. per sq. in. abs., 02,450 ft, lb. 

376. 204.4 lb. per sq. in. abs., 0.01220 slugs per cu. ft. 

376. 28.3 B.t.u, 

377. A* A 11.8 B.t.u. per lb., external work = 10,260 ft. lb. per lb. 

378. A /» 07.8 B.t.u., external work = 52,750 ft. lb. 

379. Bor 500 ft, to 750 ft,, (a) A p = 7,7 lb. per sq. in., 

(/>) A// 9,3 U>. per sq. in. 

381. 1795 ft, 

382. I 33.0 ft,, V x ■■ ■■. 15.24 ft. per see,, F 2 = 15.26 ft. per sec. 

383. (a) p tt 0.94 lb. per sq. in. abs., F« = c« = 1416 ft. per sec., 

(5) l 3720 ft,, [c) At V/ Vi = 5, l = 3620 ft., p ~ 23.63 lb. per sq. 
in. abs., V ~ 475 ft. per sec., c = 1513 ft. per sec., v = 15.80 cu. ft 
per lb. 

384. 1890 

386. I) « n > 2 in transition range 

386. - // * ^ f wb<‘re h = height, 6 = width 
p b 


387 . 1) M KpVW 



388. (a) 0.177, (5) 0.5, no 

389. 5.94 e.f.s. 

390. (a) s' « (6) s' = 
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393. h 


JL(lY( € \ j ¥l 

TWW \dj 2 a. 


394. §M : m,rx.h 

39St v l sec 2770 lb. 

396. Q = K-\/2gH IP N,C'Ny-H'+°+» (!->)' 


397 . V' = 3000 m.p.h., N M = 0.328, Nm' = 3.93 

398 . F' = 250 m.p.h., p' = 12p 

399 . At 60°F., V' = 850 m.p.h.; at 120°F., V' = 429 m.p.h. 

400 . T = K P Vw(J^*~‘~ ; NK-'N t r* 

401 . Q = Ko,IP{~\ ' Nr-'Nv-v 

402 . 177 sec. 

403 . 1.20 ft. 

404 . 2.911 X 10 -9 slugs per ft. see. 

406 . (a) A = 0.00513, B = 1.99, (6) A = 0.000015, h = 0.239 

406 . 0.384 stokes 

407 . A = 5.25, B =917 

408 . 330 sec. 
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Abbott, l. II., *141 
Aboil, T. Ib, 458 
Absolute pressure, 1*1 
Absolute temperature, 5 
Accelerated in relative equi- 

librium, 02 72 

Accelerometer, hydrostatic, df> 
Ackcret, J., KM, 281 
Acoustic velocity, 300 307 
in air, 300 

effect of temperature on, 300 307 
Addison, II., 434 

Adiabatic expansion or compression, 
7 

(Her aim Compressible fluids) 
Air, standard, 10 
viscosity of, 170 177 
Air-speed indicator, 03 04 
Airfoils, angle of atlack of, 130, 142- 
143 

induced, 34K 350 
aspect ratio of, 340 350 
burbling or stalling of, 145, 348 
chord of, 130 

circulation around, 1 39- 1 42 
drag of, 138 140,347 350 
lift of, 130 140, 347 
lift and drag of, in compressible 
fluids, 385 390 
zero-lift axis of, 142 143 
(Her also Lifting vanes) 

Altitude, effect on atmosphere, 18- 
21 

Angle of attack of lifting vane, 130, 
142 143 

Angle of zero lift, 142-145 
Annular spaces, laminar flow in, 
228-229 

Archer, W. H., 214 


Archimedes’ principle, 47 
Aspect ratio of lifting vanes, 349-350 
Atmosphere, temperature gradient 
in, 16 

effect of altitude on, IS — 2 1 
Atmosphere, unit of pressure, 14 
Atmospheric pressure, 14 

B 

Bakhmeteff, B. A., 251 
Balloon, static lift of, 57 
Barometers, 30 
Barr, J., 2G2 
Bazin, II., 235, 258, 266 
Benard, II., 334 
Benson, M. H., 271 
Bernoulli's constant, 80-81 
Bernoulli’s theorem, for compres- 
sible non viscous fluids, 367-369 
for compressible viscous fluids, 
391-392, 396 
development of, 80-84 
limitations of, 81-82 
for rotating channel, 125 
Bicrman, D., 344 
Biles, J. II., 353 
Bilton, II. J. L, 281 
Bingham, E. C., 10, 448 
Blade-element theory of propellers, 
148-152 

Blade screws, 147-159 
Blasius, H., 202, 206, 310, 322, 323, 
327, 328 

Borda, J. C., 214, 290-292 
Borda mouthpiece, 290-292 
Boundary layer, laminar and turbu- 
lent, 309-331 

momentum theory of, 318-327 
relation to pipe flow, 312, 322-323 
separation of, 312-318 
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Boundary layer, shearing stress in, 
320-324 

theory of, 308-331 
t, hickness of, 310, 322-325 
transition from laminar to turbu- 
lent flow, 310-318, 325-331 
transverse velocity distribution in, 
310-312 

Boyle's law, 3-4 
British thermal unit, 393 
Buckingham, E., 375, 432 
Buoyancy, center of, 47 
Buoyant force, 47-58 
in rotating liquids, 68-70 
in two fluids, 48 

Burbling of flow, due to compressi- 
bility, 388-390 
on lifting vanes, 145, 348 

C 

Cavitation, 67-68, 100-106 
corrosion due to, 105 
oscillation tests of, 105 
in Venturi tubes, 101-104 
Center of buoyancy, definition of. 47 
Center of pressure, on slipper bear- 
ings, 467-468 

on submerged surfaces, 30-38 
Channels (see Open channels) 
Charles' law, 4 
Choasy, A., 202, 235-236 
Chick, A. C., 432 

Circular disk, resistance of, 333-331 
Circulation, definition of, 133 
around lifting vane, 139-142 
development of, 140-142 
Circulatory flow around rotating 
cylinder, 130 
Combined gas law, 6-7 
Compressible fluids, adiabatic con- 
ditions in, 361, 366-367 
Bernoulli's theorem for, 367-369 
bulk modulus of, 360-361 
dynamics of, 360-390 
flow in pipes, 227 
isothermal conditions in, 361, 
365-366 


Compressible fluids, lift, and drag of 
airfoils in, 385 390 
Mach’s number for, 370 
resistance in, 377 390 
stagnation-point pressure in, 369- 
371 

stream tubes in, 372 373 
subsonic and supersonic velocity 
in, 378 381 

velocity of sound in, 362 367 
Compressible viscous fluids, Ber- 
noulli’s theorem for, 391 392, 
396 

comparison with incompressible 
fluids, 418 419 
flow in pipe's, 399 419 
thermodynamics of, 392 398 
Compressibility, 2 3 

(See also Compressible fluids) 
Compressibility burble, 388 390 
Continuity equal ion, 73 
applications of, 76 
Coni ruction, in Borda mouthpiece, 
291 292 

incomplete, 283 284 
coefficients for, 215, 283 
of jets, 279 289 
coefficients of, 280 
in pipes, 214 215 
in short tubes, 288 290 
of weir nappe, 254 256 
at ends, 259 260 
Critical depth, 241 245 
on broad-crested weirs, 263 
at change of slope, 252 253 
at entrance, 252 
at free discharge, 253 254 
nature of flow at, 247 248 
relation to hydraulic jump, 250 
Critical-depth meter, 266 268 
Critical velocity, for open channels, 
243 241 

for pipes, 195 196 
Cylinders, circular, flow around, 
127 132, 313 318 
Magnus effect, on, 127 132 
pressure distribution on, 128- 
132, 315 316 
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Cylinders, circular, rotating, 127 

i:w 

resistance of, 2 12 346 

D 

IVAlembert's paradox, HO, 202, 221 
D’Alembert \s principle, 02 02 
Dalton's law, 0 
Dnrey , IL, 201 202, 22a 220 
Density, of air, la 20 
of east or oil, 178 
of fluids, 2 
of water, 177 
Diehl, W. S., 2-12 344 
Dimensional analysis, appliention ol, 
to orifice flow, 200 207, 121 
* 12-1 

to pip** flow, ISO 1S2 
to resist anee in compressible 

fluids, 277 278 

to resistanee of floating bodies, 
333 2aS, 12 1 *128 
to resistanee of submerg'd 

bodies, 201 208, *120 *127, 

*128 112 

Dimensional homogeneity, 170 ISO 
Dimensions, fundamental, 2 
Directionomeler, 01 02 
Discharge, equation of, 70 
of gates, 207 208 
of orifices, 270 270, 282 280 
of pipes, 172, 100 107 
of weirs, 257 200 

Discontinuity, surfaces of, 180-188, 
100 101, 212, 222 
Displacement, 47 
of ship hulls, 2.02 257 
Diverging tubes, 202 204 
Draft lube, 20*1 
Drag, eoetlieients of, 201 304 
in compressible fluids, 385* 390 
definition of, 127 
eddy-ma,king, 310 318, 331-330, 
* 352 358 

induced, 140, 348-350 
of lifting vanes, 138-140, 347-350, 
385-390 


Drag, in perfect fluid, 140, 303 
profile, 349 
of .ship hulls, 352-358 
eoetlieients for, 354-358 
residuary, 355-358 
sk i n-f notion , 353-358 
skin-friction, 318-331 
coefficients of, 322-331 
Drew, T. B., 204, 206 
Drvden, ILL., 340 
Draewiucki, 8., 152 
Durand, W. F., 152, 158, 380 
Dynamic lift, 127 
of lifting vane, 136-145 
of rotating cylinder, 127-135 
Dynamic, similarity, 420-442 
application of, to experiments, 
•120-421. 

to orifice flow, 431-434 
to resistanee of airplanes, 438- 
442 

to resistance of floating bodies, 
434-438 

to resistance of submerged 
bodies, 438-442 

of flow of elastic fluids, 428-431 
of flow with gravity forces, 427- 
428 

Fronde’s number, 428 
Mach’s number, 431 
Pi theorem, 431-438 
principles of, 421—423 
Reynolds’ number, 423-426 
types of forces involved, 421-423 
of viscous fluid flow, 423-427 
Dynamic similitude ( see Dynamic 
similarity) 

E 

Eddy, formation of, due to separa- 
tion, 312-318 
on lifting vane, 141-142 
starting, 141-142 
(See also Vortex) 

Eddy-making resistance, 316-318, 
331-336 

Effective propeller pitch, 150 
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Efflux, velocity of, 84-85, 275-277 
Eiffel, G., 345 
Eisner, F., 334, 338, 343 
Energy, of fluids in motion, 78-80 
Bernoulli’s constant for, 80-81, 
367-369, 391-392 
conservation of, 80 
dimensions of, 79-81 
kinetic, 78 
potential, 78-79 
pressure, 79 

Energy grade line, for open channels, 
241, 245-248 
for pipes, 193-194 
with nonuniform flow, 217-221 
Energy losses ( see Losses) 
Experimental propeller pitch, 150 
Eytelwein, 202 

F 

Falling head, 294r-295 
Falling liquids, example of, 67-68 
Fan, 147, 159 
Fanning, J. T., 202 
Fineness ratio, definition of, 340 
effect on resistance, 341-344 
Floating bodies, 47-61, 352-358, 
434-438 

equilibrium of, 49-50 
immersed, 56 

resistance of (see Resistance of 
floating bodies) 
in rotating liquids, 68 
stability of, 49, 54r- 48 
in two fluids, 48 

Floating vessel containing liquid, 54 
Fluid, bulk modulus of elasticity of, 
360-361 

compressibility of, 2-3 

(See also Compressible fluids) 
definition of, 1 
density of, 2 

elastic properties of, 360-362 
ideal, 1 

incompressible, 1 
nonviscous, 1 
perfect, 1 


Fluid, specific volume of, 2 
specific weight of, 2 
static, definition of, 1 1 
Fluid motion, continuity of, 74 
energy of (sec. Energy) 
forces in, 73, 421 423 
steady and unsteady, 73 
Fluid resistance (see Resistance) 
Fluid substance, nature of, 1 
Fluidity, definition of, 167 
Force in relation to momentum, 
109, 111 

Forces in fluid motion, 73 
Foster, D. 10., 216 
Francis, J. B., 258, 259 
Freeman, John R., 432 
Free surface, flow with, 233-274, 
352 -358, 434 -438 
position of, 12 
Frese, F„ 260 
Fronde, R. 10., 153 
Fronde, Win., 354, 356, 434 
Fronde's number, 352 358 
definition of, 354 
as a force ratio, 428 
relation to orifice flow, 133 434 
relation to ship-hull resistance, 
352 358, 434 438 
Fundamental units, 2 

a 

Gage pressure, 14 
Ganguillet, 10., 236 
Gas, bulk modulus of, 361 

coefficient of expansion of, 4-5 
at constant temperature, 3 
definition of, 1 
equation of state of, 6 
flow of, 90 98 

(See also Compressible fluids; 
Compressible viscous fluids) 
Gas constant, 6 
for air, 6 
for methane, 405 
relation to specific*, heats, 398 
Gas laws, Boyle's, 3-4, 7 
Charles', 4 -5 
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0,a,s laws, combined, 0 7 
Gay-Hussac’s, >1 5 
limitations of, 7 
Gatos, discharge of, 2<>7 2<>S 
(kiV-bussae’s law, 1 5 
C^i>ors v lb, 527 52S, 550 
Gibson, A. H., 550 

Glaucrf, II., H>2 
(Irashof, lb, 403 
Grove, lb W., 201 202 
(Brindley, J. 1 1*, 17S 

U 

<1.. 171 

Ilugon-Poisouille law, 171 175 
application to viseometry, 440, 
•151 151 

limitations of, lKf> 
notation to friction coefficient, 
201 205 
Mailer, R., 200 
Hutschek, lb, 10 
Mosul, centrifugal, 125 

loss of I.JMV Open channels; Ori- 
fices; Pipes, etej 
pressure, 15, 70 
velocity, 70 

IIele~Shaw, II. , *157 4n9 
Hclo-Shaw met hot! of flow visualiza- 
tion, 157 150 

Helmholtz. II., 177, 100,552 
Ilerrnstein, \V. J. Jr., 544 
llersehel, Clemens, On 
Hersohel, W. M., *148 
Mersey, M. !>., 400 
Minds, .1., 270 
Morton, K. Ib. 204 
Hunsaker, 5. 0., 102, 100 
Hydraulic grade line, for pipes, 195 - 
104, 217 225 

with nonuniform flow, 217 221 
Hydraulic, jump, 240 251 

effect, on submerged weir, 200 
momentum function for, 251 
Hydraulic radius, for channels, 25; > 
for noncircular pipes, 227-229 


Hydraulic slope of channels, 234- 
235 

1 lydrostatic accelerometer, 66 
Hydrostatic devices, 32-34 
for measuring force, 33-34 
for vertical measurement, 32-33 
Hunt, lb R. W., 384-385 


Immersed bodies, flotation of, 56 
pressure distribution on, 88 
resistance of ( see Resistance of 
immersed bodies) 

Impulse, definition of, 108-109 
Impulse wheel, 118-119 
Induced drag, 140, 348-350 
Intrinsic energy, 394-398 


Jacobs, lb N., 441 
Jets, forces exerted by, 111-120 
(Abe also Orifices) 

Joukowski, N., 133-140 
Judd, H., 281 

Jump, hydraulic ( see Hydraulic 
jump) 

K 

von KiSrmiin, Th., 211, 311, 319, 329, 
335, 351 

Kauffman, W., 258, 260, 469 
Render, lb, 403 
Kempf, G., 327-328 
Kcutner, C., 265-266 
Kinetic energy, of flow in channels, 
240-244 

of fluid flow, 78-80 
. of pipe flow, 199-204 
King, H. W., 236, 258 
King, R. S., 281 
Kingsbury, A., 469 
King-Sceley Telegage, 32 
Kirchhoff, G., 332 
Klein, A. L., 439 
Koo, E. C., 204, 206 
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Kucthe, A. M., 340 
.Kutta, W. M., 133, 140 
Kutta- Joukowski theorem, 133, 140 
Kuttcr, W., 236 


Lamb, H., 177, 228 
Laminar flow, in boundary layers, 
309-310 

on cylinders, 316-318, 343 
effect on separation, 316-318 
on flat plates, 322-331 
on spheres, 338-340 
velocity distribution in, 310-312 
• in circular pipes, 171-1 75, 1 94- 1 97 
kinetic energy of, 199-202 
nature of, 162-164 
in open channels, 238-239 
between parallel plates in relative 
motion, 165-167 

between parallel stationary plates, 
454—459 

Reynolds' criterion for, 183 486 
in thin films (sec* Thin films) 
Laminar sublayer, on flat plates, 325 
in pipes, 198 
Lan dol t-Born stein, 1 79 
Lees, C. II., 202 
Lift, of airfoils, 130-145, 347 

effect of compressibility on, 
385-390 

definition of, 127 
dynamic, 127 

of rotating cylinder, 127-136 
static, 47-48 
theory of, 127 

Lift coefficient, definition of, 133-134 
of lifting vane, 142-145, 347 
effect of compressibility on, 
385-390 

of rotating cylinder, 134-135 • 
Lifting vanes, 136-146 
angle of attack of, 136, 142-143 
burbling* or stalling of, 145, 348 
chord of, 136 

circulation around, 139-142 
drag of, 138-140, 347-348 


Lifting vanes, effect of compressi- 
bility on, 385 390 
induced angle of attack of, 348- 
350 

induced drag of, 348-350 
lift of, 136 136, 347 
resistance of, 347 350 
zero-lift axis of, 142 143 
{S<r also Airfoils) 

Liquid, definition of, 1 
I josses in energy, in Bernoulli's 
theorem, 09 

(Ace also ( Ipen channels; Orifices; 
Pipes, etc.) 

Lubrication, practical aspects of, 
460 471 

of slipper bearing. 460 -460 
theory of, 459 469 

M 

McAdams, YV. II., 204, 206 
Maccoll, J. W., 380 
Mach, 370 
Mach’s angle, 370 
Mach’s number, definition of, 370 
as a force ratio, 431 
relation of, to lift, 385 300 
to pipe flow, 403 410 
to resistance, 378 300 
to stagnation-point pressure, 
370 371 

i,o stream t ubrs, 373 
Magnus effect, 127 
Manning, R., 236 

Manometer liquids, specific gravity 
of, 24 

Manometers, 21 20 
differential, 24 28 
inclined-tube, 27 28 
Maxwell, O., 166 167 
Metac.entrie height, 50 55 
computation of, 5154 
definition of, 5(451 
effect of shifting load, 54 55 
Methane, gas constant for, 405 
value of k for, 405 
viscosity of, 416 
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Micholl, A. (i. N., 409 

Micromanonmlurs, 25 2S 

Miller, K. W., Ml 

Millikan, O. B., 129 
Mincliin, S. M., B) 

Modulus of elasticity, of water, 2 
of gases, 250 301 
Momentum, angular, 121 
conservation of, 109 1 1 l 
definition ol, 102 109 
moment of, 121 
relation to force, 109, 1 I 1 
of a stream, 111 

Momentum theory, ot lilt, 120 M0 
of propellers, 152 159 
of resistance, 200 201 
of skin friction, 21 S 222 
Moodv, L, F., 104 
Muller, W., 1 2-1, 2-11 
Mimk, M. M., -Ml 

N 

Naval tank, model tests in, 427 
Navier, 209 

Newton, I., 104 I0o, 200, 30* ) 

Newton's law, of resistance, 200 201 
for shearing stress, 105 
Nikurad.se, .1 20S 
Nominal propeller pitch, lot) 
Noustalie pressure, 271 272 
Nozzle, forc.es on, 122 

O 

O’Brien, M. l\, 254 
Open channels, Ohessy formula for, 
225 220 

critieal depth in, 241 24o 
critieal veloeity in, 2-12 24 1 
effect of bends in, 240 
energy gradient, for, 241, 245-248 
flow in, 222 274 ^ 

hydraulic jump in, 249 -251 
hydraulic slope of, 284 285 
kinetic energy in, 240-241 
Nutter's n for, 220 
laminar flow in, 238* 239 


Open channels, Manning’s formula 
for, 236 

nommiform flow in, 233, 245-248 
resistance to flow in, 236-237 
shooting flow in, 244 
specific energy, 241-245 
thalweg in, 239 
tranquil flow in, 244 
transitions in, 269-271 
uniform flow in, 233 
velocity in, 235-236 
velocity distribution in, 239-241 
Orifice, coefficients of discharge 
through, 282-283 
numerical values of, 281 
coefficients of velocity through, 
282-283 

numerical values of, 281 
converging, 287-288 
diaphragm, 283-286 
discharge from, 276-279, 282-286 
effect of viscosity on, 296-297, 
431-434 

under falling head, 294-295 
relation to Froude’s number, 
433-434 

relation to Reynolds’ number, 
433-434 

effect of velocity of approach on, 
284-286 

effective head on, 276-279, 297 
flow through, 275-288 

effect of viscosity on, 432-434 
relation to Froude’s number, 
433-434 

relation to Reynolds’ number, 
433-434 

inversion of jets from, 295-296 
jet contraction in, 279-289 
coefficients for, 280 
large opening, 277-279 
loss of head in, 287 
in pipe lines, 283-286 
time of discharge from, 294-295 
velocity of efflux from, 275-276 
effect of viscosity on, 296-297 
vena contracta, 279 
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Orifice meter, 284-286 
Ower, E., 92 


Pascal’s law, 12 
Perfect gas, 7 
Peters, IT., 105 
Piezometer tubes, 21-22 
Pipe bends, forces on, 120-123 
Pipes, annular, 228—229 
coefficients for, 202-209 

numerical values of, 203-207 
divided flow in, 223-226 
energy grade line for, 193 194, 
2.17-221 
equivalent, 226 

flow in, 171-175, 192-232, 399- 
419 

through bends, 229-230 
of compressible fluids, 227 
of compressible viscous fluids, 
399-419 

in insulated pipes, 403-419 
at low velocity and constant, 
temperature, 399-403 
hydraulic grade lino for, 193-194, 
217-223 

hydraulic radius, 227-229 
laminar flow in, 162-164, 171-175 
loss of head in, 174-175 
Blasius formula for, 206 
Darcy formula for, 201-203 
Drew, Koo, McAdams formula 
for, 206 

due to bends, tees, valves, 215 - 
216 

effect of roughness on, 207 -209 
at entrance, 215-216 
friction coefficients for, 202-209 
in laminar flow, 201-202 
minor losses neglected, 220-221 
numerical values of, 203-207 
at sudden contraction, 214-215 
at sudden enlargement, 212-214 
Archer’s formula for, 214 
Borda’s formula for, 213 -214- 
in turbulent flow, 202-207 


Pipes, loss of head in, Weisbach’s 
coefficients for, 215 
nonrireular, 227 229 
resistance to flow in, 194 195, 
209211 

Reynolds’ criterion for, 195-196 
Reynolds’ number for, 195 196 
turbulent flow in, 162 164 
velocity distribution in, 173-174, 
196 202 

seventh-root law for, 21 1 212 
Pi theorem, 431 438 

application of, to orifice flow, 431- 
434 

to resistance of floating bodies, 
434 438 
Pitot tube, 92 
Pitot-static tube, 92 95 
calibration coefficient, 94 95 
comparison with Venturi meter, 

97 

in compressible fluids, 370 371 
errors in, 93 
Plasticity, 9 

Platt's, normal, flow past, 331 332 
resistance of, 331 336 
coefficients for, 333 334 
parallel, skin-frict ion drag of, 318— 
331 

coefficients for, 322 331 
Pohlhausen, K., 319 
Poise, 168 171 

Poiseuille, J. L. M., 168, 171 
Poiseuille’s law (»<r Hagen- Poi- 
seuille law) 

Poisson, 8. I)., 309 
Prandtl, L., 140, 144, 187 188, 206, 
21 1, 271, 308, 309, 319, 325 332, 
335, 339, 381 
Pressure, absolute, 14 
atmospheric, 14 
center of, 36 38 
on cylinder, 129 

reflation to separation, 314-316 
definition of, 3 
dimensions of, 3 
effect. e>f curvature em, 272 
in fluids, 3, 11-43 
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Pressure, gage, I I 

moa.su rement of, SO ( .)() 
nonstat ie, 271 272 
relation of elevation to, IS 
in atmosphere, 17 21 
ill. a .stagnation point, S7 

in a compressible fluid, 309 27 1 
on a. .stoop slope, 272 
units of, M 

Pressure distribution, on circular 
cylinders, 121) 
actual, 210 

relation to separation, 214, 2 Hi 
theoretical, 129, 215 
measurement of, SS 
in slipper hearings, *101 *100 
on submerged surfaces, 29 40 
Pressure-elevation relation, in gases 
with temperature gradient, IS- 
21 

in isothermal gases, 17 18 
Pressure forces, on curved surfaces, 
41 12 

on plane surfaces, 21 20 
Pressure gages, 21 
Pressure head, 15 
in (lowing fluid, 79 
Pressure scales, M 
Pressure volume, 29 40 
Pressure waves, 202 207 
at subsonic and supersonic veloc- 
ity, 278 280 

velocity of propagation of, 302* 
207 

Profile drag, 2*19 

Propeller, advance per turn of, 150 
advance-diameter ratio, 150 
airplane, 14S 

blade-element theory of, 148-159 
eflieieney of, 150 .159 
momentum theory of, 152-159 
pitch, 150 

power absorbed by, 157 
power coefficient, 157*459 
slipstream of, 153-157 
thrust of, 154-159 
thrust coefficient of, 1 57-159 
water turbine, 148 


R 

Ramsey, A. S., 280 
Rankinc, W. J. M., 152 
Rankin e-Froude theory of propel- 
lers, 153 

Ratio of specific heats of a gas, 7 
relation to gas constant, 398 
relation to velocity of sound, 366 
Rayleigh, Lord, 370 
Reducers, forces on, 122-123 
Reichardt, TI., 31 
Reichardt pressure gage, 31 
Relative equilibrium, of accelerated 
liquids, 62-72 
of rotating fluids, 63 
Residuary resistance of ship hulls, 
355-358 

Resistance, of airfoils, 138-140, 
347-350 

of airship hulls, 341 
of artillery projectiles, 381-384 
of bodies of revolution, 337-342 
boundary-layer theory of, 308-331 
of circular cylinders, 342-346 
of circular disks, 333-334 
in compressible fluids, 377-390 
relation to Mach's number, 378 
eddy-making, 316-318, 331-336 
effect of fineness ratio on, 341-344 
effect of viscosity on, 304-308 
of floating bodies, coefficients for, 
354-358 

eddy-making, 352-358 
model tests for, 437-438 
relation to Froude's number, 
354-358, 434-438 
relation to Reynolds’ number, 
354-358 

residuary, 355-358 
ship hulls, 352-358, 434-438 
skin-friction, 352-358 
wave-making, 352-358 
to flow, in open channels, 236-237 
in pipes, 194-195 
of immersed bodies, 300-352 
(See also Resistance, of sub- 
merged bodies) 
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Resistance, of lifting vanes, 138-140, 
347-350 

(See also Airfoils) 
momentum theory of, 300-30 1 
Newton's theory of, 300-301 
of normal plates, 331-330 
skin-f ri c tion , 3 1 8-33 1 
of spheres, 337-342 

Stokes' law for, 175-170, 300 
307 

of submerged bodies, 300-352 
application of dimensional anal- 
ysis to, 304-308, 420-427, 
438-442 

induced, 347-350 
of thin parallel plates, 318-331 
drag coefficients for, 322-331 
V-squarcd law of, 301 , 427 
(See also Drag) 

Reynolds, 0., 161, 409 
Reynolds’ criterion for pipes, 183 
186, 195-190 

Reynolds’ experiment, 101-104 
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Sound, as pressure wave, 362 
velocity of, 362-367 

(See, also Acoustic velocity) 
Specific, energy in open channels, 
241-245 

Specific heats of gases, 7 
ratio of, 7-8 

relation to adiabatic expansion, 
7 

relation, to velocity of sound, 
366 

relation to gas constant., 398 
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Spheres, resistance of, 171-175, 337- 
342 

Reynolds’ number for, 183 
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Stack, J., 389 390 
Stagnation point, definition of, 87 
pressure at, 87 

effect of Mach’s number on, 
370 371 

in compressible fluids, 369-371 
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Standard air, 16 
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Static lift, *17 48 
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Stokes’ law, 175-170, 300-307, 334, 
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pressure in, 20 
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in a compressible fluid, 372-373 
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Streamlined body, definition of, 316 
resistance of, 337-342 
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definition of, 73 
Streeter, V. L., 206 
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shearing, 164-168 
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Transition, in boundary-layer flow, 
on flat plai.es, 
on spheres, 338-340 
in pipe flow, 162, 183-185, L95~ 
199, 204-207 

Transitions in channels, 269-271 
Trailer, T., 33 
Troposphere, 16 
Turbulent flow, 162-364 
in boundary layers, 309-312 
in pipes, 194-199, 202-212 
kinetic energy of, 202-204 
Reynolds’ criterion for, 183-186 
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Vacuum, 14-15 

Vanes, fixed, forces on, 1 1 1-114 
lifting (see Airfoils; Lifting vanes) 
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power developed by, 117-120 
Vapor pressure, 8 
effect on cavitation, 101-104 
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Vapor tension, 8 
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velocity) 
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of efflux, 84-85 
from orifices, 275-276 
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Venturi, 95 
Venturi under, 95 99 
calibration coefficients, 96 
comparison with Pitot-static tube, 
97 

for compressible fluids, 373-377 
for gases, 96 98 
for liquids, 95 96 

Venturi tube, cavitation in, 101-104 
efficiency of, 104 
Viscometer, Ostwald, 417 
Hay bolt, 448 451 
transpiration type, 446 -154 
theory of, 151 151 
Viscometry, 115 151 

industrial methods, 118-151 
scientific methods, 445 418 
transpiration methods, 116 454 
Viscosity, absolute, It >5 167 
basic hypotheses, 161 165 
conversion of units, 168 171 
definition of, 165 168 
dimensions of, 168 171 
effect on flow, 161 
effect of pressure on, 178 179 
effect on resistance, 301 308 
effect, of temperature on, 177 -178 
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kinematic, 167 
of liquids, 9 

Maxwell's definition, 166 167 
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nature of, 9 10 
Newton's law for, 104 165 
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Vortex, Xornwlion of, 186-188 
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starting, 141-142 
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Vortex motion, Helmholtz’ laws of, 
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Vortex system, behind cylinder, 335- 
330, 350 351 
behind lifting vane., 348 
Vortex frail, as a cause of vibration, 
330 

behind circular cylinders, 335-330 
W 
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310 318, 338-340 
formation of, 313 
Helmholtz and KirchholT theory 
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ance, 331 330 
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Greve’s formula for, 262 
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sharp-crested rectangular, 256- 
260 

Bazin’s formula for, 258 
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